SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERV/ICE  COMMENTS 

12d9 

A-A10? 
A-A1T2 
A-A1P2 

51 

47 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1T2  is  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

12dA 

A-A1Q2 
A-A1S2 
A-A1P2 

51 

47 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  ca'-d 
MSP  stor  card  256  KB 
MSP  Control  card 

A1S2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

12dC 

A-A1Q2 
A-A1R2 
A-A1P2 

51 

47 

1 

2597706 
2597o84 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12E0 

A-A1U2 
A-A10? 
A-A1P2 

63 
19 
17 

2597584 
2597706 
4233686 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12E1 

A-A1T2 
A-A1Q2 
A-A1 P2 

63 
19 
17 

2597584 
2597706 
4233886 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  rRU(s),  if 
failure  go  to03G1A. 

12E2 

A-A1S2 
A-A10? 
A-A1P2 

63 
19 
17 

2597584 
2597706 
4233686 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12E3 

A-A1R2 
AAIQ2 
A-A1P2 

84 
8 
7 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1R2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

12E4 

A-A1U2 
A-A1Q2 
A-AIP2 

70 
20 
10 

1 

4233694 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U''ipa  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

70 


EOl 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

12E5 

A-A1U2 
A-Aia2 
A-A1 P2 

70 
20 
10 

4233694 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1T2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

12E6 

A-A1S2 
A-A1Q2 
A-A1 P2 

70 
20 
10 

4233694 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12E7 

A-A1 R2 
A-A1Q2 
A-A1P2 

70 
20 
10 

4233694 
2597706 
4233686 

MSP  stor  card  1?8  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12E7 

A-A1 R2 
A-A10? 
A-A1P2 

88 
6 
5 

4233694 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

REIPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  031  OA. 

12E8 

A-A1U2 
A-A1 Q2 
A-A1 P2 

84 
8 

7 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

12E9 

A-A1T2 
A-A1Q2 
A-A1 P2 

84 
8 

7 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1T2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

12EA 

A-A1S2 
A-A1Q2 
A-A1 P2 

84 
8 

7 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1S2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

12EC 

A-A1 R2 
A-A10? 
A-A1P2 

63 
19 
17 

2597584 
2597706 
4233686 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301A. 

12F0 

A-A1U2 
A-A1Q2 

97 
2 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

E02 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

12F1 

A-A1T2 
A-A1Q2 

97 
2 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  c|0  to0301A. 

12F2 

A-A1S2 
A-A1Q2 

97 
2 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12F3 

A-A1R2 
A-A1Q2 

98 
1 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

A1 R2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

12F4 

A-A1U2 
A-A10? 

98 
1 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

AUJ2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

12F5 

A-A1T2 
A-A1Q2 

98 

1 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

A1T2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

12F6 

A-A1S2 
A-A1Q2 

98 
1 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12F7 

A-A1R2 
A-A1Q2 

98 

1 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12F8 

A-A1U2 
A-A1Q2 

98 
1 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

A1U2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

12F9 

A-A1T2 
A-A1Q2 

98 
1 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

A1T2  is  a  256Kb  storage 

card. 

RGIPL.  if  no  failure 

replace  FRU(s),  if 

failure  go    -i0310A. 

12FA 

A-A1S2 
A-A1Q2 

98 
1 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

A1S2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  goto0310A. 

12FC 

A-A1R2 
A-A1Q2 

97 
2 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

elPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12FE 

A-A1P2 
A-Aia2 
MS 

38 
38 
20 

4233686 
2597706 
4233694 
2597704 
2597584 

MSP  Control  card 
MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 

MSP/MS  error  occurred, 

but  could  not  be 

logged. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  goto  031 OA. 

12FF 

A-A1 P2 
A-A10? 
MS 

38 
38 
20 

4233686 
2597706 
4233694 
2597704 
2597584 

MSP  Control  card 
MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 

Unexpected  error.  Use 
MAP  031 2  to  interpret  the 
MSP  check.  R2,  S?  or  T2 
nnay  not  be  present 
depending  on  main  store 
size. 

*  =  REIPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  031 2A. 

1301 

Data  storage  controller 
not  valid  JL4  condition. 

135b 

A-A2J2 
A-A2K2 

70 
30 

4237136 
2597763 
2462228 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
Data  Stor  Adapter  2  cd 

Data  storage  controller 
not  valid  device  assigned 
(ID). 

135d 

A-A2J2 
A-A2K2 

70 
30 

4237136 
2597763 
2462228 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
Data  Stor  Adapter  2  cd 

Data  storage  controller 
not  valid  CS  address. 

E04 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

135E 

IK'M.M 

90 

4237136 

Data  stor  Ctrl  card 

Data  storage  controller 

2597763 

Data  stor  Ctrl  card 

2  second  timeout. 

A-A2K2 

3 

2^52228 

Data  Stor  Adapter  2  cd 

A-A2L2 

3 

2597725 

Tape  adapter  card 

135F 

A-A2J2 

70 

4237136 

Data  stor  Ctrl  card 

Data  storage  contruller 

2597763 

Data  stor  Ctrl  card 

wild  branch. 

f\-M\il 

20 

2462228 

Data  Stor  Adapter  2  cd 

13F0 

IK-M.^1 

90 

4237136 

Data  stor  Ctrl  card 

Data  storage  controller 

2597763 

Data  stor  Ctrl  card 

LSR  parity  che>;k. 

PK-fKlKl 

10 

2462228 

Data  Stor  Adapter  2  cd 

13F3 

A-A2J2 

80 

4237136 

Data  stor  Ctrl  card 

Data  storage  controller 

2597763 

Data  stor  Ctrl  card 

Dlil/DBO  parity  check. 

A-A2K2 

20 

2462228 

Data  Stor  Adapter  2  cd 

13F4 

f^-IKUl 

99 

4237136 

Data  stor  Ctrl  card 

Data  storage  controller 

2597763 

Data  stor  Ctrl  card 

store  parity  check. 

13F5 

A-A2J2 

80 

4237136 

Data  stor  Ctrl  csird 

Data  storage  controller 

2597763 

Data  stor  ctr!  card 

device  timeout 

A-A2K2 

5 

2462228 

Data  Stor  Adapter  2  cd 

Data  storage  controller 
channel. 

fK-fKlEl 

5 

2462228 

Data  stor  adapter  1  cd 

13F6 

A-A2J2 

99 

4237136 

Data  stor  Ctrl  card 

Data  storage  controller 

2597763 

Data  stor  Ctrl  card 

is  in  a  hung  state  to  the 
CPU  channel. 

1502 

f^-IKlPl 

70 

4238420 

Controller  card  1255 

DBI/DBO  parity  check 

A-A2N2 

25 

8528166 

adapter  c?ird  1255 

(sense  byte  0,  bit  3). 

Int/ext 

1 

Cables 

A-A2 

1 

1505 

A-A2L4 

30 

4238422 

stor  card  1255 

Memory  parity  check 

A-A2M4 

30 

4238422 

stor  card  1255 

(sense  byte  0,  bit  5). 

A-A2P2 

10 

4238420 

Controller  card  1255 

, 

A-A2N2 

10 

8528166 

adapter  card  1255 

Int/ext 

1 

Cables 

A-A2 

1 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1506 

A-A2P2 

90 

4238420 

Controller  card  1255 

Long  time-out  check 
(sense  byte  0,  bit  6). 

1507 

1255 

AA2P2 

A-A2N2 

A-A2Q2 

Int/ext 

Cables 

A-A2 

70 

15 

10 

3 

1 

1 

4238420 
8528166 
8528167 

Controller  card  1255 
adapter  card  1255 
Driver/Rec  card  1255 

Sorter  stopped 
(sense  byte  0,  bit  7). 

15FF 

1255 
A-A2 
Int/ext 
Cables 

90 
1 
1 

Run  1255  I/O  Exerciser. 
See  1255  MIM. 

1600 

A-A1N2 
A-A3S2 

X-OV/ER 

45 
45 

1 

2597716 
4177036 
4177037 
4237136 
2597763 

CSP  Stage  2 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

Error  during  cycle  steal 
to  commun  cations 
controller. 

1601 

A-A1N2 

A-A1K2/ 

A-A3S2 

X-OVER 

45 
45 

1 

2597716 
4177000 
4177036 
4177037 
4237136 
2597763 

CSP  Stage  2 
SLCA  Comm  card 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

I/O  time  out,  P  check  or 
address  not  valid  during 
data  communications. 

1602 

A-A1N2 
A-A3P2 

X-OVER 

45 
45 

1 

2597716 
4237136 
2597763 

CSP  Stage  2 
ELCA  control  card 
ELCA  control  card 

I/O  time  out,  P  check  or 
address  ncX  valid  during 
data  communications. 

E06 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1605 

A-A1N2 
A-A1 E2/ 
A-A2E2/ 
A-A2J2 

X-OVER 

45 
45 

1 

2597716 
2462228 

4237136 
2597763 
2597727 

CSP  Stage  2 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Error  during  cycle  steal 
to/from  DSA  or  controller. 
Error  during  I/O 
instruction. 

1606 

A-A1N2 
A-A3P2 

X-OVER 

45 
45 

1 

2597716 
4237136 
2597763 

CSP  Stage  2 
ELCA  control  card 
ELCA  control  card 

Error  during  cycle  steal 
to  communications 
controller. 

1607 

A-A1N2 
A-A3S2 
X-OVER 

45 

45 

1 

8248087 
4234097 
4237136 
2597763 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

Error  during  cycle  steal 
or  I/O  instruction  to/from 
2nd  work  station 
controller. 

160  A 

A-A1N2 
A-A1 H2/ 

A-A1J2 
X-OVER 

45 
45 

1 

2597716 
4177036 
4177038 
4237136 
2597763 
4177027 

CSP  Stage  2 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 

Error  during  cycle  steal 
with  work  station 
controller  or  error  during 
I/O  instruction. 

160F 

See  MAP  0301  for  more 
information  on  this  system 
reference  code. 

1611 

See  MAP  0301  for  more 
informatiOiT  on  this  system 
reference  code. 

1616 

;                       .                                              1 
'       '              t       !                     1 

See  MAP  0301  for  more 
information  on  this  system 
reference  code. 

76 


E07 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVJCE  COMMENTS 

161C 

A-A1N2 
AA1Q2 
A-A3S2 

X-OVER 

30 
30 
30 

1 

2597716 
2597706 
4177036 
4177037 
4237136 
2597763 

CSP  Stage  2 
MSP  Data  Flow  card 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

Error  during  cycle  steal 
between  MSP  and 
communicctlons  controller. 

161E 

A-A1N2 

A-A1Q2 

A-A1E2/ 

A-A?E2/ 

A-A2J2 

X-OVER 

30 
30 
30 

1 

2597716 
2597706 
2462228 

4237136 
2597763 
2597727 

CSP  Stage  2 

MSP  Data  Flow  card 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  ca'd 
DS  Pass-Thru  card 

Error  during  cycle  steal 
between  MSP  and  DSA  or 
controller. 

1620 

A-A1N2 
A-A1Q2 
A-A1H2 

X-OVER 

30 
30 
30 

1 

2597716 
2597706 
4177036 
4177038 
4237136 
2597763 

CSP  Stage  2 
MSP  Data  Flow  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

Error  duri.ig  cycle  steal 
between  MSP  and  work 
station  controller. 

1622 

A-A1N2 
A-A1Q2 
A-A3P2 

X-OVER 

30 
30 
30 

1 

2597716 
2597706 
4237136 
2597763 

CSP  Stage  2 
MSP  Data  Flow  card 
ELCA  control  card 
ELCA  control  card 

Error  during  cycle  steal 
between  MSP  and  comm 
controller. 

1623 

A-A1N2 

A-A1Q2 
A-A3S2 

X-OVER 

30 

30 
30 

1 

8248087 
4234097 
2597706 
4237136 
2597763 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
MSP  Data  Flow  card 
Ctrlr  cd  64 KW 
Ctrlr  cd  64KW 

Error  during  cycle  steal 
between  MSP  and  2nd  work 
station  controller. 

1                                                       1                                      ' 

1625 

See  MAP  0301  for  more 
information  on  this  system 
reference  code. 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

162  A 

See  MAP  0301  for  more 
inforrnation  on  this  system 
reference  code. 

162F 

I 

See  MAP  0301  for  more 
information  on  this  system 
reference  code. 

1630 

A  A1N2 
A-A1Q2 
MS 

33 
33 
33 

2597716 
2597706 
4233694 
2597704 
2597584 

CSP  Stage  2 
MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 

3  second  time  out  during 
cycle  steal. 

1635 

A-A1N2 
A-A1M2 

90 
5 

2597716 
2597736 

CSP  Stage  2 

CSP  Panel  Ctrl  Cd  Stg  2 

Storage  check  or  LSR 
check. 

163  A 

A-A1N2 
A-A2N2 
X-OVER 

45 

45 

1 

2597716 
8528166 

CSP  Stage  2 
adapter  card  1255 

Error  during  I/O 
instruction  to  1255/MCR. 

4 

163F 

A-A1N2 

A-A2S2/ 

A-A2T2/ 

A-A2R2 

X-OVER 

45 
45 

1 

2597716 
4177002 

CSP  Stage  2 

Print  adapter  cd  3262 

Error  during  I/O 
instruction  to  3262 
printer. 

1640 

A-A1N2 
A-A1K2 
X-OVER 

48 

48 

1 

2597716 
4177000 

CSP  Stage  2 
SLCA  Comm  card 

DBO  P  check  during  I/O 
instruction  to  SLCA. 
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FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1645 

A-A1N2 

15 

2597716 

CSP  Stage  2 

Error  during  SILSB  on 

A-A2N2 

15 

8528166 

adapter  card  1255 

interrupt  level  4. 

A-A1H2 

15 

4177036 
4177038 
4237136 
2597763 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

A-A1E2/ 

15 

2462228 

Data  stor  adapter  1  cd 

A-A2E2/ 

A-A2J2 

4237136 
2597763 
2597727 

Data  stor  ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

A-A2S2/ 

15 

4177002 

Print  adapter  cd  3262 

A-A2R2 

A-A2S2 

15 

X-OVER 

1 

164  A 

A-A1N2 

45 

2597716 

CSP  Stage  2 

Error  during  SILSB  on 

A-A1K2/ 

45 

4177000 

SLCA  Comm  card 

interrupt  level  2. 

A-A3S2/ 

4177036 
4177037 
4237136 
2597763 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

A-A3P2 

4237136 
2597763 

ELCA  control  card 
ELCA  control  card 

X-OVER 

1 

164F 

A.A1N2 

30 

2597716 

CSP  Stage  2 

DPO  P  check  during  SILSB. 

A-A1K2/ 

30 

4177000 

SLCA  Comm  card 

A-A2N2 

30 

8528166 

adapter  card  1255 

X-OVER 

1 

1650 

A-A1N2 

75 

2597716 

CSP  Stage  2 

3  or  4  second  time  out. 

A-A1Q2 

10 

2597706 

MSP  Data  Flow  card 

1 

A-A1 M2 

10 

2597736 

CSP  Panel  Ctrl  Cd  Stg  2 

1670 

A-A1 N2 

80 

8248087 

CSP  stor  card  32  KW 

The  data  written  to 

4234097 

CSP  stor  card  32  kw  Ec 

storage  had  bad  parity. 

A-A1Q2 

12 

2597706 

MSP  Data  Flow  card 

A- Al  U2  is  a  51 2Kb  storage 
card 

A-A1U2 

6 

2597584 

MSP  stor  card  512  KB 

A-A1P2 

1 

4233636 

MSP  Control  card 

A-A1 

1 
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SRC 

1 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1671 

A-A1N2 

A-A1Q2 
A-A1T2 
A-A1P2 

81 

12 
6 
1 

8248087 
4234097 
2597706 
2597584 
4233686 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity. 
A-A1T2  IS  a  512Kb  storage 
card. 

1672 

A-A1N2 

A  A1Q2 
A-A1S2 
A-A1P2 

81 

12 
6 
1 

8248087 
4234097 
2597706 
2597584 
4233686 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity. 
A-A1R2  is  a  512Kb  storage 
card 

1673 

A-A1N2 
A-A1Q2 
A-A1R2 
A-A1P2 

76 

12 

10 

1 

2597716 
2597706 
2597704 
4233686 

CSP  Stjge  2 
MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

The  data  wriiten  in  to 
storage  had  bad  parity. 
A1R2  IS  a  256Kb  storage 
card. 

1674 

A-A1N2 
A-A1U2 
A-A1Q2 
A-A1P2 
A-A1 

47 

43 

6 

3 

1 

2597716 
4233694 
2597706 
4233686 

CSP  Stage  2 
MSf-  stor  card  128KB 
MSP  Data  Flow  card 
MSP  Control  card 

The  data  written  to  stg 
had  bad  parity.  A1U2  is  a 
128Kb  storage  card. 

1675 

A-A1N2 
A-A1T2 
A-A1Q2 
A-A1P2 

47 

43 

6 

4 

2597716 
4233694 
2597706 
4233686 

CSP  Stage  2 
MSP  stor  card  128  KB 
MSP  Dc^*a  Flow  card 
MSP  Control  card 

Main  stg  write  parity 
check.  An2isa  128Kb 
storage  card. 

1676 

A-A1N2 

A-A10? 
A-A1S2 
A-A1 P2 
A-A1 

47 

43 
6 
3 
1 

8248087 
4234097 
2597706 
4233694 
4233686 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
MSP  Data  Flow  card 
MSP  stor  card  123  KB 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity. 
A-A1S2  is  a  128Kb  storage 
card. 

1677 

A-A1N2 

A-A1Q2 
A-A1 R2 
A-A1P2 

47 

43 
6 
4 

8248087 
4234097 
2597706 
4233694 
4233686 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity. 
A-A1  R2  is  a  128Kb  storage 
card. 
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% 

P/N 

FRU  HESCRIPTION 

SERVICE  COMMENTS 

1678 

A-A1 N2 
A-A1Q2 
A-A1U2 
A-A1 P2 
A-A1 

75 

12 

10 

1 

1 

2597716 
2597706 
2597704 
4233686 

CSP  Stag©  2 
MSP  D:ita  Flow  card 
MSF  stor  card  256  KB 
Mr>P  Control  card 

The  data  written  to  stg 
had  bad  parity.  A1U2  is  a 
256Kb  storage  card. 

1679 

A-A1 N2 
A-A1Q2 
A-A1T2 
A-A1 P2 

76 
12 
10 

1 

2597716 
2597706 
259770'. 
4233686 

CSP  Stage  2 
MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

Main  stg  write  parity  chk. 
A1T2  IS  a  256Kb  storage 
card. 

167  A 

A-A1N2 
A-A1Q2 
A-A1S2 
A-A1 P2 

76 

12 

10 

1 

2597716 
2597706 
2597704 
4233686 

CSP  Stage  2 
MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

The  data  written  in  to 
storage  had  bad  parity. 
A1S2  isa  256Kb  storage 
card. 

167C 

A-A1N2 

A-A1Q2 
A-A1 R2 
A-A1 P2 

81 

12 
6 

1 

8248087 
4234097 
2597706 
2597584 
4233686 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  ^Ec 
MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

The  data  written  to 
storage  had  bad  panty. 
A-A1R2  IS  a  512Kb  storage 
card. 

1680 

A-A1Q2 
A-A1U2 
A-A1P2 
A-A1 N2 

60 

38 

1 

1 

2597706 
2597584 
4233686 
8248087 
4234097 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

Main  storage  write  parity 

check. 

A-A1U2  is  a  512Kb  storage 

card. 

1681 

A-A1Q2 
A-A1T2 
A-A 1 P2 
A-A1N2 

60 

38 

1 

1 

2597706 
2597584 
4233686 
8248087 
4234097 

MSP  Data  Flow  i;ard 
MSP  stor  card  512  KB 
MSP  Control  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

Main  storage  write  parity 

check. 

A-A1T2  is  a  512Kb  storage 

card. 

1682 

A-A1Q2 
A-A1S2 
A-A1P2 
A-A1N2 

60 

38 

1 

1 

2597706 
2597584 
4233686 
8248087 
4234097 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

Main  storage  write  parity 

check. 

A-A1S2  is  a  512Kb  storage 

card. 

EI2 
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FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1683 

A-A1R2 
A-A1Q2 
A-A1P2 
A-A1N2 

50 
48 

2597704 
2597706 
4233686 
2597716 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

Main  stg  write  parity 
check.  A1R2isa256Kb 
storage  card. 

1684 

A-A1U2 
A-A10? 
A-A1 P2 
A-A1N2 

87 
11 

4233694 
2597706 
4233686 
2597716 

MSP  stor  card  128KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

Mam  stg  write  parity 
check.  A1U2isa  128Kb 
Rtoiage  card. 

1685 

1 

A-A1T2 
A-A1Q2 
A-A1 P2 
A-A1N2 

87 
11 

4233694 
2597706 
4233686 
2597716 

MSP  stcr  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

Main  stg  write  parity 
check.  A1T2  IS  a  128Kb 
storage  card. 

1686 

A-A1S2 
A-A1Q2 
A-A1P2 
A-A1N2 

87 
11 

4233694 
2597706 
4233686 
8248087 
4234097 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

Mam  storage  write  parity 

check. 

A-A1S2  is  a  128Kb  storage 

card. 

1687 

A-A1R2 
A-A1Q2 
A-A1 P2 
A-A1 N2 

87 
11 

4233694 
2597706 
4233686 
8248087 
4234097 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

Main  storage  write  parity 

check. 

A-A1 R2  is  a  1 28Kb  storage 

card. 

1688 

A-A1U2 
A-A10? 
A-A1 P2 
A-A1N2 

50 

48 

1 

1 

2597704 
2597706 
4233686 
2597716 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

Main  stg  write  parity 
check.  A1U2isa256Kb 
storage  card. 

1689 

A-A1T2 
A-A1Q2 
A-A1P2 
A-A1 N2 

50 

48 

1 

1 

2597704 
2597706 
4233686 
2597716 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

Main  stg  write  parity 
check.  A1T2  is  a  256Kb 
storage  card.      ,     ,       i 

168  A 

A-A1S2 
A-A1Q2 
A-A1 P2 
A-A1N2 

50 

48 

1 

1 

2597704 
2597706 
4233686 
2597716 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

Main  stg  write  parity 
check.  A1S2  is  3  256Kb 
storage  card. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

168C 

A-A10? 
A-A1R2 
A-A1P2 
A-A1N2 

60 

38 

1 

1 

2597706 
2597584 
4233686 
8248087 
4234097 

MSP  Data  Flow  card 
MSPstomrd512  KB 
MSP  Contiol  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

Main  storajje  write  parity 

check. 

A-A1 R2  IS  a  t;1 2Kb  storage 

card. 

16E8 

A-A1N2 
A-A1Q2 

59 
41 

2597716 
2597706 

CSP  Stage  2 

MSP  Data  Flow  card 

Wrong  MSP  error. 

16EA 

A-A1N2 
A-A1Q2 

94 
6 

2597716 
2597706 

CSP  Stage  2 

MSP  Data  Flow  card 

MSP  MSAR  Parity  Check 

16Eb 

A-A1N2 
A-A1Q2 

60 
40 

2597716 
2597706 

CSP  Stage  2 

MSP  Data  Flow  card 

Wrong  MSP  error  curing 
cycle  steal. 

16EC 

A-A1N2 
A-A1Q2 

60 
40 

2597716 
2597706 

CSP  Stage  2 

MSP  Data  Flow  card 

MSP  MSAR  Parity  Check 
during  cycle  steal. 

16F0 

A-A1 N2 
A-A1M2 

90 
5 

2597716 
2597736 

CSP  Stage  2 

CSP  Panel  Ctrl  Cd  Stg  2 

A  CSP  nrror  occurred. 
REIPL  the  svstem  then  look 
up  the  new  SRC  in  ERAP 
CSP  error  history  lable 
and  use  MAP  01 13,  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 

16F1 

MS 
A-A1Q2 

75 
20 

4234098 
2597704 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  Data  Flow  card 

MSP  error:  mair      orage 
access  timeout, 
REIPL  ine  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  01 13,  0114, 
0115,  and  01 16  for 
definition  of  new  S°C. 

16F2 

A-A1P2 
A-A1Q2 
MS 

A-A1 N2 

50 
30 
15 

2 

4233686 
2597706 
4234098 
2597704 
2597716 

MSP  Control  card 
MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
CSP  Stage  2 

MSP  error:  parity  checks. 
REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  01 13,  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 

EI4 
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SRC 

FRU 

% 

P/N 

1 
FRU  DESCRIPTION 

SERVICE  COMMENTS 

16F3 

A-A1N2 
A-A1E2/ 
A-A2E2/ 
A-A2J2 

A-A1H2 

A-A1K2/ 
A-A3S2/ 

A-A3P2 

A-A2N2 

A-A2S2/ 

A-A2T2 

A-A1J2 

X-OVER 

10 
10 

10 
10 

10 
10 

5 
5 

2597716 
2462228 

4237136 
2597763 
2597727 
4177036 
4177038 
4237136 
2597763 
4177000 
4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
8528166 
4177002 

4177027 

CSP  Stage  2 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
SLCA  Comm  card 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  84KW  stage  2 
ELCA  control  card 
ELCA  control  card 
adapter  card  1255 
Print  adapter  cd  3262 

WS  adapter  card 

A  channel  error  occurred. 
REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  01 13.  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 
Check  for  bad  Channel 
terminator  card.  Only  one 
will  be  present  at  either 
A1B5,  A2U3,  A3U3orA3U4. 
Terminator  cd  P/N  4234073. 

16F4 

A-A1N2 
A-A1 M2 

90 
5 

2597716 
2597736 

CSP  Stage  2 

CSP  Panel  Ctrl  Cd  Stg  2 

A  control  storage  ECC 
occurred. 

REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  u1 13,  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 

16F5 

A-A1N2 

75 

2597716 

CSP  Stage  2 

Interrupt  level  1  occurred 
for  an  unknown  device. 
REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  01 13,  0114, 
0115,  and  01 16  for 
definition  of  naw  SRC. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

16F6 

A-A1N2 

A-A1K2/ 

A-A3S2/ 

A  A3P2 

45 
45 

2597716 
4177000 
4177036 
4177037 
4237136 
2597763 
4237136 
2597763 

CSP  Stage  2 
SLCA  Comm  card 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 

Interrupt  level  2  occurred 
for  an  unknown  device. 
Could  be  any  card  on  the 
channel  bus  causing  the 
problem. 

REIPL  the  system  then 
run  the  new  SRC  in  ERA? 
CSP  error  history  table 
and  use  MAP  01 13,  0114, 
01  U.    ind0116for 
definition  of  new  SRC. 

16F7 

A-A1N2 

75 

2597716 

CSP  Stage  2 

Interrupt  level  3  occurred 
for  an  unknown  device. 
REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  e;ror  history  table 
and  use  MAP  01 13,  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 

16F8 

A-A1N2 
A-A1H2 

A-A3S2 

A-A1E2/ 
A-A2E2/ 
A-A2J2 

A-A2N2 
A-A2S2 

10 
10 

10 
10 

10 
10 

2597716 
4177036 
4177038 
4237136 
2597763 
4237136 
2597763 
2462228 

4237136 
2597763 
2597727 
8528166 
4177002 

CSP  Stage  2 

WSC  Base  card  16  KW 

WSC  card  48  KW 

WSC  card  64  KW 

WSC  card  64  KW 

Ctrlr  cd  64KW 

Ctrlr  cd  64KW 

Data  stor  adapter  1  cd 

Data  stor  ctrl  card 
Data  stor  ctrl  card 
DS  Pass-Thru  card 
adapter  card  1255 
Print  adapter  cd  3262 

Interrupt  level  4  occurred 
for  an  unknown  device. 
REIPL  the  system  then 
run  the  new  SRC  in  FRAP 
CSP  error  history  table 
and  use  MAP  01 13,  01 14, 
0115,  and  01 16  for 
definition  of  new  SRC. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

16FF 

A-A1N2 

10 

2597716 

CSP  Stage  2 

See  MAP  0301  for  more 

A-A1P2 

10 

4233686 

MSP  Control  card 

information  on  this  system 

A-A1Q2 

10 

2597706 

MSP  Data  Flow  card 

reference  code. 

MS 

10 

4233694 
2597704 
2597584 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 

A-A1M2 

10 

2597736 

CSP  Panel  Ctrl  Cd  Stg  2 

A-A1Z2 

10 

X-OVER 

5 

1800 

:       1                     '                     ' 

No  failure  detected. 
For  communication  line 
problems,  vgo  to  MAP  3003A. 
For  communications 
controller  problems  look 
up  the  latest 

communication  controller 
FRAP  entries.  If  SRCs 
other  than  1800  are 
recorded,  replace 
indicated  FRUs.  If  the 
latebt  entries  are  1800s, 
go  to  MAP  3091  and  use  the 
charts  to  isolate  the  FRU. 
If  no  failure  can  be 
detected  and  no  FRU 
information  is  obtained 
from  controller  FRAP,  use 
the  FRUs  listed  in  MAP 
3009  as  an  intermittent 
FRU  replacement  list. 
Note:  For  communication 
line  FRAPs  (SDLC,  BSC, 
etc)  the  SRC  field  always 
contains  a  default  number 
1800. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1810 

A-A3S2 

Channel 
Cables 

60 
25 

4177036 
4177037 
4237136 
2597763 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

Controller  load  failure. 

1811 

A-A3S2 

Channel 
Cables 

90 
5 

4177036 
4177037 
4237136 
2597763 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

Bus  coupler  failed  test 
(controller  wrap  test 
failure). 

1814 

A-A3S2 

Channel 
Cables 

95 
2 

4177036 
4177037 
4237136 
2597763 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KVV  stage  2 
Ctrlr  cd  64KW  stage  2 

Controller  failure 
(controller  wrap  test 
fdiiure). 

1 

1815 

A-A3S2 

Channel 
Cables 

95 
2 

4177036 
4177037 
4237136 
2597763 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

Controller  storage 
failure  (controller  wrap 
test  failure). 

1816 

I 

A-A3P2 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A  A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2/ 

Channel 

Cables 

90 
9 

1 

4237136 
2597763 

ELCA  control  card 
ELCA  control  card 

;        1           , 

Controller  failure, 
contrc«iler  wrap  test 
failure. 

1 

CONTINUED  ON 
FRAME      A01, 
CARD         C2 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

10F1 

MSP  error:  main  storage 
access  timeout. 
REIPL  the  system  then 
run  the  new  SRC  in  F.RAP 
CSP  error  history  table 
and  use  MAP  01 13,  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 

10F2 

A-A1P2 

80 

4233686 

MSP  Control  card 

MSP  error:  parity  checks. 
REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  0113,  01 14, 
0115,  and  01 16  for 
definition  of  new  SRC. 
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P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

10F3 

A-A1L2 
A-A1H2 

A-A3S2/ 

A-A3P2 

A-A2N2 
A  A1 K2 
A-A1M2 
A-A1N2 

A-A2J2 

A-A1E2/ 

/\-P<2E2 

A-A2T2 

A-A1J2 

A-A2S2 

Term 

10 
10 

10 

10 

10 

5 

5 

5 

5 

5 
5 
5 

4234069 
4177036 
4177038 
4237136 
2597763 
4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
8528166 
4177000 
4234080 
8248087 
4234097 
4237136 
2597763 
2597727 
2462228 

4177009 
4177027 
4177002 

CSP  Channel  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 
adapter  card  1255 
SLCA  Comm  card 
CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Data  stor  adapter  1  cd 

Print  State  Seq  card 
WS  adapter  card 
Print  adapter  cd  3262 

A  channel  error  occurred. 
REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  01 13,  0114, 
0^15,  and  01 16  for 
definition  of  new  SRC. 
Check  all  DC  voltages  on 
all  boards  to  insure 
proper  tolerances.  Ref : 
FLDAF100-AE300for 
probe  points.  Ref:  MIM 
05-400  for  tolerances. 
NOTE:  Check  for  bad 
channel  terminator  card. 
Only  one  will  be  present 
at  either  A1B3,  A2U3,  A3U3 
or  A3U4. 
Terminator  cd  P/N  4234073 

10F4 

A-A1N2 

50 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

A  control  storage  ECC 
occurred. 

REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  01 13,  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 
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P/N 

FRU  DESCRIPTION 

SERVICE  COMPi/IENTS 

10F5 

Interrupt  level  1  occurred 
for  an  unknown  de>'ice. 
REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  01 13,  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 

10F6 

A-A1L2 
A-AiK2 
A-A3S2/ 

A-A3P2 

30 
30 
30 

4234069 
4177000 
4177036 
4177037 
4237136 
2597763 
4237136 
2597763 

CSP  Channel  card 
SLCA  Comm  card 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 

Interrupt  level  2  occurred 
for  an  unknown  device. 
Could  be  any  card  on  the 
channel  bus  causing  the 
problem. 

REIPL  the  systen  then 
run  the  nev  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  0113,  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 

10F7 

Interrupt  level  3  occurred 
for  an  unknown  device. 
REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  01 13,  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 

10F8 

Interrupt  level  4  occurred 
for  an  unknown  device. 
REIPL  the  system  then 
run  the  new  SRC  in  ERAP 
CSP  error  history  table 
and  use  MAP  01 13,  0114, 
0115,  and  01 16  for 
definition  of  new  SRC. 

54 


D03 


SRC 

FRU 
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P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

10FF 

A-A1 1  2 

A-A1M2 

A-A1N2 

A-A1 P2 
A-A1Q2 
A-A1R2 
A-A1S2 
A-A1T2 
A-A1U2 
A-A1Z2 

10 
10 
10 

10 
10 
10 
10 
10 
10 
10 

4234069 
4234080 
8248087 
4234097 
4233686 
2597706 
4233694 
4233694 
4233694 
4233694 

CSP  Channel  card 
CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
MSP  Control  card 
MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  stor  card  128KB 
MSP  stor  card  128KB 
MSP  stor  card  128  KB 

See  MAf  0301  for  more 
information  on  this  system 
reference  code.  Check  all 
DC  voltages  on  all  boards 
to  insure  proper  tolerance 
Ref:  FLD  AE100-AE300for 
probe  points.  Ref:  MIM 
05-400  for  tolerances. 

1111 

This  is  the  hardware 
default  code  and  indicates 
that  no  hardware  error 
condition  was  evaluated. 
RE-IPL  to  obtain  a  refined 
SRC.  If  system  completes 
IPI.,  look  in  ERAPforSRCs 
at  the  time  of  the  RE-IPL. 

1200 

A-A1U2 

99 

2597584 

MSP  stor  card  512  KB 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1201 

A-A1T2 
A-A1Q2 

94 
4 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1202 

A-A1S2 
A-A1Q2 

94 
4 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1203 

A-A1R2 
A-A1Q2 

95 
4 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

A1R2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  0301  A. 

1204 

A-A1U2 

99 

4233694 

MSP  stor  card  128  KB 

A1U2  isa  128Kb  storage 
card. 
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1205 

A-A1T2 
A-A1Q2 

95 
4 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

A1T2  IS  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  0301  A. 

1206 

A-A1S2 
A-A1Q2 

94 
4 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A, 

1207 

A-A1R2 
A-A1Q2 

94 
4 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1208 

A-A1U2 

99 

2597704 

MSP  stor  card  256  KB 

A1 U2  is  a  256Kb  storage 
card. 

1209 

A-A1T2 
A-A1Q2 

95 
4 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

A1T2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  0301  A. 

120  A 

A-A1S2 
A-A10? 

95 
4 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

A1S2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  0301  A. 

120C 

A-A'iR2 
A-A1Q2 

94 
4 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

120d 

A-A1Q2 
A-A1 P2 

96 
3 

2597706 
4233686 

MSP  Data  Flow  card 
MSP  Control  card 

REIPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  031 OA. 

120E 

A-A1Q2 
A-A1 P2 

97 
2 

2597706 
4233686 

MSP  Data  Flow  card 
MSP  Control  card 

REIPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to0310A. 
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SERVICE  COMMENTS 

1210 

A-A1Q2 
A-A1U2 
A-A1P2 

87 

11 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1211 

A-A1Q2 
A-A1T2 
A-A1P2 

87 

11 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1212 

A-A1Q2 
A-A1S2 
A-A1P2 

87 

11 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1213 

A-A1Q2 
A-A1R2 
A-A1P2 

74 

24 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1R2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

1214 

A-A1Q2 
A-A1U2 
A-A1P2 

60 

35 

5 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

A1U2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

1215 

A-A1Q2 
A-A1T2 
A-A1P2 

60 

35 

5 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

A1T2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

1216 

A-A1Q2 
A-A1S2 
A-A1P2 

60 

35 

5 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1217 

A-A1Q2 
A-A1 R2 
A-A1P2 

60 

35 

5 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1218 

A-A1Q2 
A-A1U2 
A-A1P2 
A-A1T2 

74 

24 

1 

1 

2597706 
2597704 
4233686 
4233694 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 
MSP  stor  card  128  KB 

A1 U2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 
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1219 

A-A1Q2 
A-A1T2 
A-A1 P2 

74 

24 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1T2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

reploce  FRU(s),  if 

failure  go  to  031 OA. 

121A 

A-A1Q2 
A-A1S2 
A-A1 P2 

74 

24 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1S2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

121C 

A-A1Q2 
A-A1R2 
A-A1 P2 

87 

11 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

121d 

A-A1 P2 
A-A1Q2 

98 
1 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

REIPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to0310A. 

121E 

A-A1 P2 
A-A1Q2 

98 

1 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

REIPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  031  OA. 

1220 

AA1Q2 
A-A1U2 
A-A1 P2 

86 

12 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  goto  0301  A. 

1221 

A-A1Q2 
A-A1T2 
A-A1 P2 

86 

12 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1222 

A-A10? 
A-A1S2 
A-A1 P2 

86 

12 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1223 

A-A1Q2 
A-A1 R2 
A-A1 P2 

72 
26 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1  R2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 
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1224 

A-A10? 
A-A1U2 
A-A1P2 

60 

38 

2 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

A1U2  IS  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

1225 

A-A1Q2 
A-A1T2 
A-A1P2 

60 

38 

2 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

A1T2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

1226 

A-A1Q2 
A-A1S2 
A-A1P2 

60 

38 

2 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1227 

A-A1Q2 
A-A1R2 
A-A1P2 

60 

38 

2 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1228 

A-A1Q2 
A-A1U2 
A-A1P2 

72 

26 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1U2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

1229 

A-A1Q2 
A-A1T2 
A-A1P2 

72 

26 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1T2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

122  A 

A-A1Q2 
A-A1S2 
A-A1P2 

72 

26 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1S2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  03 10A. 

122C 

A-A1Q2 
A-A1R2 
A-A1P2 

86 

12 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

122d 

A-A1Q2 

99 

2597706 

MSP  Data  Flow  card 
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122E 

A-A1Q2 

99 

2597706 

MSP  Data  Flow  card 

1230 

A-A1Q2 
A-A1U2 
A-A1P2 

88 
9 
3 

2597706 
2597584 
4233686 

MSP  Data  Flow  carci 
MSPstorcarti512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1231 

A-A1Q2 
A-A1T2 
A-A1P2 

88 
9 
2 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s)   if 
failure  go  to  0301  A. 

1232 

A-A10? 
A-A1S2 
A-A1P2 

88 
9 
2 

2597706 
2537584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1233 

A-A1Q2 
A-A1R2 
A-A1P2 

78 

19 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1R2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

1234 

A-A1Q2 
A-A1U2 
A-A1 P2 

70 

25 

5 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

A1U2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 0.A. 

1235 

A-A1Q2 
A-A1T2 
A-A1P2 

70 

25 

5 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

A1T2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

1236 

A-A1Q2 
A-A1S2 
A-A1P2 

70 

25 

5 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1237 

A-A1Q2 
A-A1R2 
A-A1P2 

70 

25 

5 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

60 
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FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1238 

a-aiq;> 

A-A1U2 
A-A1 P2 

78 

19 

2 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

A1U2  IS  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

1239 

A-A1Q2 
A-A1T2 
A-A1P2 

78 
19 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1T2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

123  A 

A-A1Q2 
A-A1S2 
A-A1 P2 

78 

19 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KE 
MSP  Control  card 

A1S2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

123C 

A-A1Q2 
A-A1R2 
A-A1 P2 

88 
9 
2 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

123d 

A-A1 P2 
A-A1Q2 

98 
1 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

REIPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  031  OA 

123E 

A-A1 P2 
A-A1Q2 

97 
2 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

REIPL,  if  no  fuilure 
replace  FRU(s),  if 
failure  go  to  031  OA. 

1240 

A-A1Q2 
A-A1U2 
A-A1 P2 

74 

25 

1 

2597706 
2597584 
4233386 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1241 

A-A1Q2 

A-Airr. 

A-A1P2 

74 

25 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1242 

A-A10? 
A-A1S2 
A-A1P2 

74 

25 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

DIO 
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FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1243 

A-A1Q2 
A-A1R2 
A  A1P2 

53 

45 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1R2  IS  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

rerilace  FRU(s),  if 

failuiego  to0310A. 

1244 

A-A1Q2 
A-A1U2 
A-A1 P2 

50 

48 

2 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128KB 
MSP  Control  card 

A1U2  is  J  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

1245 

A-A1Q2 
A-A1T2 
A-A1P2 

50 

48 

2 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  ca:d  128KB 
MSP  Control  card 

A1T2  IS  a  128Kb  storage 

card 

REIPL,  if  no  failure 

replace  FRU(s),  if 

faii'ire  go  to0310A. 

1246 

A-A1Q2 
A-A1S2 
A-A1P2 

50 

48 

2 

2597706 
4233694 
4233686 

MSP  Dat^^  Flow  card 
MSP  stor  card  128KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1247 

A-A1Q2 
A-A1R2 
A-A1 P2 

50 

48 

2 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1248 

A  A1Q2 
A-A1U2 
A-A1 P2 

53 

45 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSF  Control  card 

A1U2  IS  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  0310A. 

1249 

A-A1Q2 
A-A1T2 
A-A1P2 

53 

45 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1T2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 
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FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

124  A 

A-A1Q2 
A-A1S2 
A  A1P2 

53 

45 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1S2  IS  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

124C 

A-A1Q2 
A-A1R2 
A-A1P2 

74 

25 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

124d 

A-A1P2 

99 

4233686 

MSP  Control  card 

124E 

A-A1P2 

99 

4233686 

MSP  Control  card 

1250 

A-A1Q2 
A-A1U2 
A-A1P2 

68 

30 

1 

259770S 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1251 

A-A1Q2 
A-A1T2 
A-A1P2 

68 

30 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1252 

A-A1Q2 
A-A1S2 
A-A1P2 

68 

30 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  'ailure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1253 

A-A1R2 
A-A1Q2 
A-A1P2 

50 

48 

1 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1R2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

1254 

A-A1Q2 
A-A1U2 
A-A1 P2 

48 

46 

4 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

A1U2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

1255 

A-A1Q2 
A-A1T2 
A-A1P2 

48 

46 

4 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

A1T2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

DI2 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

3ERVICE  COMMENTS 

1256 

A-A10? 
A-A1S2 
A-A1P2 

48 

46 

4 

2597706 
4233694 
4233688 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FPU(s).  if 
fadure  go  to  0301  A. 

1257 

A-A1Q2 
A-A1R2 
A-A1P2 

48 

46 

4 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1258 

A-A1U2 
A-A1Q2 
A-A1P2 

50 

48 

1 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2  IS  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

1259 

A-A1T2 
A-A1Q2 
A-A1P2 

50 

48 

1 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1T2  IS  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  0310A. 

125  A 

A-A1S2 
A-A1Q2 
A-A1P2 

50 

48 

1 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1S2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

125C 

A-A1Q2 
A-A1R2 
A-A1P2 

68 

30 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

125E 

A-A1 P2 

99 

4233686 

MSP  Control  card 

1260 

A-A1Q2 
A-A1 P2 
A-A1U2 

80 

10 

9 

2597706 
4233686 
2597584 

MSP  Data  Flow  card 
MSP  Control  card 
MSP  stor  card  512  KB 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1261 

A-A1Q2 
A-A1 P2 
A-A1T2 

80 

10 

9 

2597706 
4233686 
2597584 

MSP  Data  Flow  card 
MSP  Control  card 
MSP  stor  card  512  KB 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1262 

A-A1Q2 
A  A1P2 
A-A1S2 

80 

10 

9 

2597706 
4233686 
2597584 

MSP  Data  Flow  card 
MSP  Control  card 
MSP  stor  card  512  KB 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

64 
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FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1263 

A-A1Q2 
A-A1R2 
A-A1P2 

59 

36 

4 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1R2  IS  a  256Ko  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

1264 

A-A1Q2 
A-A1U2 
A-A1P2 

53 

43 

4 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

A1U2  IS  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

1265 

A-A1Q2 
A-A1T2 
A-A1P2 

53 

43 

4 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128KB 
MSP  Control  card 

A1T2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

1266 

A-A1Q2 
A-A1S2 
A-A1P2 

53 

43 

4 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1267 

A-A1Q2 
A-A1R2 
A-A1P2 

53 

43 

4 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1268 

A-A10? 
A-A1U2 
A-A1P2 

76 
13 
10 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1U2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

1269 

A-A1Q2 
A-A1T2 
A-A1P2 

76 
13 
10 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1T2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FR'J(s),  if 

failure  go  to  03 10A. 

126  A 

A-A107 
A-A1S2 
A-A1P2 

59 

36 

4 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1S2  is  a  2156Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FPUis),  if 

failure  go  to  031  OA. 

DI4 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

126C 

A-A1Q2 
A-A1P2 
A-A1R2 

80 

10 

9 

2597706 
4233686 
2597584 

MSP  Data  Flow  card 
MSP  Control  card 
MSP  stor  card  512  KB 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

126E 

A-A1P2 

99 

4233686 

MSP  Control  card 

1270 

A-A1U2 
A  A1Q2 
A-A1P2 

66 
19 
14 

2597584 
2597706 
4233686 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1271 

A  A1T2 
A-A1Q2 
A-A1 P2 

66 
19 
14 

2597584 
2597706 
4233686 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1272 

A-A1S2 
A  A1Q2 
A-A1P2 

66 
19 
14 

2597584 
2597706 
4233686 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1273 

A-A1R2 
A-A1Q2 
A-A1P2 

86 
8 
5 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1 R2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031 OA. 

1274 

A-A1U2 
A-A1Q2 
A-A1P2 

70 
20 
10 

4233694 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

repla  e  FRU(s),  if 

failure  go  to0310A. 

1275 

A-A1T2 
A-A10? 
A-A1P2 

70 
20 
10 

4233694 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1T2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s)  if 

failure  go  to0310A. 

1276 

A-A1S2 
A-A1Q2 
A-A1P2 

70 
20 
10 

4233694 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1277 

A-A1R2 
A-A1Q2 
A-A1P2 

70 
20 
10 

4233694 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,'      •  failure 
replace        J(s),  if 
failure  go  io0301A. 

6b 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1278 

A-A1U2 
A-A1Q2 
A-A1P2 

86 
8 
5 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2  IS  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

1279 

A-A1T2 
A-A1Q2 
A-A1 P2 

86 
8 
5 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1T2  IS  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

127  A 

A-A1S2 
A-A1Q2 
A-A1 P2 

86 
8 
5 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1S2  is  a  256Kb  storage 

card. 

REIPL,  If  no  failure 

replace  FRU(s),  if 

failure  go  to0310A. 

127C 

A-A1R2 
A-A1Q2 
A-A1P2 

66 
19 
14 

2597584 
2597706 
4233686 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

127d 

A-A1Q2 
A-A1 P2 

92 

7 

2597706 
4233686 

MSP  Data  Flow  card 
MSP  Control  card 

REIPL,  if  no  failure 
replace  FRU;=).  if 
failure  go  to0310A. 

1280 

A-A1U2 
A-A1Q2 

98 
1 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

RelPl.,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1281 

A-A1T2 
A-A10? 

98 
1 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1282 

A-A1S2 
A-A1Q2 

98 

1 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  it 
failure  go  to  0301  A. 

1283 

1 

A-A1 R2 
A-A1Q2 

98 

1 

2597704 
2597706 

i 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

1     ,  , 

A1R2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s).  if 

failure  go  to  031 OA. 
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1284 

A-A1U2 
A-A1Q2 

98 
1 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

A1IJ2  IS  a  128Kb  storage 

card 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  0310A. 

1285 

A-A1T2 
A-A1Q2 

98 
1 

4233694 
259/706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

A1T2  is  a  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRUIs),  if 

failure  go  to0310A. 

1286 

A-A1S2 
A-A1Q2 

98 
1 

4233634 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

1287 

A-A1R2 
A-A102 

98 
1 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301A. 

1288 

A-A1U2 
A-A1Q2 

98 

1 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

A1U2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRUIs),  if 

failure  go  to  031 OA. 

1289 

A-A1T2 
A-A!0? 

98 
1 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

A1T2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

128  A 

A-A1S2 
A-A1Q2 

98 
1 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

A1S2  is  a  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA. 

128C 

A-A1 R2 
A-Aia2 

98 
1 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

RelPL,  if  no  failure 
replace  FRUIs),  if 
failure  go  to  0301A. 
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12d0 

A-A10? 
A-A1U2 
A-A1P2 

51 

47 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RePL.  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12d1 

A-A1Q2 
A-A1T2 
A-A1P2 

51 
47 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s).  if 
failure  go  to  0301 A 

12d2 

A-A1Q2 
A-A1S2 
A-A1P2 

51 

47 

1 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12d3 

A-A1Q2 
A-A1R? 
A-A1P2 

51 

47 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1 R2  IS  s  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s).  if 

failure  go  to  031 OA. 

12d4 

A-A1Q2 
A-A1U2 
A-A1P2 

51 

47 

1 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Cj^ntrol  card 

A1U2  IS  128Kb  storage 

card. 

REIPL,  if  nofai''ire 

replace  FRU(s),  J 

failure  go  to0310A. 

12d5 

A-A1Q2 
A-A1T2 
A-A1P2 

51 

47 

1 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stcr  card  128  KB 
MSP  Control  card 

An  2  is  128Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  lo0310A. 

12d6 

A-A1Q2 
A-A1S2 
A-A1 P2 

51 

47 

1 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128KB 
MSP  Control  card 

RelPL  if  no  failure 
replace  FRU(s),  if 
failure  go  to  0301  A. 

12d7 

A-A10? 
A-A1R2 
A-A1P2 

51 

47 

1 

2597706 
4233694 
4233686 

MSP  Dfita  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

RelPL,  if  no  failure 
replace  FRU(:i),  if 
failure  go  to  0301  A. 

12d8 

1  ■ , 

A-A1Q2 
A-A1U2 
A-A1P2 

51 

47 

1 

2597706 
2597704 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  256  KB 
MSP  Control  card 

A1U2  is  256Kb  storage 

card. 

REIPL,  if  no  failure 

replace  FRU(s),  if 

failure  go  to  031  OA.         j 
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0243 

Printer 
Program 

99 

The  work  station  printer 
has  reported  a  unit  error 
See  the  work  station 
printer  MIM. 
---   OR   --- 
With  program  check  on-- 
Command  processor  task  or 
user  task  has  no  JCB. 

0244 

Printer 
Program 

99 

The  work  station  printer 
has  reported  a  unit  error. 
See  the  work  station 
printer  MIM. 
---   OR  -  — 
With  program  check  on-- 
MICs3700,  3712,  3713  not 
found  in  ##MSG2  member. 

0245 

Printer 
Program 

99 

The  work  scation  printer 
has  reported  a  unit  error. 
See  the  work  station 
printer  MIM. 
—  -   OR  -  — 
With  program  check  on — 
MICs  3710  or  3711  not 
found  in  ##MSG2  member. 

0246 

Printer 
Program 

99 

The  work  station  printer 
has  reported  a  unit  error. 
See  the  work  station 
printer  MIM. 
---   OR  --' 
With  program  check  on-- 
Syslog  function  called  by 
the  command  processor. 
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0247 

Printer 
Program 

99 

The  work  station  printer 
has  reported  a  unit  error. 
See  the  work  station 
printer  MIM. 
---   OR   --- 
With  program  check  on-- 
IBM  module  has  WTG  table 
which  is  not  valid  or 
format  index  table. 

0248 

Printer 
Program 

99 

The  work  station  printer 
has  reported  a  unit  error. 
See  the  work  station 
printer  MIlVI. 
---   OR   --- 
With  program  check  on-- 
Library/file  use  count  is 
less  than  zero. 

0249 

Printer 
Program 

99 

The  work  station  printer 
has  undefined  error  status 
See  the  work  station 
printer  MIM. 
---   OR   --- 
With  program  check  on-- 
Required  SSP  module  not 
found  durinp  '^''SIPL. 

0250 

Printer 
Program 

99 

Forms  jam  or  end  of  forms. 

See  the  work  station 

printer  MIM. 

---   OR  — 

With  program  check  on-- 

Format-5  extents  partially 

free  durinc  file  delete. 

C02 
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0251 

Printer 
Program 

99 

Printer  not  available. 

See  the  work  station 

printer  MIM. 

---   OR    --- 

With  program  check  on-- 

Forniat-5  file  count  is 

less  than  zero. 

0252 

Program 

With  progrann  check  on-- 
An  AFA  Format  1  has  a 
file  type  not  valid. 

0253 

Program 

With  program  check  on-- 
Unexpected  return  code 
from  diskette  VTOC  R/W. 

0254 

Program 

With  program  check  on-- 
Unexpected  retijiri  code 
from  disk  VTOC  access. 

0255 

Printer 
Program 

Siiared  printer  busy. 
---   OR   --- 
With  program  check  on-- 
SDLC  detected 
communications  failure. 

0258 

Printer 

99 

- 

End  of  ribbon. 

See  the  work  station 

printer  MIM.    —    - 

0259 

36W/S 

A-A1J2 

WScbl 

Wrkstn 

A-A1V4 

72W/S 

A-A3T2 

WScbl 

Wrkstn 

A-A3V4 

50 

30 

16 

3 

50 

30 

16 

3 

4177027 
8636624 
4177027 
2597431 

WS  adapter  card 
WS  cable  assembly 
WS  Adapter  card 
WS  cable  asm 

Some  condition  is  causing 
the  twinaxial  driver/ 
receiver  to  fail.  See 
MAP  7001. 
Twinax/IBM  cabling  system 
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0260 

36W/S 
A-A1J2 
A-A1H2 

Wrkstn 
WScbl 
A-A1V4 

72W/S 
A-A3T2 
A-A3S2 

Wrkstn 
WScbl 
A-A3V4 

40 
30 

20 
8 
2 

40 
30 

20 
8 
2 

4177027 
4177036 
4177038 
4237136 
2597763 

8636624 

4177027 
4237136 
2597763 

2597431 

WS  adapte          .1 
WSC  Base  Ci..     16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

WS  cabl^  assembly 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

WS  cable  asm 

The  work  station  failed 
its  hardware  interrupts 
level  test.   See  MAP  7001 . 

Twinax/IBM  cabling  system 

0261 

Wrkstn 
WS  cbl 

75 
25 

Display  stations  and /or 
printers  on  a  port  are  not 
responding.  Go  to  the 
device  maintenance 
manual(s)  and  MAP  7001. 
Twinax/IBM  cabling  system 

0266 

Printer 

99 

The  work  station  printer 

(5219)  has  a  data  stream 

error. 

See  the  work  station 

printer  MIM. 

0267 

Printer 

99 

The  work  station  printer 

(5219)  has  a  data  stream 

error. 

See  the  work  station 

printer  MIM. 
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0268 

Printer 

4 

99 

The  work  station  printer 

(5219)  has  a  data  stream 

error. 

See  the  work  station 

printer  MIM. 

0269 

Printer 

99 

The  work  station  printer 

(5219)  has  a  data  stream 

error. 

See  the  work  station 

printer  MIM. 

0281 

Printer 

99 

The  work  station  printer 
has  a  cover  check  or 
machine  check. 
See  the  work  station 
printer  MIM. 

0283 

Printer 

99 

The  work  station  printer 
has  a  print  check. 
See  the  work  station 
printer  MIM. 

0284 

Printer 

99 

The  work  station  printer 
has  a  print  check. 
See  the  work  station 
printer  MIM. 

0285 

Printer 

99 

The  work  station  printer 
has  a  print  check. 
See  the  work  station 
printer  MIM. 

02C6 

Printer 

99 

The  work  station  printer 
has  a  print  check. 
See  the  work  station 
printer  MIM. 

0287 

Printer 

99 

The  work  station  printer 
has  a  machine  check. 
See  the  work  station 
printer  MIM. 

38 


COS 


■MB^BAMAl 


SRC 

FFIU 

% 

P/N 

FRU  DESCRIPTION 

1 
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0288 

Printer 

99 

-  . ..            — 
The  work  station  printer 
has  a  ribbon  jam. 
See  the  work  station 
printer  MIM. 

0289 

Printer 

99 

The  work  station  printer 
has  a  ribbon  jam. 
See  the  work  station 
printer  MIM. 

0290 

Printer 

99 

The  work  station  printer 
has  not  changed  the  even/ 
odd  time  out  bit  in  8 
seconds  indicating  a  work 
station  printer  error. 

0291 

Printer 

99 

The  work  station  printer 
has  not  completed  a 
command  inside  of  8 
seconds  indicating  a  work 
station  printer  error. 

ObXX 

Display  LSR  Od.  XX  may  be 
00  to  FF.  If  the  contents 
are  between  dAOl  -dAff  and 
the  Processor  Check  light 
is  on,  replace  A-A1  P2  and 
A-A1Q2  with  new  FRUs. 

1001 

A-A1N2 

A-A1M2 
A-A1 L2 
MS 

A-A1Q2 
A-A1P2 
A-A1 

92 

2 
2 
1 

1 
1 
1 

8248087 
4234097 
4234080 
4234069 
4234098 
2597704 
259770v<> 
4233686 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
CSP  Data  Flow  card 
CSP  Channel  card 
MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A  system  bus  P  check 

occurred  during  I/O 

instruction. 

MS  =  main  storage 
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1002 

A-A1N2 

95 

8248087 

CSP  stor  card  32  KW 

A  sys  bus  P  check  occurred 

A-A1M2 

1 

4234097 
4234080 

CSP  stor  card  32  kw  Ec 
CSP  Data  Flow  card 

during  cycle  steal. 
MS  =  mam  storage. 

MS 

1 

4234098 
2597704 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 

A-A1Q2 

1 

2597706 

MSP  Data  Flow  card 

A-A1P2 

1 

4233686 

MSP  Control  card 

A-A1L2 

1 

4234069 

CSP  Channel  card 

1003 

A-A1N2 

92 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

A  SDR  P  check  occurred. 

A-A1M2 
A-A1I? 

2 
2 

4234080 
4234069 

CSP  Data  Flow  card 
CSP  Channel  card 

MS  =  main  storage. 

MS 

1 

4234098 

MSP  stor  card  128  KB 

s. 

2597704 

MSP  stor  card  256  KB 

A-A1Q2 

1 

2597706 

MSP  Data  Flow  card 

A-A1 P2 

1 

4233686 

MSP  Control  card 

A-A1 

1 

1004 

A-A1N2 

92 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

A  SDR  P  check  occurred. 

A-A1 M2 
A-A1 1  ? 

2 
2 

4234080 
4234069 

CSP  Data  Flow  card 
CSP  Channel  card 

MS  =  main  storage. 

MS 

1 

4234098 
2597704 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 

A-A10? 

1 

2597706 

MSP  Data  Flow  card 

A-A1 P2 

1 

4233686 

MSP  Control  card 

A-A1 

1 

1005 

A-A1 N2 

96 

8248087 

CSP  stor  card  32  KW 

A  MDR  parity  check 

4234097 

CSP  stor  card  32  kw  Ec 

occurred. 

A-A1M2 

1 

4234080 

CSP  Data  Flow  card 

A-A1 L2 

1 

4234069 

CSP  Channel  card 

A-A1Q2 

1 

2597706 

MSP  Data  Flow  card 

A-A1 

1 

40 
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1041 

A-A1N2 

A-A1L2 

A-A1Q2 

A-A1M2 

A-A1P2 

A-A1 

73 

23 
1 
1 
1 
1 

8248087 
4234097 
4234069 
2597706 
4234080 
4233686 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
CSP  Channel  card 
MSP  Data  Flow  card 
CSP  Data  Flow  card 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity. 

1042 

A-A1L2 
A-A1N2 

A-A1M2 
A-A1P2 
A-A1Q2 
A-A1 

77 
19 

1 

1 
1 
1 

4234069 
8248087 
4234097 
4234080 
4233686 
2597706 

CSP  Channel  card 
CSP  stor  card  32  KVV 
CSP  stor  card  32  kw  Ec 
CSP  Data  Flow  card 
MSP  Control  card 
MSP  Data  Flow  card 

The  data  written  to 
storage  d'jring  a  cycle 
steal  hdd  bad  parity. 

1043 

A-A1N2 

99 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

There  was  an  unrecoverable 
error  when  data  was  read 
from  storage. 

1044 

A-A1N2 

99 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

There  was  an  unrecoverable 
error  when  data  was  read 
from  storage  during  a 
cycle  steal. 

1045 

A-A1N2 

A-A1M2 
A-A1 L2 
MS 

A-A1Q2 
A-A1P2 
A-A1 

34 

31 

25 

6 

2 
1 
1 

8248087 
4234097 
4234080 
4234069 
4234098 
2597704 
2597706 
4233686 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
CSP  Data  Flow  card 
CSP  Channel  card 
MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A  SDR  parity  check 
occurred. 

MS  =  main  storage 

1046 

A-A1N2 

A-A1M2 
A-A10? 
A-A1L2 
A-A1P2 
A  A1 

73 

23 

1 
1 
1 
1 

8248087 
4234097 
4234080 
2597706 
4234069 
4233686 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
CSP  Data  Flow  card 
MSP  Data  Flow  card 
CSP  Channel  card 
MSP  Control  card 

A  MDR  parity  check 
occurred. 
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1070 

A-A1M2 
A-A1Q2 
A-A1U2 
A-A1 L2 
A-A1 P2 
A-A1 

79 

12 

6 

1 
1 
1 

4234080 
2597706 
2597584 
4234069 
4233686 

CSP  Data  Flow  card 
MSP  Data  Flow  card 
MSP  stor  card  512  KB 
CSP  Channel  card 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity 
A-A1U2  IS  a  512Kb  storage 
card. 

1071 

A-A1M2 

A-A1Q2 

A-A1T2 

A-A1L2 

A-A1P2 

79 

12 

6 

2 

1 

4234080 
2597706 
2597584 
4234069 
4233686 

CSP  Data  Flow  card 
MSP  Data  Flow  card 
MSP  stor  card  512  KB 
CSP  Channel  card 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity 
A-A1T2  is  a  512Kb  storage 
card. 

1072 

A-A1M2 
A-A10? 
A-A1S2 
A-A1 L2 
A-A1P2 

79 

12 

6 

2 

1 

4234080 
2597706 
2597584 
4234069 
4233686 

CSP  Data  Flow  card 
MSP  Data  Flow  card 
MSP  stor  card  512  KB 
CSP  Channel  card 
MSP  Control  card 

The  data  wntten  to 
storage  had  bad  parity 
A-A1S2  is  a  512Kb  storage 
card. 

1073 

A-A1M2 

A-A10? 

A-A1R2 

A-A1L2 

A-A1P2 

75 

12 

10 

1 

1 

4234080 
2597706 
2597704 
4234069 
4233686 

CSP  Data  Flow  card 
MSP  Data  Flow  card 
MSP  stor  card  256  KB 
CSP  Channel  card 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity. 
A1R2  is  a  256Kb  storage 
card. 

1074 

A-A1U2 

A-A1M2 

A-A1Q2 

A-A1 L2 

A-A1P2 

A-A1 

50 
40 
7 
1 
1 
1 

4233694 
4234080 
2597706 
4234069 
4233686 

MSP  stor  card  128  KB 
CSP  Data  Flow  card 
MSP  Data  Flow  card 
CSP  Channel  card 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity. 
A1U2  is  a  128kb  storage 
card. 

1075 

A-A1T2 

A-A1M2 

A-A10? 

A-A1L2 

A-A1P2 

50 
40 

7 
1 
1 

4233694 
4234080 
2597706 
4234069 
4233686 

MSP  stor  card  128KB 
CSP  Data  Flow  card 
MSP  Data  Flow  card 
CSP  Channel  card 
MSP  Control  card 

Main  storage  write  parity 
check.  A1T2isa  128Kb 
storage  card. 

42 


C09 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1076 

A-A1S2 
A-A1M2 
A-A1Q2 
A-A1L2 
A-A1 P2 

50 
40 

7 
1 
1 

4233(394 
4234080 
2597706 
4234069 
4233686 

MSP  stor  card  128  KB 
CSP  Data  Flow  card 
MSP  Data  Flow  card 
CSP  Channel  card 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity 
A-A1S2  IS  a  128Kb  storage 
card. 

1077 

A-A1 R2 
A-A1M2 
A-A1Q2 
A-A1 L2 
A-A1 P2 

50 

40 

7 

1 

1 

4233694 
42:(4080 
2537706 
4234069 
4;.33686 

MSP  stor  card  128  KB 
CSP  Data  Flow  card 
MSP  Data  Flow  card 
CSP  Channel  card 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity 
A-A1S2isa  128Kb  storage 
card. 

1078 

A-A1M2 
A-A1Q2 
A-A1U2 
A-A1 L2 
A-A1 P2 
A-A1 

74 

12 

10 

1 

1 

1 

4234080 
2597706 
2.597704 
4234069 
4233686 

CSP  Data  Flow  card 
MSP  Data  Flow  card 
MSP  stor  card  256  KB 
CSP  Channel  card 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity. 
A1U2  isa  256Kb  storage 
card. 

1079 

A-A1M2 
A-A1Q2 
A-A1T2 
A-A1L2 
A-A1 P2 

75 

12 

10 

1 

1 

4234080 
2597706 
2597704 
4234069 
4233686 

CSP  Data  Flow  card 
MSP  Data  Flow  card 
MSP  stor  card  256  KB 
CSP  Channel  card 
MSP  Control  card 

Main  storage  write 

parity  check. 

A1T2  isa  256Kb  storage 

card. 

107  A 

A-A1 M2 
A-A1Q2 
A-A1S2 
A-A1L2 
A-A1 P2 

M 

10 

1 

1 

4234080 
2597706 
2597704 
4234069 
4233686 

CSP  Data  Flow  card 
MSP  Data  Flow  card 
MSP  stor  card  256  KB 
CSP  Channel  card 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity. 
A1S2  isa  256Kb  storaga 
card. 

107C 

A-A1 M2 
A-A1Q2 
A-A1 R2 
A-A1 L2 
A-A1P2 

79 

12 

6 

2 

1 

4234080 
2597706 
2597584 
4234069 
4233686 

CSP  Data  Flow  card 
MSP  Data  Flow  card 
MSP  stor  card  512  KB 
CSP  Channel  card 
MSP  Control  card 

The  data  written  to 
storage  had  bad  parity 
A- A1 R2  is  a  51 2Kb  storage 
card. 

1080 

AA1Q2 
A-A1U2 
A-Air*2 
A-A1 L2 

60 

38 

1 

1 

2597706 
2597584 
4233686 
4234069 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 
CSP  Channel  card 

Main  storage  write 
parity  check. 

A-AlU2isa512Kbstorage 
card. 

CIO 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1081 

A-A1Q2 
A-A1T2 
A-A1P2 
A-A1 L2 

60 

38 

1 

1 

2597706 
2597584 
4233686 
4234069 

MSP  Data  F:ow  card 
MSP  stor  card  512  KB 
MSP  Control  card 
CSP  Channel  card 

Mam  storage  write 

parity  check. 

A-A1T2  IS  a  612Kb  storage 

card. 

1082 

A-A1Q2 
A-A1S2 
A-A1P2 
A-A1L2 

60 

38 

1 

1 

2597706 
2597584 
4233686 
4234069 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 
CSP  Channel  card 

Mam  storage  write 

parity  check. 

A-A1S2  IS  a  512Kb  storage 

card. 

1083 

A-A1R2 
A-A1Q2 
A-A1 P2 
A-A1L2 

50 

48 

1 

1 

2597704 
2597706 
4233686 
4234069 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Channel  card 

Mam  storage  write 

parity  check. 

A1 R2  is  a  256Kb  storage 

card. 

1084 

A-A1U2 
A-A1 0? 
A-A1 P2 
A-A1 L2 

87 

11 

1 

1 

4233694 
2597706 
4233686 
4234069 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Channel  card 

Mam  storage  write  parity 
check.  A1U2isa  128Kb 
storage  card. 

1085 

A-A1T2 
A  A1Q2 
A-A1 P2 
A-A1 L2 

87 

11 

1 

1 

4233694 
2597706 
4233686 
4234069 

MSP  stor  card  128KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Channel  card 

Mam  storage  write  parity 
check.  A1T2isa  128Kb 
storage  card. 

1086 

A-A1S? 
A-A1Q2 
A-A1P2 
A-A1 L2 

S7 

1 
1 

4233694 
2597706 
4233686 
4234069 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Channel  card 

Main  storage  write 

parity  check. 

A-A1S2  is  a  128Kb  storage 

card. 

1087 

A-A1R2 
A-A1Q2 
A-A1 P2 
A-A1L2 

87 

11 

1 

1 

4233694 
2597706 
4233686 
4234069 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Channel  card 

Main  storage  write 

parity  check. 

A- A1 R2  is  a  1 28Kb  storage 

card. 

1088 

A-A1U2 
A-A1Q2 
A-A1P2 
A-A1 L2 

50 

48 

1 

1 

2597704 
2597706 
4233686 
4234069 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Channel  card 

Main  storage  write  parity 
check.  A1U2  is  a  256Kb 
storage  card. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1089 

A-A1T2 
A-A1Q2 
A-A1P2 
A-A1L2 

50 

48 

1 

1 

2597704 
2597706 
4233686 
4234069 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Channel  card 

Mam  storage  write  parity 
check.  A1T2isa256Kb 
storage  card. 

108  A 

A-A1S2 
A-A1Q2 
A-A1 P2 
A-A1 L2 

50 

48 

1 

1 

2597704 
2597706 
4233686 
4234069 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Channel  card 

Main  storage  write 

parity  check. 

A1S2  IS  a  256Kb  storage 

card. 

108C 

A-A1Q2 
A-A1R2 
A-A1P2 
A-A1L2 

60 

38 

1 

1 

2597706 
2597584 
4233686 
4234069 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 
CSP  Channel  card 

Main  storage  write 

parity  check. 

A- A1 R2  IS  a  51 2Kb  storage 

card. 

1091 

A-A1E2/ 
A-A2E2/ 
A-A2J2 

A-A1 L2 

Channel 

cables 

75 

20 
5 

2462228 

4237136 
2597763 
2597727 
4234069 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
CSP  Channel  card 

DBI  parity  check  during 
a  cycle  steal  from  the 
disk  or  diskette. 

1092 

A-A3S2/ 

A-A3P2 

A-A1 L2 

Channel 

cables 

75 

20 
5 

4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
4234069 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 
CSP  Channel  card 

DBI  parity  check  during 
a  cycle  steal  from  the 
Communications  controller. 

1093 

A-A1N2 
A-A1L2 

75 
25 

8248087 
4234097 
4234069 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
CSP  Channel  card 

DBI  parity  check  during 
a  cycle  steal  from  the 
work  station  controller. 

02 


45 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1094 

A-A1H2 

A-A1E2/ 
A-A2E2/ 
A-A2J2 

A-A3S2/ 

A-A3P2 
A-A1L2 

25 
25 

25 
25 

4177036 
4177038 
4237136 
2597763 
2462228 

4237136 
2597763 
2597727 
4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
4234069 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 
CSP  Channel  card 

Not  valid  device  address 
during  a  cycle  steal. 

1095 

A-A2E2/ 

A-A1H2 

A-A2S2 
A-A2T2 
A.A2K2 

20 

20 

20 
20 
20 

2462228 

4237136 
2597763 
2597727 
4177036 
4177038 
4237136 
2597763 
4177002 
4177009 
2462228 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
Print  adapter  cd  3262 
Print  State  Seq  card 
Data  Stor  Adapter  2  cd 

Wrong  response  to  a  sense 
interrupt  level  status 
byte  (SISLB)  command  on 
IL4. 

1096 

A-A1E2/ 
A-A1L2 

33 

33 
33 

2462228 

4237136 
2597763 
2597727 
4234080 
4234069 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
CSP  Data  Flow  card 
CSP  Channel  card 

Not  a  valid  main  storage 
address  and  sys  bus  P 
check  during  a  cycle 
steal  to  the  DSA. 
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CI3 


1 

SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMr/IENTS 

10A1 

A-A3S2/ 

A-A3P2 

A-A1M2 
A-A1L2 

80 

10 
10 

4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
4234080 
4234069 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 
CSP  Data  hlow  card 
CSP  Channel  card 

Not  a  valid  main  storiige 
Address  during  a  cycli) 
steal  from/to  the 
communications  controller. 

10A2 

A-A1E2/ 
A-A2E2/ 
A-A2J2 

A-A1M2 
A-A1L2 

80 

10 
10 

2462228 

4237136 
2597763 
2597727 
4234080 
4234069 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  ctrl  card 
DS  Pass-Thru  card 
CSP  Data  Flow  card 
CSP  Channel  card 

Not  a  valid  mam  storage 
Address  d.uring  a  cycle 
steal  from/to  the  file. 

10A3 

A-A1H2 

A-A1M2 
A-A1L2 

80 

10 
10 

4177036 
4177038 
4237136 
2597763 
4234080 
4234069 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
CSP  Data  Flow  card 
CSP  Channel  card 

Not  a  valid  main  storage 
address  during  a  cycle 
steal  from /to  the  work 
station. 

10A4 

A-A1E2/ 
A-A2E2/ 
A-A2J2 

A-A1M2 
A-A1L2 

33 

33 
33 

2462228 

4237136 
2597763 
2597727 
4234080 
4234069 

Data  stor  adapter  1  cd 

Data  stor  ctrl  card 
Data  stor  ctrl  card 
DS  Pass-Thru  card 
CSP  Data  Flow  card 
CSP  Channel  card 

Cycle  steal  timeout  during 
a  cycle  steal  to/from  the 
disk  or  diskette. 

10A5 

A-A3S2/ 

A-A3P2 

A-A1M2 
A-A1L2 

33 

33 
33 

4177036 
4177037 
4237136 
2&J7763 
4237136 
2597763 
4234080 
4234069 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 
CSP  Data  Flow  card 
CSP  Channel  card 

Cycle  steal  timeout  during 
a  cycle  steal  to /from  the 
Communications  controller. 

CI4 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

10A6 

A-A1H2 

A-A1M2 
A-A1L2 

80 

10 
10 

4177036 
4177038 
4237136 
2597763 
4234080 
4234069 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
CSP  Data  Flow  card 
CSP  Channel  card 

Cycle  steal  timeout  during 
a  cycle  steal  to/from  the 
work  station  controller. 

10d3 

A-A1M2 
A-A1IM2 

A-A1U2 

A-A1Q2 

A-A1 L2 

A-A1 P2 

A-A1E2/ 

A-A2E2/ 

A-A2J2 

51 
17 

16 

10 

4 

1 

1 

4234080 
8248087 
4234097 
4233694 
2597706 
4234069 
4233686 
2462228 

4237136 
2597763 
2597727 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
MSP  stor  card  128  KB 
MSP  Data  Flow  card 
CSP  Channel  card 
MSP  Control  card 
Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Systenn  bus  chp;.,K  during  a 
cycle  steal  to  the  disk 
or  diskatte. 

10d4 

A-A3S2/ 

A-A3P2 

A-A1M2 
A-A1L2 

33 

33 
33 

4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
4234080 
4234069 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
C*rlr  cd  64KW  stage  2 
ElCA  control  card 
ELCA  control  card 
CSP  Data  Flow  card 
CSP  Channel  card 

Not  a  valid  main  storage 
address  and  sys  bus  P 
check  during  a  cycle  steal 
to  the  communications 
controller. 

10d5 

A-A1H2 

A-A1M2 
A-A1 L2 

33 

33 
33 

4177036 
4177038 
423/136 
2597763 
4234080 
4234069 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
CSP  Data  Flow  card 
CSP  Channel  card 

Not  a  valid  main  storage 
address  and  a  sys  bus  P 
check  during  a  CS  to/from 

the  work  station 
controller. 
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n 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

10d8 

A-A3S2/ 

A-A1K2 
A-A1L2 

90 
10 

4177036 
4177037 
4237136 
2597763 
4177000 
4234069 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
SLCA  Comm  card 
CSP  Channel  card 

A  cnannel  chock  occur- ed 
during  an  I/O  instruction 
to  the  data  communications 
ottacnment  (DGO  P  chk,  DBI 
P  chk.  i/0  timeout,  not 
valid  adr). 

10d9 

A-A3P2 
A-A1L2 

90 
10 

4237136 
2597763 
4234069 

ELCA  control  card 
ELCA  control  card 
CSP  Channel  card 

lOdA 

A-A1E2/ 
A-A2E2/ 
A-A2J2 

A-A1 L2 

90 
10 

2462228 

4237136 
2597763 
2597727 
4234069 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
CSP  Channel  card 

A  channel  check  occurred 
during  an  I/O  instruction 
to  the  disk  or  diskette 
(DBO  Pchk,  DBI  P  chk,  I/O 
timeo'it,  not  valid  adr). 

lOdb 

A-A3S2/ 

A-A3P2/ 

A-A1 K2 
A-A1L2 

50 
50 

4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
4177000 
4234069 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 
SLCA  Comm  card 
CSP  Channel  card 

Wrong  response  to  a  sense 
interrupt  level  status 
byte  (SILSB)  command  on 
IL2. 

lOdC 

A-A1H2 
A-A1L2 

90 
10 

4177036 
4177038 
4237136 
2597763 
4234069 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
CSP  Channel  card 

A  channel  check  occurred 
during  an  I/O  instruction 
to  the  work  station 
controller  (DBO  Pchk,  DBI 
P  chk,  I/O  timeout,  not 
valid  adr). 

lOdE 

A-A2T2 
A-A1I? 

45 
45 

4177009 
4234069 

Print  State  Seq  card 
CSP  Channel  card 

A  channel  check  occurred 
during  jn  I/O  instruction 
to  the  3262  printer  (DBO 
Pchk,  DBI  Pchk,  I/O 
timeout,  not  valid  adr). 

CI6 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

10E1 

A-A1M2 

90 

4234080 

CSP  Data  Flow  card 

X-register  parity  check. 

A-A1N2 

10 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

1JE2 

A-A1M2 

90 

4234080 

CSP  Data  Flow  card 

SAR  parity  check. 

A-A1N2 

10 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

10E3 

A-A1M2 

90 

4234080 

CSP  Data  Flow  card 

Not  a  valid  control 

A-A1N2 

10 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

storage  address. 

10E4 

A-A1M2 

90 

4234080 

CSP  Data  Flow  card 

Storage  time  out  check. 

A-A1N2 

10 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

10E5 

A-A1M2 

90 

4234080 

CSP  Data  Flow  card 

Storage  time  out  check. 

A-A1N2 

10 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

10E6 

A-A1M2 

90 

4234080 

CSP  Data  Flow  card 

SAR  parity  check  during 

A-A1N2 

10 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

10E7 

A-A1M2 

62 

4234080 

CSP  Data  Flow  card 

Time  out  check. 

A-A1Q2 

17 

2597706 

MSP  Data  Flow  card 

A-A1N2 

17 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

A-A1P2 

3 

4233686 

MSP  Control  card 

AAI 

1 

10E8 

A-A1 M2 

59 

4234080 

CSP  Data  Flow  card 

Wrong  ECC  write  pority 

A-A1Q2 

41 

2597706 

MSP  Data  Flow  card 

error. 

A-A1N2 

1 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

50 


CI7 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

10E9 

AA1M2 

51 

4234080 

CSP  Data  Flow  card 

A  system  bus  P  check 

A-A1N2 

17 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

during  a  cycle  steal. 
MS  =  ma.n  storage 

MS 

16 

4234098 
2597704 

MSP  stor  card  <28  KB 
MSP  stor  card  256  KB 

A-A1Q2 

10 

2597706 

MSP  Data  Flow  card 

A-A1P2 

1 

4233686 

MSP  Control  card 

A-A3S2/ 

1 

4177036 
4177037 
4237136 
2597763 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KV\/  stage  2 
Ctrlr  cd  64KW  stage  2 

A-A3P2 

4237136 
2597763 

ELCA  control  card 
ELCA  control  card 

10EA 

A-A1M2 

94 

4234080 

CSP  Data  Flow  card 

MSP  MSAR  parity  check. 

A-A1Q2 

6 

2597706 

MSP  Data  Flow  card 

A-A1N2 

1 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

lOEb 

A-A1M2 

58 

4234080 

CSP  Data  Flow  card 

wrong  ECC  wr!  P  check 

A-A1Q2 

40 

2597706 

MSP  Data  Flow  card 

during  cycle  steal  to 

A-A1N2 

2 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

main  storage. 

10EC 

A-A1M2 

79 

4234080 

CSP  Data  Flow  card 

MSP  MSAR  parity  check 

A-A1N2 

16 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

durtng  cycle  steal. 

A-A1Q2 

5 

2597706 

MSP  Data  Flow  card 

1GF0 

A-A1 M2 

30 

4234080 

CSP  Data  Flow  card 

A  CSf'  error  occurred. 

A-A1N2 
A-A1 L2 

20 
15 

8248087 
4234097 
4234069 

CSP  stor  card  32  KW 
CSP  stor  card  32  k  v  Ec 
CSP  Channel  card 

REIPL  the  system  then 
run  t;ie  new  SRC  in  ERAP 
CSP  error  history  tabic 
and  use  MAP  01 13,  0114, 

MS 

15 

4234098 

MSP  stor  card  128  KB 

0115,  and  01 16  for 

2597704 

MSP  stor  card  256  KB 

definition  of  new  SRC. 

CI8 


51 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0106 

36  W/S 

Display 

WScbl 

A-A1J2 

A-A1V4 

72  W/S 

Display 

WScbl 

A-A3T2 

A-A3V4 

Program 

40 
8 
4 
2 

40 
8 
4 

2 

4177027 
8636624 

4177027 
2597431 

WS  adapter  card 
WS  cable  .issembiy 

WS  Adapter  card 
WS  cable  lism 

A  byte  count  error  has 
been  detected  by  the  work 
station  attachn^ent. 

---   OR  --- 

With  program  checl<  on-- 

Task  work  area  SVC  cannot 

honor  WSWA  get/put 

request. 

Twinax/IBM  cabling  system 

Run  network  analysis. 

0107 

Hdwre 
Program 

Wrong  work  station 

responded. 

_-_   OR  --- 

With  program  check  on-- 

Task  work  area  deallocate 

request  not  valid. 

0108 

36  W/S 

Display 

A-A1J2 

WS  cbl 

A-A1V4 

72  W/S 

Display 

A-A3T2 

WS  cbl 

A-A3V4 

Program 

95 
2 
1 
1 

95 
2 

1 
1 

4177027 
8636624 

4177027 
2597431 

WS  adapter  card 
WS  cable  assembly 

WS  Adapter  card 
WS  cable  asm 

The  work  station  display 
was  reset  at  the  wrong 
time. 

---   OR  -•- 
With  program  check  on-- 
Task  work  area  base  ID 
does  not  exist. 
Twinax/IBM  cabling  system 
Run  network  analysis. 

16 


BOI 


tfa 


a^a 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0109 

36W/0 

The  work  station  display 

Noise 

40 

did  not  respond  to  a 

Display 

30 

comaiand  from  the  work 

station  attachment.  Noise 

A-A1J2 

20 

4177027 

WS  adapter  card 

is  the  most  probable  cause 

WS  cbl 

8 

A-A1V4 

2 

8636624 

WS  cable  assembly 

72W/S 

---  OR   '-- 

Noice 

40 

With  program  check  on-- 

Task  work  area  operation 

Display 

30 

not  valid. 

A-A3T2 

20 

4177027 

WS  Adapter  card 

Twinax/iBI\/l  cabling  system 

WSrbl 

8 

Run  network  analysis. 

A-A3V4 

2 

2597431 

WS  cable  asm 

Program 

0110 

Program 

With  program  check  on-- 
WRK  SVC  parameter  list  is 
in  error. 

0111 

36W/S 

Scan  code  for  work 

Display 

80 

station  cisplay  not  valid. 

WScbl 

10 

A-A1J2 

5 

4177027 

WS  adapter  card 

A-A1H2 

4 

4177036 
4177038 
4237136 
2597763 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

A-A1V4 

1 

8636624 

WS  cable  assembly 

72W/S 

Display 

80 

---  OR   --- 

With  program  check  on-- 

WScbl 

10 

Active  mapping  count 

A-A3T2 

5 

4177027 

WS  Adapter  card 

underflow. 

A-A3S2 

4 

4237136 

Ctrlr  cd  64KW 

Twinax/IBM  cabling  system 

2597763 

Ctrlr  cd  64KW 

Run  network  analysis. 

A-A3V4 

1 

2597431 

WS  cable  asm 

Program 

B02 


17 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0112 

Program 

With  program  check  on-- 
CSP  accessed  a  main 
storage  address  which  is 
not  valid. 

0113 

Program 

With  program  check  on-- 
1/0  operation  issued  to 
active  lOB. 

0120 

36W/S 

Noise 

Display 

A-A1J2 

WScbl 

A-A1H2 

A-A1V4 

72W/S 

Noise 

Display 

A-A3T2 

WScbl 

A-A3S2 

A-A3V4 

40 

25 

20 

8 

5 

2 

40 

25 

20 

8 

5 

2 

4177027 

4177036 
4177038 
4237136 
2597763 
8636624 

4177027 

4237136 
2597763 
2597431 

WS  adapter  card 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  cable  assembly 

WS  Adapter  card 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  cable  asm 

The  command  sent  to  the 
work  station  display  was 
not  a  valid  command. 
Noise  is  the  most  probable 
cause. 

Twinax/IBM  cabling  system 
Run  network  analysis. 

18 


B03 


'■  - 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0121 

36  W/S 

Noise 

Display 

A-A1J2 

WScbl 

A-A1H2 

A-A1V4 

72  W/S 

Noise 

Display 

A-A3T2 

WScbl 

A-A3S2 

A-A3V4 

40 

25 

20 

8 

5 

2 

40 

25 

20 

8 

5 

2 

4177027 

4177036 
4177038 
4237136 
2597763 
8636624 

4177027 

4237136 
2597763 
2597431 

WS  adapter  card 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  6*4  KW 
WSC  card  64  KW 
WS  cable  assembly 

WS  Adapter  card 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  cable  asm 

The  address  counter  value 
sent  to  the  work  station    ,  ■■ 
display  was  too  large 
Noise  is  the  most  probable 
cause. 

Twinax/IBM  cabling  system 
Run  network  analysis. 

0122 

36  W/S 
A-A1J2 
A-A1H2 

Display 
>/VS  cbl 
A-A1V4 
72  W/S 
A-A3T2 
A-A3S2 

Display 
\NS  cbl 
A-A3V4 

35 
35 

20 
8 
1 

35 
35 

20 
8 
1 

4177027 
4177036 
4177038 
4237136 
2597763 

8636624 

4177027 
4237136 
2597763 

2597431 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

WS  cable  assembly 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

WS  cable  asm 

The  amount  of  command 
bytes  sent  to  the  work 
station  display  was  too 
large. 

Twinax/IBM  cablii.g  system 
Run  network  analysis. 

19 


B04 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0123 

36W/S 

The  address  counter  value 

Noise 
Display 
A-A1J2 
Vv^S  cbl 

40 

25 

20 

8 

4177027 

WS  adapter  card 

sent  to  the  work  station 
display  was  not  a  valid 
value.  Noise  is  the  most 
probable  cause. 

A-A1H2 

5 

4177036 

WSC  Base  card  16  KW 

Twinax/IBM  cabling  system 

4177038 

WSC  card  48  KW            .; 

Run  network  analysis. 

4237136 

WSC  card  64  KW 

2597763 

WSC  card  64  KW 

A-A1V4 

2 

8636624 

WS  cable  assembly 

72W/S 

Noise 

40 

Display 

25 

A-A3T2 

20 

4177027 

WS  Adapter  card 

WScbl 

8 

A-A3S2 

5 

4237136 
2597763 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

A-A3V4 

2 

2597431 

WS  cable  asm 

0124 

36W/S 

A  not  valid  activate 

Noise 
Display 
A-A1J2 
WScbl 

40 

25 

20 

8 

4177027 

WS  adapter  card 

command  was  sent  to  the 
work  station  display 
Noise  is  the  most  probable 
cause. 

A-A1H2 

5 

4177036 

WSC  Base  card  16  KW 

Twinax/IBM  cabling  system 

4177038 

WSC  card  48  KW 

Run  network  analysis. 

4237136 

WSC  card  64  KW 

2597763 

WSC  card  64  KW 

A-A1V4 

2 

8636624 

WS  cable  assembly 

72W/S 

Noise 

40 

Display 

25 

A-A3T2 

20 

4177027 

WS  Adapter  card 

WScbl 

8 

A-A3S2 

5 

4237136 
2597763 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

A-A3V4 

2 

2597431 

WS  cable  asm 

20 


805 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0125 

36W/S 
Display 
WScbl 
A-A1H2 

A-A1J2 

A-A1V4 

72W/S 

Display 

WScbl 

A-A3S2 

A-A3T2 
A-A3V4 

30 
8 
5 

5 
2 

30 
8 
5 

5 
2 

4177036 
4177038 
4237136 
2597763 
4177027 
8636624 

4237136 
2597763 
4177027 
2597431 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 
WS  cable  assembly 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 
WS  cable  asm 

The  work  station  display 
has  reported  an  error,  but 
the  status  is  not  valid. 

Twinax/IBM  cabling  system 
Run  network  analysis. 

0127 

36W/S 

Display 

A-A1J2 

WScbl 

AA1H2 

A-A1V4 
72W/S 
Display 
A-A3T2 
WScbl 
A-A3S2 

A-A3V4 

25 

20 

8 

5 

2 

25 

20 

8 

5 

2 

4177027 

4177036 
4177038 
4237136 
2597763 
8636624 

4177027 

4237136 
2597763 
2597431 

WS  adapter  card 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  cable  assembly 

WS  Adapter  card 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  cable  asm 

The  address  counter  value 
sent  to  an  IGC  work 
station  display  in 
extended  character  mode 
was  too  large. 

Twinax/IBM  cabling  system 
Run  network  analysis. 

0149 

A-A1H2 

40 

4177036 
4177038 
4237136 
2597763 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  work  station 
attachment  has  reported  an 
error,  but  the  error 
status  is  not  valid. 

0181 

Hdwre 

Magnetic  stripe  reader 
error. 

B06 


21 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0182 

Hdwre 

Device  type  error. 

0183 

Hdwre 

Wrong  size  display 
assemble. 

0184 

Hdwre 

Wrong  keyboard  ID. 

0185 

Hdwre 

Wrong  keyboard  specified. 

0186 

36W/S 
Display 
WScbl 
A-A1H2 

A-A1J2 

A-A1V4 

72W/S 

Display 

WS  cbl 

A-A3S2 

A-A3T2 
A-A3V4 

75 
8 
5 

5 
2 

75 
8 
5 

5 
2 

4177036 
4177038 
4237136 
2597763 
4177027 
8636624 

4237136 
2597763 
4177027 
2597431 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adopter  card 
WS  cable  assembly 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 
WS  cable  asm 

The  wori<  station  display 

indicated  that  a  magnetic 

stripe  reader  operation 

occurred  when  no  magnetic 

stripe  reader  was 

installed. 

Twinax/IBM  cabling  system 

22 


B07 


iknaHM^ 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0189 

36W/S 
Display 
WScbi 
A-A1H2 

A-A1J2 
A-A1V4 
72W/S 
Display 
WScbl 
A-A3S2 

A-A3T2 
A-A3V4 

75 
8 
5 

5 
2 

75 
8 
5 

5 
2 

4177036 
4177038 
4237136 
2597763 
4177027 
8636624 

4237136 
2597763 
4177027 
2597431 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 
WS  cable  assembly 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 
WS  cable  asm 

The  work  station  display 
indicated  that  a  magnetic 
stripe  reader  operation 
occurred  but  tio  data  was 
sent  to  the  work  station 
attachnnent. 
Twinax/IBM  cabling  system 

0190 

Display 

99 

The  work  station  display 
has  not  changed  the  even/ 
odd  tinne  out  bit  in  400 
milliseconds.  Indicated  a 
work  station  display 
error. 

0191 

Display 

99 

The  work  station  display 
can  not  complete  a  command 
in  460  milliseconds. 
Indicates  a  work  station 
display  failure. 

0200 

:.  W/S 

Printer 

WS  cbl 

A-A1J2 

A-A1V4 

72W/S 

Printer 

WScbl 

A-A3T2 

A-A3V4 

60 

30 

5 

4 

60 

30 

5 

4 

4177027 
8636624 

4177027 
2597431 

WS  adapter  card 
WS  cable  assembly 

WS  Adapter  card 
WS  cable  asm 

The  work  station  printer 
has  not  responded  to  a 
command  in  the  specified 
amount  of  time. 
Twinax/IBM  cabling  system 

B08 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0201 

36  W/S 

A-A1J2 

WScbl 

Printer 

A-A1V4 

72  W/S 

A-A3T2 

WS  cbl 

Printer 

A-A3V4 

Program 

50 

30 

16 

3 

50 

30 

16 

3 

4177027 

8636624 
4177027 

2597431 

WS  adapter  card 

WS  cable  assembly 
WS  Adapter  card 

WS  cable  asm 

Some  condition  is  cuasing 
the  twinax  driver  receiver 
to  fail  work  station. 

---   OR   -  — 

With  program  check  on-- 

Assign  failure  on  external 

DCB. 

Twinax/IBM  cabling  system 

0202 

Program 

Vi/ith  program  check  on-- 
Disk  error- -loading  file 
subsystem  transient. 

0203 

36  W/S 

Noise 

WS  cbl 

A-A1V4 

Printer 

A-A1J2 

72  W/S 

Noise 

WScbl 

A-A3T2 

Printer 

A-A3V4 

Program 

60 

30 

5 

3 

2 

60 

30 

2 

3 

5 

8636624 
4177027 

4177027 
2597431 

WS  cable  assembly 
WS  adapter  card 

V7S  Adapter  card 
WS  cable  asm 

A  parity  error  has  been 
detected  by  the  work 
station  attachment.  The 
most  probable  cause  is 
noise. 

---   OR  --- 
With  program  check  on- - 
Block  count  <  threshold  on 
assign  of  internal  DCB. 
Twinax/IBM  cabling  system 

24 
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B09 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0204 

36  W/S 

Noise 

WScbl 

Printer 

A-A1V4 

A-A1J2 

72  W/S 

Noise 

WScbl 

A-A3V4 

Printer 

A-A3T2 

Program 

60 

30 

4 

4 

2 

60 

30 

4 

4 

2 

8636624 
4177027 

2597431 
4177027 

WS  cable  assembly 
WS  adapter  card 

WS  cable  asm 
WS  Adapter  card 

A  parity  error  has  been 
detected  by  the  work 
station  printer.  The  most 
probable  cause  is  noise. 

---   OR   --- 
With  program  check  on-- 
Block  count  <  threshold  on 
free  of  external  DCB. 
Twina</IBf\/I  cabling  systehn 

0205 

Hdwre 
Program 

Work  station  not 

accessible. 

-..  OR  --- 

With  program  check  on-- 

DSC  register  stack 

underflow/overflow. 

0206 

36  W/S 

Printer 

A-A1J2 

WScbl 

A-A1V4 

72  W/S 

Printer 

A-A3V4 

WS  cbIm 

A-A3V4 

Program 

40 

20 

8 

2 

40 

20 

8 

2 

4177027 
8636624 

2597431 
2597431 

WS  adapter  card 
WS  cable  assembly 

WS  cable  asm 
WS  cable  asm 

A  byte  count  error  has 
been  detected  by  the  work 
station  attachment. 

---   OH   --- 

With  program  check  on-- 

lOB  found  in  DCB  not 

valid. 

Twinax/IBM  cabling  system 

BIO 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0207 

Hdwre 
Program 

Wrong  work  station 

responded. 

---   OR   --- 

With  program  check  on-- 

ATrt  error  from  DSC  --  data 

buffer  length  is  not 

valid. 

0208 

36W/S 

Printer 

A-A1J2 

A-A1V4 

WScbl 

72W/S 

Printer 

A-A3T2 

A-A3V4 

WScbl 

Program 

95 
2 
1 
1 

95 
2 
1 
1 

4177027 
8636624 

4177027 
2597431 

WS  adapter  card 
WS  cable  assembly 

WS  Adapter  card 
WS  cable  asm 

The  work  station  printer 
was  reset  at  the  wrong 
time. 

---   OR  --- 

With  program  check  on-- 

Buffer  address  in  buffer 

deallocation  in  the  DSC 

not  valid. 

Twinax/IBM  cabling  system 
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n 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0209 

36W/S 

Noise 

Printer 

A-A1J2 

WScbl 

A-A1V4 

72W/S 

Noise 

Printer 

A-A3T2 

WScbl 

A-A3V4 

Program 

40 

30 

20 

8 

2 

40 

30 

20 

8 

2 

4177027 
8636624 

4177027 
2597431 

WS  adapter  card 
WS  cable  assembly 

WS  Adapter  card 
WS  cable  asm 

The  work  station  printer 
did  not  respond  to  a 
command  from  the  work 
station  attachment.  Noise 
is  the  most  probat  a  cause 

---  OR  --- 

With  program  check  on-- 
No  buffer  space  for 
diskette  ERP  under  device- 
to-device. 
Twinex/IBM  cabling  system 

0211 

Hdwre 
Program 

Machine  check  -  5219/5224/ 

5225/4234/work  station 

printers. 

---   OR   -  — 

DMA  operation  time-out  for 

5553/5557  work  station 

printers. 

---   OR   -- 

With  program  check  on-- 

Device  ID  in  lOB  on  return 

from  DSC  not  valid. 

0212 

Hdwre 
Program 

__- — --"^ 

Machine  check  -  5219  work 

station  printers. 

-—   OR   --- 

With  program  chock  on-- 

SiO  logging  JOB  not  valid. 

0214 

Program 

With  program  check  on-- 
SMF  !0B  not  valid. 

BI2 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0220 

36W/S 
Noise 

40 

The  command  sent  to  the 
work  station  was  not  a 

1  W  KJ  1  ^*B 

Printer 
A-A1J2 

25 
20 

4177C27 

WS  adapter  card 

valid  command.   Noise  is 
most  probable  cause. 

WScbl 

8 

A-A1H2 

5 

4177036 
4177038 
4237136 
2597763 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

Twinax/IBM  cabling  system 

A-A1V4 

2 

8636624 

WS  cable  assembly 

72W/S 

Noise 

40 

Printer 

25 

A-A3T2 

20 

4177027 

WS  Adapter  card 

WScbl 

8 

A-A3S2 

5 

4237136 
2597763 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

A-A3V4 

2 

2597431 

WS  cable  asm 

0221 

36W/S 
Printer 
WScbl 
A-A1H2 

30 
8 
5 

4177036 

WSC  Base  card  16  KW 

The  work  station  printer 
has  reported  an  error. 
The  exception  status  is 
not  valid. 

4177038 

WSC  card  48  KW 

Twinax/IBM  cabling  system 

4237136 

WSC  cara  64  KW 

2597763 

WSC  card  64  KW 

A-A1J2 

5 

4177027 

WS  adapter  card 

A-A1V4 

2 

8636624 

WS  cable  assembly 

72  W/S 

Printer 

30 

WScbl 

8 

A'A3S2 

5 

4237136 
2597763 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

A-A3T2 

5 

4177027 

WS  Adapter  card 

A-A3V4 

2 

2597431 

WS  cable  asm 

28 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0222 

36W/S 

The  number  of  command 

A-A1H2 

35 

4177036 
4177038 

WSC  Base  card  16  KW 
WSC  card  48  KW 

bytes  sent  to  thy  work 
station  printer  was  too 
large. 

4237136 

WSC  card  64  KW 

2597763 

WSC  card  64  KW 

Twinax/IBM  cabling  system 

A-A1J2 

35 

4177027 

WS  adapter  card 

Printer 

20 

WScbl 

5 

A-A1V4 

1 

8636624 

WS  cable  assembly 

72W/S 

A-A3S2 

35 

4237136 
2597763 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

A-A3T2 

35 

4177027 

WS  Adapter  card 

Printer 

20 

WScbl 

5 

A-A3V4 

1 

2597431 

WS  cable  asm 

0223 

36W/S 

The  work  station  printer 

Printer 
WScbl 
A-A1H2 

50 
8 
5 

4177036 

WSC  Base  card  16  KW 

did  not  respond  to  an 
active  command  and  did  not 
report  a  parity  error. 

4177038 

WSC  card  48  KW 

Twinax/IBM  cabling  system 

4237136 

WSC  card  64  KW 

,    ■ 

2597763 

WSC  card  64  KW 

A-A1J2 

5 

4177027 

WS  adapter  card 

A-A1V4 

2 

8636624 

WS  cable  asisembly 

72W/S 

Printer 

50 

WScbl 

8 

A-A3S2 

5 

4237136 
2597763 

Ctrlr  cd  64KW 
Ctrlr  cd  64 KW 

A-A3T2 

5 

4177027 

WS  Adapter  card 

A-A3V4 

2 

2597431 

WS  cable  asm 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0224 

36W/S 

A  not  valid  activete 

Nois6 

40 

command  was  sent  to  the 

Printer 
A-A1J2 

25 
20 

4177027 

WS  adapter  card 

work  station  printer. 
Noise  IS  the  most  probable 
cause. 

WScbl 

8 

A-A1H2 

2 

4177036 
4177038 
4''?7136 
^-5J763 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

Twinax/IBM  cabling  system 

A-A1V4 

2 

8636624 

WS  cable  assembly 

72W/S 

Noise 

40 

Printer 

25 

A-A3T2 

20 

4177027 

WS  Adapte    card 

WScbl 

8 

A-A3S2 

2 

4237136 
2597763 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

A-A3V4 

2 

2597431 

WS  cable  asm 

0225 

36W/S 

The  work  station  printer 

Printer 
WScbl 

30 

B 

has  repoeted  an  error. 
Undefined  exception  status 

A-A1 H2 

5 

4177036 

WSC  Base  card  16  KW 

4177038 

WSC  card  48  KW 

Twinax/IBM  cabling  system 

4237136 

WSC  card  64  KW 

2597763 

WSC  card  64  KW 

A-A1J2 

5 

4177027 

WS  adapter  card 

♦ 

A-A1V4 

2 

8636624 

WS  cable  assembly 

72W/S 

Printer 

30 

WScbl 

8 

A-A3S2 

5 

4237136 
2597763 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

A-A3T2 

5 

4177027 

WS  Adapter  card 

A-A3V4 

2 

2597431 

WS  cable  asm 

30 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0226 

Printer 

99 

The  work  station  printer 
hiiS  reported  an 
unprintable  character. 
See  the  work  station 
printer  MIM. 

0228 

Printer 

99 

Printer  data  stream 
command  not  valid. 
See  the  work  station 
printer  MIM. 

0229 

Printer 

99 

Printer  data  stream 
parameter  not  valid. 
See  the  work  station 
printer  MIM. 

0230 

Printer 

99 

Printer  mechanism  not 

ready. 

See  the  work  station 

printer  MIM. 

0231 

Printer 

99 

Print  check. 

See  the  work  station 

printer  MIM. 

0232 

Printer 
Program 

99 

t 

The  work  station  printer 
has  reported  a  unit  error. 
See  the  work  station 
printer  MIM. 
---   OR  --- 
With  program  check  on-- 
OXREF  resident  table 
exceeded. 

BI6 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0233 

Printer 

m 

Program 

99 

Th«  work  station  printer 
has  reported  a  unit  error. 
Sea  the  work  station 
Drinter  MIM. 
...   OR   --- 
With  progrann  check  on-- 
Cannot  freo  this  library 
format- 1  --  has  active 
owners. 

0234 

Printer 

99 

The  work  station  printer 
has  reported  a  unit  error. 
See  the  work  station 
printer  MIM. 

0235 

Printer 
Program 

99 

The  work  station  printer 
has  reported  a  unit  error. 
See  the  work  station 
printer  MIM. 
...   OR   --- 
With  progrann  check  on-- 
Program  check  in 
termination  exit  routine. 

0236 

Printer 

99 

Print  check. 

See  the  work  station 

printer  MIM. 

0237 

Printer 

99 

Print  check. 

See  the  work  station 

printer  MIM. 

0238 

Printer 

99 

Print  check. 

See  the  work  station 

printer  MIM. 

32 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

St'RVICE  COMMENTS 

0239 

Printer 
Program 

99 

The  work  station  printer 

hetj  reported  a  unit  error. 

See  the  work  station 

printer  MIM. 

...   OR   --- 

With  program  check  on-- 

SSP  not  valid. 

0240 

Printer 
Program 

99 

The  work  station  printer 
has  reported  a  unit  error. 
See  the  work  station 
printer  MIM. 
---   OR   --- 
With  program  check  on-- 
Program  tried  to  cancel  e 
noncancelable  task. 

0241 

Printer 
Program 

99 

/ 

The  work  station  printer                 ) 

has  reported  a  unit  error. 

See  the  work  station 

printer  MIM. 

---   OR   --- 

With  program  check  on-- 

Disk  error  while 

condensii.g  the  system    '    '■  ■ 

library. 

0242 

Printer 
Program 

99 

The  work  station  printer 
has  reported  a  unit  error. 
See  the  work  station 
printer  MIM. 
—  OR  --- 
With  program  check  on-  - 
Deallocate  or  termination 
found  FSB  with  no  TUB. 

Bid 
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5360  System 

Reference 

Code  (SRC) 

The  SRCs  are  in  sequence  on  the  microfiche  cards.  Use  the  table  below  to 
determine  the  app-oximate  location  of  your  SRC  on  the  microfiche  cards. 


System  Reference  Code  Table 

SRC 

Dev'"" 

Card 

Row 

Frame 

0000 

Progrcm 

1 

A 

4 

0100 

Work  station 

1 

A 

17 

1000 

CSP/MSR/channel 

1 

C 

6 

1800  ' 

Comtnunications 

1 

E 

17 

1900 

21  ED  file 

2 

C 

9 

1A00 

10SR  file 

2 

D 

10 

IbOO 

3809 

4 

A 

10 

IdOO 

Diskette 

4 

B 

5 

1E00 

Printer 

4 

B 

9 

2000 

CSU,  misc. 

4 

B 

17 

AOOO 

Load 

4 

C 

18 

COOO 

Wrap  error 

4 

D 

5 

dOOO 

MS/CSIPL  load 

5 

B 

13 

EOOO 

CSP 

5 

C 

17 

91  Thru  FF 

Power  (2  character  codes) 

5 

E 

7 

M 
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How  to  Use  the  System 
Reference  Code  (SRC) 


•  The  customer  is  directed  by  the  Problem  Determination  (PD) 
Guide  and/or  System  Messages  Manual  to  gather  information, 
record,  and  report  the  SRC  when  placing  a  call  for  service. 

•  If  no  SRC  is  reported,  the  CSR  should  contact  the  customer  and 
determine  what  information  is  available  and  to  obtain  an  SRC. 
The  CSR  should  ensure  that  the  customer  has  run  PDP.  See 
Frame  A3  for  sources  of  SRCs.  SRCs  are  also  logged  in  ERAP. 

•  Look  up  the  SRC  on  the  microfiche  card  to  determine: 

-  Falling  feature  or  device. 

-  Probable  failing  FRUs  with  %  of  probability. 

-  FRU  part  numbers. 

-  Need  for  programming  support. 

-  References  to  the  maintenance  package. 

•  This  information  will  allow  the  CSR  to  determine  what  service 
action  is  required  and  what  FRUs  should  be  taken  on  the  service 
call. 
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•  TLq  customer  gets  the  SRC  from  one  of  the  three  sources  shown 
depending  on  the  type  of  problem. 

Example  1 

SRC  on  Console  Screen 


Example  2 
SRC  on  Panel 
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Example  3 
Power  Check 


■    °  °     §r.:: 

o 

O     O     O     O  o 

izif^ria    o  — - 


SJBBBB   eeee  8 

B 


_JlOOJOJ 

BBBB 
^-_-^^  Ej  BBBB 


; 


92    * 


1854 
(line  adapter  error) 


1084 
(main  store  write 
parity  check) 

\ 

xxxx 

System  Reference  Code 


(Protect  card  failure) 


(two  character  code) 
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SRC 

FRU 

Jo 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0000 

Program 

With  program  check  on 

Storage  dump  has  been 
requested. 

0001 

Program 

With  program  check  on 

Module  ID  not  found  in 
control  storage  library. 

'  0002 

Program 

With  program  check  on 

Attempt  to  relocate  a 
module  that  has  no  RLDs. 

0003 

Program 

With  program  check  on 

Control  storage  module 
link,  load  addrs  unequal. 

0004 

Program 

With  program  check  on 

Dump  requested  by  pressing 
stop  key. 

0005 

Program 

Withf  program  check  on 

Ouiesce  counter  has 
negative  value. 

0006 

Program 

With  program  check  on 

Priviliged  operation 
issued  in  nonprivileged 
mode. 

0007 

Program 

With  program  check  on 

Register  stack  underflow 
or  overflow. 

0008 

Program 

With  program  check  on — 
Address  translation  error 
logging  comm  line  data. 

0009 

/ 

Program 

•    •'  " 

/ 

With  program  check  on — 
Address  translation  error 
relocating  MS  module. 

0010 

Program 

With  program  check  on 

Disk  lOB  parameters  not 
valid. 

A04 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0011 

Program 

With  program  check  on 

Permanent  disk  read  error. 

0012 

Program 

With  program  check  on 

Dump  requested  because  of 
hardware  error. 

0013 

Program 

With  program  check  on 

Main  storage  program 
exception. 

0014 

Program 

With  program  check  on 

Main  storage  address 
access  by  MSP  not  valid. 

0015 

Program 

With  program  check  on 

Main  storage  op  code  not 
valid. 

0016 

Program 

With  program  check  on 

Storage  dump  has  been 
requested. 

0017 

Program 

With  program  check  on 

Address  translation  error 
during  load  SVC. 

0018 

Program 

With  program  check  on 

Error  stack  overflow. 

0020 

Program 

With  program  check  on 

Timer  queue  part  not  valid 

0021 

Program 

With  program  check  on 

Address  translation  error 
on  $TRB  parameter  list. 

0022 

Program 

h. 

With  program  check  on 

System  date  flag  found  in 
Syscom  not  valid. 

0023 

Program 

With  program  check  on 

Nonprivileged  program 
issued  timer  load  request. 

M 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0024 

Program 

With  program  check  on 

Type  specified  with  timer 
request  not  valid. 

0025 

Program 

With  program  check  on 

Nonprivileged  pgm  issued 
mulitplewait  timer  req. 

0026 

Program 

With  program  check  on 

ITYPE  specified  with  timer 
request  not  valid. 

0027 

Program 

With  program  check  on 

Negative  time  value 
specified  with  timer 
request. 

0028 

Program 

With  program  check  on 

Inline  parm  specified  with 
timer  request  not  valid. 

0029 

Program 

With  program  chjck  on 

Timer  ID  from  $SIT  or  $RIT 
not  valid. 

0030 

Program 

With  program  check  on 

Disk  error  during 
translated  assign  recovery 

0031 

Program 

With  program  check  on — 
Permanent  diskette  error 
during  IPL  from  diskette. 

oor? 

Program 

With  program  check  on 

Address  translation  error 
moving  main  storage  pgm. 

0033 

Program 

• 

With  program  check  on — 
Disk  error--unrecoverable 
disk  operation. 

0034 

Program 

With  program  check  on — 
Disk  error — unrecoverable 
hardware  error. 

A06 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0035 

Program 

With  program  check  on 

D'sk  error- -unrecoverable 
or  sector  not  "alid. 

0038 

Program 

Wi<:h  program  check  on 

Dif.k  error --no  alternative 
sectors  available. 

0037 

Program 

With  program  check  on 

Error  TB  address  is  not 
valid. 

0038 

Program 

With  program  check  on 

Disk  error- -data  accessed 
may  not  be  valid. 

0040 

Hdwre 
Program 

• 

Data  set  ready  line 

inactive. 

___   OR   --- 

With  program  check  on 

Branch  to  a  relocatable  CS 
module  that  is  not  loaded. 

0041 

Hdwre 
Program 

Idle  detected. 
---  OR  --- 

With  program  check  on 

•System  is  in  a  wait  or 
infinite  loop. 

0042 

Hdwre 

Receive  clock  failed. 

0043 

Hdwre 

Data  set  ready  line  elective 
(switched  only). 

0041 

Hdwre 
Program 

■•'  / 

,.     ■•      '/ 

30  second  time  out 

(switched  only). 

-—  OR  --- 

With  program  cneck  on — 

Program  is  larger  than 

main  storage  user  area. 

itM 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0045 

Hdwre 
Program 

Data  set  will  not  activate 

(X.25  only). 

---   OR   --- 

With  program  check  on  — 

Task  already  in  abnormal 

termination. 

0048 

Hdwre 

•• 

Program 

Frame  rt;ect  received 
iX.25  only). 
---   OR   --- 

With  program  check  on 

Error  ACE  is  the  dump  ACE. 

0047 

Hdwre 
Program 

f 

DM /Disc  received 
(X.25  only). 
---   OR  --•• 

With  program  check  on 

Main  storage  2K  segment 
error. 

0048 

Program 

With  program  check  on — 
Tape  lOB  parameters  not 
valid. 

0049 

Program 

With  program  check  on 

Device-to-device  lOB 
parameter  not  valid. 

0050 

Hdwre 
Program 

Clear  to  send  error. 
---   OR  --- 

With  program  check  on 

Disk  error--loading 
control  storage  module. 

00&1 

Hdwre 

Transmit  clock  failed. 

0052 

Hdwre 
Program 

.'           '             •■  ■<''  / 

Transmit  hardware  error. 
---   OR   --- 

With  program  check  on — 
Assign  SVC  or  free  SVC 
parameters  not  valid. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0053 

Hdwre 
Program 

T1  timer  retry  count 

expired  (X.25  only). 

---   OR   --- 

With  program  check  on — 

Disk  error--loading 

control  storage  transient. 

0054 

Program 

Wi^th  program  check  on 

Sector  address  calculated 
on  task  work  area  request 
not  valid. 

0055 

Program 

With  program  check  on 

Nonprivileged  pgm 
accessing  privileged 
transient. 

0056 

Program 

With  program  check  on 

Dump  requested  by  SETDUMP 
utility. 

0058 

Program 

With  program  check  on 

I/O  device  address  in  a 
work  station  lOB  not 
valid. 

0059 

Program 

* 

V 

With  program  check  on 

Permanent  work  station 
error  during  MSIPL. 

A09 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0060 

RemWSC 
Program 

> 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

(SDLC  only)  Counts  the 

test  frames  received  from 

the  host  system  with  CRC 

errors  during  a  link  test. 

...   OR   --- 

(X.2b  only)  Counts  all  the 

"receive  not  ready" 

commands  sent  to  the  host 

system. 

---   OR   --- 

With  program  check  on 

Permanent  assign  failure. 

0061 

RemWSC 
Program 

•     • 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

(SDLC  only)  Counts  the 

test  frames  received  from 

the  host  svstem  without 

CRC  errors  during  a  link 

tef 

—  -   OR  --- 

(X.25  only)  Counts  all  the 

"receive  not  ready" 

commands  sent  to  the  host 

system. 

---   OR   --- 

With  program  check  on--- 

Emulation  instruction  not 

valid. 

AlO 
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SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


0062 


RemWSC 


Program 


Appears  in  ERAP  table  for 

remote  work  station 

controller. 

Counts  the  underrun 

conditions  found  by  the 

communications  adapter. 

---    OR   --- 

With  program  check  on — 

MCR  lOB  parameter  not 

valid. 


0063 


RemWSC 


Program 


Appears  in  ERAP  table  for 

remote  work  station 

controller. 

Counts  the  overrun 

conditions  found  by  the 

communications  adapter. 

---  OR  --- 

With  program  check  on 

MCR  lOB  address  must  be  a 
real  address. 


0064 


RemWSC 


Program 


Appears  in  ERAP  table  for 

remote  work  station 

Controller. 

Counts  the  loss  of  the 

"receive  line  signal 

detect"  signal  during  a 

receive  operation. 

---  OR  --- 

With  program  check  on — 

ATR  load  error  on  MCR  lOB 

da; J  buffer  address. 


8 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0065 

RemWSC 
Program 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

Counts  the  loss  of  the 

"clear  to  send'   line 

during  a  transmit 

operation. 

...  on  -— 

With  program  check  on 

ATR  load  error  on  logging 
MCR  data. 

0066 

RemWSC 
Program 

% 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

Counts  the  loss  of  the 

"data  set  ready"  line 

during  a  transmit  or 

receive  operation. 

...   OR  --- 

With  program  check  on — 

MCR  ERB  not  found. 

0067 

RemWSC 
Program 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

Counts  the  loss  of  the 

"reject"  commands  sent 

by  the  work  station 

controller. 

...   OR   -  — 

With  program  check  on — 

Disk  error  during  MCR 

controller  load. 

AI2 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0068 

RemWSC 
Program 

» 

Appears  in  ERAP  table  for 
remote  work  station 
controller. 

Counts  the  frame  or  groups 
of  frames  that  must  be 
transmitted  again  by  the 
work  station  controller  to 
the  host  system  because 
the  host  system  did  not 
receive  them  correctly. 
---  OR   --- 

With  program  check  on 

Program  exceeds  MAPMAX 
value. 

0069 

RemWSC 
Program 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

Counts  the  frames  that 

were  received  that  have 

a  CRC  error. 

---  OR  — - 

With  program  check  on 

Storage  management  failure 

006A 

RemWSC 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

Counts  the  number  of  times 

an  abort  is  received  by 

the  work  station 

controller. 

006b 

RemWSC 

/ 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

Counts  the  detected 

failures  of  the  XLCA 

communications  card. 

10 


AI3 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

006C 

RemWSC 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

Counts  the  number  of  times 

the  T1  counter  expires. 

006d 

RemWSC 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

PDU  retransmission  (X.25 

with  ELLC). 

006E 

RemWSC 

Appears  in  ERAP  table  for 

remote  work  station 

controller. 

Counts  the  number  of 

information  frames 

transmitted. 

006F 

RemWSC 

Appsars  in  ERAP  table  for 

remote  work  station 

controiief. 

Counts  the  number  of 

valid  information  frames 

received. 

0070 

Hdwre 
Program 

Remote  cluster  feature 

hardware  error. 

---   OR   --- 

With  program  check  on-- 

Diskette  sector  address 

not  valid. 

0071 

Program 

.'  .' 

/   •■■ 

With  program  check  on-- 
Emulation  address  not 
valid. 

AI4 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0072 

Hdwre 
Program 

> 

Remote  cluster  feature 

overrun. 

...   OR   ---- 

With  program  check  on-- 

Read  DSC  storage  lOB 

parameter  not  valid. 

0073 

Hd*     e 

Remote  cluster  feature 
write  error. 

0075 

Program 

With  program  check  on-- 
Disk  error- -no  disk 
recovery  block  found. 

0079 

Program 

With  program  check  on-- 
SVC  requested  not  valid. 

0080 

Program 

• 

With  program  check  on-- 
Translated  lOB  not  valid- - 
not  mapped  or  not 
permitted. 

0081 

Program 

With  program  check  on-- 
Translated  buffer  not 
valid  --  not  aligned  or 
not  mapped. 

0082 

Program 

/ 

With  program  check  on-- 
Translated  parameter  list 
not  valid- -not  mapped. 

0083 

Program 

With  program  check  on-- 
SVC  map  parameter  list  is 
in  error. 

0084 

Program 

'  * 

With  program  check  on-- 
Zero  quick- lock  address 
passed. 

0085 

Program 

With  program  check  on-- 
Communication  lOB  has 
header  length  which  is  not 
valid. 

12 
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1 
SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0086 

Program 

With  program  check  on-- 
Post  of  communication  ERB 
not  valid. 

0087 

Program 

With  program  check  on-- 
XASGN  request  not  valid. 

0088 

Program 

With  program  check  on-- 
XFREE  request  not  valid. 

0089 

Program 

With  program  check  on-- 
CSP  main  storage  program 
exception. 

0090 

Program 

With  program  check  on-- 
CSP  main  storage  program 
exception. 

0092 

Program 

With  program  check  on-- 
1/0  buffer  is  aligned  on 
an  odd  byte  boundry. 

009^ 

Program 

L 

With  program  check  on-- 
Control  storage  address 
not  valid. 

0094 

Program 

;  ' 

With  program  check  on-- 
Control  storage  program 
timed  out  while  looping. 

0095 

Program 

With  program  check  on-- 
Wild  branch  taken  by  a 
control  storage  program. 

0096 

Program 

_i 

/''            .'  .                          /'         .' 

With  program  check  on-- 
Power  off  command  not 
valid. 

0097 

Program 

With  program  check  on-- 
Task  work  area  deallocate 
request  not  valid. 

AI6 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICF  COMMEfJTS 

0098 

Hdwre 

m 

Program 

Undefined  remote  haidware 

error. 

---  OR  --- 

With  program  check  on-- 

No?  enough  task  work 

area  reserved. 

0100 

36  W/S 

Display 

WScbl 

A-A1J2 

A-A1V4 

72  W/S 

Display 

WScbl 

A-A3T2 

A-A3V4 

60 

30 

5 

4 

60 

30 

5 

4 

4177027 
8636624 

4177027 
2597431 

WS  adapter  card 
WS  cable  assembly 

WS  Adapter  card 
WS  cable  asm 

The  woik  station  display 

has  not  responded  to  a 

command  in  the  specified 

amount  of  time  (127  micro 

seconds). 

Twinax/IBM  cabling  system 

Run  network  analysic. 

0101 

36  W/S 

A-A1J2 

WScbl 

Display 

A-A1V4 

72  W/S 

A-A3T2 

WS  cbl 

Display 

A-A3V4 

Program 

50 

30 

16 

3 

50 

30 

16 

3 

4177027 

8636624 
4177027 

2597431 

WS  adapter  card 

WS  cable  assembly 

« 

WS  Adapter  card 
WS  cable  asm 

Some  condition  is  causing 
the  twin-axial  driver/ 
receiver  to  fail. 

---  OR  --- 

With  program  check  on-- 

Device  unit  block  has  a 

device  ID  which  is  not 

valid. 

Twinax/IBM  cabling  system 

Run  network  analysis. 

01 02 

Program 

/ 

With  program  check  on-- 
$NUPD  was  called  for  an 
unsupported  function. 

-^ 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

0103 

36  W/S 

A  parity  error  has  been 

Noise 

60 

detected  by  the  work 

WScbl 

JO 

station  attachment.  The 
most  probable  cause  is 

A-A1V4 

5 

8636624 

WS  cable  assembly 

noise. 

Display 

3 

A-A1J2 

2 

4177027 

WS  adapter  card 

Twinax/IBM  cabling  system 

. 

Run  network  analysis. 

72  W/S 

Noise 

WScbl 

60 
30 

A-A3V4 

5 

2597431 

WS  cable  asm 

Display 

3 

A-A3T2 

2 

4177027 

WS  Adapter  card 

0104 

36  W/S 

A  parity  error  has  been 

Noise 

60 

detected  by  the  work 
station  attachment.  The 

WScbl 

30 

most  probable  cause  is 

Display 

4 

noise. 

A-A1V4 

4 

8636624 

WS  cable  assembly 

A-A1J2 

2 

4177027 

WS  adapter  card 

Twinax/IBM  cabling  system 

. 

Run  network  analysis. 

72  W/S 

Noise 

60 

WScbl 

30 

Display 

4 

A  A3V4 

4 

2597431 

WS  cable  asm 

A-A3T2 

2 

4177027 

WS  Adapter  card 

0105 

Hdwre 

Work  station  not 

accessible. 

---   OR  --- 

With  program  check  on-- 

Program 

POSTI  failure  of  a  task. 

AI8 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SEFiVICE  COMMENTS 

1A1A 

Drive  A 

Permanent  error  occurred. 

1F-A1C2 

43 

1615631 
1615631 

Data  Converter  card 
Data  Converter  card 

Error  was  one  of  the 

following: 

•  Data  Unsafe 

1615339 

Data  Converter  card 

1F-A1B2 

42 

1615583 

Access  Control  card 

-  Write  and  not  ready 

1F-A1D2 

1 

5311834 

Servo  card  10SR 

both  active 

5811890 

Servo  card  10SR 

-  Write  not  active  and 

1F-A1E2 

1 

1615367 
1615508 

Servo  card  10SR 
cable 

AE  unsafe  with  an 

AE  selected 

•  Servo  Interrupt 

1F-A1E5 

1 

1615509 

cable 

-  (Not)  Power  Good 

1F-W1B1 

1 

2439838 

Data  channel  card 

-  Disk  speed  /  VCO  check 

1F-HDA 
Drive  B 

1 

1615600 

Head  Disk  asm  10SR 

(See  MIM  97-518) 

!lG-A1C2 

43 

1615631 

Data  Converter  card 

1615632 

Data  Converter  card 

1615339 

Data  Converter  card 

1G-A1B2 

42 

1615583 

Access  Control  card 

1G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

1G-A1E2 

1 

1615508 

cable 

1G-A1E5 

1 

1615509 

cable 

1G-W1B1 

1 

2439838 

Data  channel  card 

1G-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  C 

2F-A1C2 

43 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

2F-A1B2 

42 

1615583 

Access  Control  card 

2F-A1 D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

2F-A1 E2 

1 

1615508 

cable 

2F-A1 E5 

1 

1615509 

cable 

2F-W1B1 

1 

2439838 

Data  channel  card 

2F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  D 

2G-A1C2 

43 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

2G-A1B2 

42 

1615583 

Access  Control  card 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAlb 

Drive  A 

Permanent  error  occurred. 

1F-A1D2 

34 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 

Error  was  one  of  the 
following: 

1615367 

Servo  card  10SR 

1F-A1B2 

28 

1615583 

Access  Control  card 

•  Sector  Check 

1F-A1C2 

26 

1615631 

Davu  Converter  card 

'  Disk  Write  Data  Check 

1 F-W1 B1 

1 

1615631 
1615339 
2439838 

Data  Converter  card 
Data  Converter  card 
Data  channel  card 

•  Servo  Interrupt 

-  Servo  off  track 

-  Unexpected  guard  band 

-  Seek  time-out 

1F-A1b5 

1 

1615509 

cable 

-  PLO  out  of  sync 

IF  HDA 

1 

1615600 

Head  Disk  asm  10SR 

1F-VCM 
Drive  B 
1G-A1D2 

1 
34 

5811836 
5811834 

VCM  Drive  assembly 
Servo  card  10SR 

See  MIM  97-5C8/97-5I8  for 
additional  information  on 
these  errors. 
HDA"  -  Head/Disk  Asm 

5811890 

Servo  card  10SR 

"VCM"  -  VCM  Driver  Asm 

1615367 

Servo  card  10SR 

1G-A1B2 

28 

1615583 

Access  Control  card 

1G-A1C2 

26 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

1G-W1B1 

1 

2439838 

Data  channel  card 

1G  A1E5 

1 

1615509 

cable 

1G-HDA 

1 

1615600 

Head  Disk  asm  10SR 

1G-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  C 

2F-A1 D2 

34 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  lOfR 
Servo  card  10SH 

2F-A1B2 

28 

1615583 

Access  Control  card 

2F-A1C2 

26 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

2F-W1B1 

1 

2439838 

Data  channel  card 

2F-A1E5 

1 

1615509 

cnble 

2F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

2F-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  D 

2G-A1D2 

34 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

2G-A1B2 

28 

1615583 

Access  Control  card 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A1C 

Drive  A 

Permanent  error  occurred. 

1F-A1C2 

45 

1615631 
1615631 

Data  Converter  card 
Data  Converter  card 

Error  was  one  of  the 

following: 

•  Disk  Format  Check 

1615339 

Data  Converter  card 

1F-HDA 

16 

1615600 

Head  Disk  asm  10SR 

*  Data  Unsafe 

1 F- A1 E2 

15 

1615508 

cable 

-  AE  unsafe  without 

1F-A1A3 

A-A2C2 

1F-A1B2 

12 
1 
1 

8636632 
2437374 
1615583 

cable 

adapter  A  card  10SR 

Access  Control  card 

an  AE  selected 

See  MIM  97-508/97-518  for 
additional  information  on 
these  errors. 

1F-W1B1 

1 

2439838 

Data  channel  card 

Drive  B 

■HDA"  -  Head/disk  Asm 

1G-A1C2 

45 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

1G-HDA 

16 

1615600 

Head  Disk  asm  10SR 

1G-A1E2 

15 

1615508 

cable 

1G-A1A3 

12 

8636632 

cable 

A  A2D2 

1 

2437374 

adapter  B  card  10SR 

1G-A1B2 

1 

1615583 

Access  Control  card 

1G-W1B1 

1 

2439838 

Data  channel  card 

Drive  C 

• 

2F-A1C2 

45 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

2F-HDA 

16 

1615600 

Head  Disk  asm  10SR 

2F-A1E2 

15 

1615508 

cable 

2F-A1A3 

12 

8636632 

cable 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

2F-A1B2 

1 

1615583 

Access  Control  card 

2F-W1B1 

1 

2439838 

Data  channel  card 

Drive  D 

2G-A1C2 

45 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

2G-HDA 

16 

1615600 

Head  Disk  asm  10SR 

2G-A1E2 

15 

1615508 

cable 

2G-A1A3 

12 

8636632 

cable 

A-A2D4 

1 

2437374 

adapter  D  card  10SR 

2G-A1B2 

1 

1615583 

Access  Control  card 

2G-W1B1 

1 

2439838 

Data  channel  card 
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% 


P/N 


r-RU  DESCRIPTION 


SERVICE  COMMENTS 


1A1F 


Drive  A 

Media 

1F-A1C2 


1F-A1B2 

1F-HDA 

1F-A1E2 

1F-W1B1 

A-A2C2 

1 F-A1 D2 


1F-A1A3 
Drive  B 
Media 
1G-A1C2 


1G-A1B2 

1G-HDA 

':G-A1E2 

1G-W1B1 

A  A2D2 

1G-A1D2 


1G-A1A3 
Drive  C 
Media 
2F-A1C2 


2F-A1B2 

2F-HDA 

2F-A1E2 

2F-W1B1 

A-A2C4 

2F-A1 D2 


30 
20 


10 
1 
1 
1 
1 
1 


1 

30 
20 


10 
1 
1 
1 
1 
1 


1 

30 
20 


10 
1 
1 
1 
1 
1 


1615631 
1615631 
1615339 
1615583 
1615600 
1615508 
2439838 
2437374 
5811834 
5811890 
1615367 
8636632 


1615631 
161563? 
1615039 
1615583 
1615600 
1615508 
2439838 
2437374 
5811834 
5811890 
1615367 
8636632 


1615631 
1615632 
1615339 
1615583 
1615600 
1615508 
2439838 
2437374 
5811834 
5811890 
1615367 


Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR 
cable 

Data  channel  card 
adapter  A  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
cable 


Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR 
cable 

Data  channel  card 
adapter  B  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
cable 


Data  Conver'Ler  card 
Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR 
cable 

Data  channel  card 
adapter  C  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 


Permanent  error  occurred. 

Error  was  one  of  the 

following: 

"  Sync  Not  Found  Check 

"  CRC/ECC  Check 

*  No  Record  Found  Check 


See  MIM  97-508  for 
additional  information  on 
these  errors. 

"HDA"  -  Head/Disk  Asm 
"Media"  -  Bad  data 

Corrective  Action; 

Run  Analysis  (MiM  01  -730) 

to  check  for  bad  s»ictor  ID 

or  bad  data  written  on  the 

HDA. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A20 

Drive  A 

Permanent  error  occur --ed. 

A-A2E2 

56 

2462228 

Data  stor  adapter  1  cd 

A-A2C2 

43 

2437374 

adapter  A  card  10SR 

Drive  B 

A-A2E2 

56 

2462228 

Data  stor  adapter  1  cd 

A-A2D2 

4? 

2437374 

adapter  B  card  10SR 

Drive  C 

A-A2E2 

56 

2462228 

Data  stor  adapter  1  cd 

A-A2C4 

43 

2437374 

adapter  C  card  10SR 

Drive  D 

A-A2E2 

56 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

43 

2437374 

adapter  D  card  10SR 

1A21 

A-A2E2 

2462228 

Data  stor  adapter  1  cd 

Permanent  error  occurred. 

1A22 

Drive  A 

Permanent  error  occurred. 

A-A2E2 
A-A2C2 

49 
37 

2462228 
2437374 

Data  stor  adapter  1  cd 
adapter  A  card  10SR 

DnveA  F-XXXX  card 
locations  are  actually 

F-A1 B2 

10 

2439875 

Access  Control  card 

1  F-XXXX, 

F-A1A3 

1 

8636632 

cable 

Drives  G-XXXX  card 

Drive  B 

locations  are  actually 

A-A2E2 

49 

2462228 

Data  stor  adapter  1  cd 

1G-XXXX. 

A-A2D2 

3/ 

2437374 

adapter  B  card  10SR 

G-A1B2 

10 

2439875 

Access  Control  card 

Drive  C   F-XXXX  card 

G-A1A3 

1 

8636632 

cable 

locations  are  actually 

Drive  C 

2F-XXXX. 

A-A2E2 

49 

2462228 

Data  stor  adapter  1  cd 

A-A2C4 

37 

2437374 

adapter  C  card  10SR 

Dnve  D  G-XXXX  card 

F-A1B2 

10 

2439875 

Access  Control  card 

locations  are  actually 

F-A1A3 

1 

8636632 

cable 

2G-XXXX. 

Drive  D 

A-A2E2 

49 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

37 

2437374 

adapter  D  crrd  10SR 

G-A1B2 

10 

2439875 

Access  Control  card 

• 

G-A1A3 

1 

8636632 

cable 
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■  V 

\ 
FRU  DtsSCRIPTION 

SERVICE  COMMENTS 

1A24 

Drive  A 

Permanent  error  occurreci. 

A-A2E2 

60 

2462228 

Data  stor  adapter  1  c* 

A-A2C2 
F-A1C2 

32 
1 

2437374 
1615631 

adapter  A  card  10SR 
Data  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 

1615632 

Data  Converter  card 

1  F-XXXX. 

1615639 

Data  Converter  card 

F-A1A3 

Channel 

F-A1B2 

1 
1 
1 

8636632 
2439875 

cable 

Access  Control  card 

Drive  B   G-XXXX  card 
locations  are  actually 
1G-XXXX. 

Drive  B 

A  A2E2 

60 

2462228 

Data  stor  adapter  1  cd 

A-A2D2 
G-A1C2 

32 
1 

2437374 
1615631 
1615632 
1615339 

adapter  B  card  10SR 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1A3 

1 

8636632 

cabie 

Channel 

1 

G-A1B2 

1 

2439875 

Access  Control  card 

Drive  D   G-XXXX  card 

Drive  C 

locations  are  actually 

A-A2E2 

60 

2462228 

Data  stor  adapter  1  cd 

2G-XXXX. 

A-A2C4 

32 

2437374 

adapter  C  card  10SR 

F-A1C2 

1 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1A3 

1 

8636632 

cable 

Channel 

1 

F-A1 B2 

1 

2439875 

Access  Control  card 

Drive  D 

A-A2E2 

60 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

32 

2437374 

adapter  D  card  10SR 

G-A1C2 

1 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G'A1A3 

1 

8636632 

cable 

Channel 

1 

i 

G-A1B2 

1 

2439875 

Access  Control  card 
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SRC 

FRU 

1 

% 

P/N 

FRU  DESCRlPTIOrsI 

SERVICE  COMMENTS 

1A25 

Drive  A 

Permanent  error  occurred 

f^-fklEl 

48 

2462228 

Daia  stor  adapter  1  cd 

Error  was  one  of  the 

following: 

•  Cycle  Steal  Address 

Check 

fK-MCl 

42 

2437374 

adapter  A  card  10SR 

A-A2J2 

10 

4237136 

Data  stor  ctr!  card 

2597763 

Data  stor  Ctrl  card 

•  Command  Parity  Check 

2597727 

DS  Pass-Thru  card 

•  Cycle  Steal  Parity 

Drive  B 

Check 

A-A2E2 

48 

2462228 

Data  stor  adapter  1  cd 

•  DSA  Buffer  Wnte  Check 

*  Interface  Time-out 

A-A2D2 

42 

2437374 

adapter  B  card  1CSR 

•  DSA  Data  Bus  Parity 

fK'l^lJl 

10 

4237136 

Data  stor  ctrl  card 

Check 

2597763 

Data  stor  Ctrl  card 

*  Data  Cycle  Underrun 

2597727 

DS  Pass-Thru  card 

Check 

•  Data  Cycle  Overrun 

Check 

Drive  C 

*  Command  Cycle  Parity 

A-A2E2 

48 

2462228 

Data  sto!  adapter  1  cd 

Check 

A-APC4 

42 

2437374 

adapter  C  card  10SR 

See  MIM  97-508  for 

A-A2J2 

10 

4237136 

Data  stor  ctrl  card 

additional  information  on 

2597763 

Data  stor  ctrl  card 

these  errors. 

2597727 

DS  Pass-Thru  card 

Drive  D 

A-A2E2 

48 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

42 

2437374 

adapter  D  card  10SR 

A-A2J2 

10 

4237136 
2597763 
2597727 

Data  stor  ctrl  card 
Data  stor  ctrl  card 
DS  Pass-Thru  card 
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E07 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A26 

Drive  A 

Permanent  error  occurred. 

1F-A1B2 

34 

6493738 

Access  Control  carti 

A-A2C2 

22 

2437374 

adapter  A  card  10SR 

Error  was  one  of  the 

following: 

*  Data  Overrun  Check 

1F-A1A4 

16 

8636632 

cable 

1F-A1A5 

16 

1615662 

Terminator  card 

•  Command  Error 

1F-A1C2 

5 

6493724 

Data  Converte;  card 

*  Command  Reject 

1F-A1A3 

4 
1 

6493735 
3636632 
2462228 

Data  Converter  card 

cable 

Data  sto    adapter  1  cd 

*  Device  Busy 

*  Disk  Not  Ready 

*  Cable  Continuity  Error 

*  Disk  Access  Time-out 

*  No  Control  Sample 

Drive  B 

Received 

1G-A1B2 
A-A2D2 

34 
22 

6493738 
2437374 

Access  Control  card 
adapter  B  Ccird  10SR 

•  Disk  Sense  Parity  Check 

•  Disk  Interrupt  Check 

•  Servo  Interrupt 
-  Guard  band  2 

1G-A1A4 

16 

8636632 

cable 

1G-A1A5 

16 

1615662 

Terminator  card 

See  MIM  97-508/97-518  for 

1G-A1C2 

5 

6493724 

Data  Converter  card 

additional  information  on 

6493735 

Data  Converter  card 

these  errors. 

1G-A1A3 

4 

8636632 

cable 

1^-M.El 

1 

2462228 

Data  stor  adapter  1  cd 

Drive  C 

- 

2F-A1«2 

34 

6493738 

Access  Control  card 

A-A2C4 

22 

2437374 

adaptei  C  card  10SR 

. 

2F-A1A4 

16 

8636632 

cable 

2F-A1A5 

16 

1615662 

Terminator  card 

2F-A1C2 

5 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2F  A1A3 

4 

8636632 

cable 

A  A2Fi2 

1 

2462228 

Data  stor  adapter  1  cd 

Drive  D 

ZG-A1 B2 

34 

6493738 

Access  Control  card 

A-A2D4 

22 

2437374 

adapter  D  card  10SR 

2G-A1A4 

16 

8636632 

cable 

2G-A1A5 

16 

1615662 

Terminator  card 

2G-A1C2 

5 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2G-A1A3 

4 

8636632 

cable 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

£08 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A27 

Drive  A 

Permanent  error  occurred. 

1F-A1C2 

46 

6493724 

Data  Converter  card 

6493735 

Data  Converter  card 

Error  was  one  of  the 

following: 

•  Datd  Unsafe 

A-A2C2 

21 

2437374 

adapter  A  card  10SR 

1F-A1A3 

21 

8636632 

cable 

-  Write  and  servo  off 

1F-A1B2 

12 

6493738 

Access  Control  card 

track 

1F-A1D2 

1 

6493726 

Servo  card  10SR-2 

-  Write  active  and  not 

6493737 

Servo  card  10Sn-2 

in  data  field 

-  Write  and  read  both 
active 

-  Write  active  and 

Drive  B 

AE  select  error 

1G-A1C2 

46 

6493724 

Data  Converter  caid 

-  Write  active  and 

6493735 

Data  Converter  card 

AE  Unsafe 

(See  MIM  97-518) 

A-A2D2 

21 

2437374 

adapter  B  card  10SR 

1G-A1A3 

21 

8636632 

cable 

1G-A1B2 

12 

6493738 

Access  Control  card 

1G-A1D2 

1 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

Drive  C 

2F-A1C2 

46 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

A-A2C4 

21 

2437374 

adapter  C  card  10SR 

2F-A1A3 

21 

8636632 

cable 

2F-A1B2 

12 

6493738 

Access  Control  card 

2F-A1D2 

1 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

Drive  D 

2G-A1C2 

46 

6493724 
6493735 

Data  Converter  card 
Data  Converte  -  card 

A-A2D4 

21 

2437374 

adapter  D  card  10SR 

2G-A1A3 

21 

8636632 

cable 

2G-A1B2 

12 

6493738 

Access  Control  card 

2G-A1D2 

1 

6493726 
6493737 

Servo  caid  10;5R-2 
Servo  card  10:3R-2 
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E09 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A29 

Drive  A 

Permanent  error  occurred. 

1F-A1B2 
1F-A1C2 

30 
27 

6493738 
6493724 
6493735 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 

Error  detected  wa?;: 

•  Unseated  card  or  cable 

1F-A1D2 

5 

6493726 

Servo  card  10SR-2 

Corrective  Action;                             \ 

6493737 

Servo  card  10SR-2 

Reseat  all  10SR  CSA  cards 

1F-A1E2 

5 

1615508 

cable 

and  cables 

1F-A1E5 
1F-W1B1 

5 
5 

1615509 
6493732 

cable 

Data  channel  card 

■HDA"  -  Head ''Disk  Asm 

1F-HDA 

5 

6493600 

Head  Disk  asm  10SR-2 

A-A2C2 

1 

2437374 

adapter  A  card  10SR 

A-A2E2 

1 

246222a 

Dat^  stor  adapter  1  cd 

» 

Drive  B 

1G-A1B2 

30 

6493738 

Access  Control  card 

1G-A1C2 

27 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

1G-A1D2 

5 

6493726 
6493737 

Servo  card  10SR  2 
Servo  card  lOSR  2 

1G-A1E2 

5 

1615508 

cable 

1G-AiE5 

5 

1615509 

cable 

1G-W1B1 

5 

6493732 

Data  channel  card 

1G-HDA 

5 

6493600 

Head  Disk  asm  10SR-2 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

A-A2E2 

1 

2462228 

Dati  stor  adapter  1  cd 

Drive  C 

2F-A1B2 

30 

6493738 

Access  Control  card 

2F~A1C2 

27 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2F-A1 D2 

5 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

2F-A1E2 

5 

1615508 

cable 

2F-A1E5 

5 

1615509 

cable 

2F-W1B1 

5 

6403732 

Data  channel  card 

2F-HDA 

5 

6493600 

Head  Disk  asm  10SR-2 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

A-A2E2 

2462228 

Data  stor  adapter  1  cd 

Drive  D 

2G-A1B2 

30 

6493738 

Access  Control  card 

2G-A1C2 

27 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2G  A1 D2 

5 

6493726 

Servo  cnrd  10SR-2 

I  i 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A2A 

Drive  A 

Permanent  error  occurred. 

1F-A1C2 

43 

6493724 

Data  Converter  card 

1F-A1B2 

42 

6493735 
6493738 

Data  Converter  card 
Access  Control  card 

Error  was  one  of  the 

following: 

•  Data  Uns'ife 

1F-A1D2 

1 

6493726 

Servo  card  10SR-2 

-  Write  and  not  ready 

6493737 

Servo  card  10SR  2 

botfi  active 

1F-A1E2 
1F-A1E5 
1 F-VV1 B1 

1 
1 
1 

1615508 
1615509 
6493732 

cable 
cable 
Data  channel  card 

-  Write  not  active  and 
AE  unsafe  with  an 
AE  selected 
•  Servo  Interrupt 

1F-HDA 

1 

6493600 

Head  Disk  asm  10SR-2 

-  (Not)  Power  Good 

Drive  B 

-  Disk  speed  /  VCO  check 

1G-A1C2 

43 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

(See  MIM97-5la) 

1G-A1B2 

42 

6493738 

Access  Control  card 

1G-A1D2 

1 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

1G-A1E2 

1 

1615508 

coble 

1G-A1E5 

1 

1615509 

cable 

1G-W1B1 

1 

6493732 

Data  channel  card 

1G-HDA 

1 

6493600 

Head  Disk  asm  10SR-2 

Drive  C 

1IF-A1C2 

43 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2F-A1B2 

42 

6493738 

Access  Control  card 

2F-A1D2 

1 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

2F-A1E2 

1 

1615508 

cable 

2F-A1E5 

1 

1615509 

cable 

2F-W1B1 

1 

6493732 

Data  channel  card 

2F-HDA 

1 

6493600 

Head  Disk  asm  10SR-2 

Drive  D 

2G-A1C2 

43 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

■ 

7G-A1B2 

42 

6493738 

Access  Control  card 

t 

2G-A1 D2 

1 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

2G-A1E2 

1 

1615508 

cable 

2G  A1 E5 

1 

1615509 

cable 

2G-W1B1 

1 

6493732 

Data  channel  card 

2G-HDA 

1 

6493600 

Head  Disk  asm  10SR-2 

1 
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Ell 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A2b 

Drive  A 

Permanent  error  occurred. 

1F-A1D2 

34 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

Error  was  one  of  the 

following; 

1F-A1B2 

28 

6493738 

/Access  Control  card 

1F-A1C2 

26 

6493724 

Data  Converter  card 

•  Sector  Check 

6493735 

Data  Converter  card 

•  Disk  Write  Data  Check 

1F-W1B1 

1F-A1E5 

1F-HDA 

1 
1 
1 

6493732 
1615509 
6493600 

[)ata  channel  card 

(.able 

Head  Disk  asm  10SR-2 

•  Servo  Interrupt 

-  Servo  off  track 

-  Unexpected  guard  band 

-  Seek  tinne-out 

1F-VCM 

1 

5811836 

VCM  Drive  assembly 

-  PLO  out  of  sync 

Drive  B 
1G-A1D2 

34 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

See  MIM  97-508/97-518  for 
additional  information  on 
these  ertors. 

1G-A1B2 

28 

6493738 

Access  Control  card 

"HDA"  -  Head/Disk  Asm 

1G-A1C2 

26 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

"VCM"  -  VCM  Driver  Asm 

1G-W1B1 

1 

6493732 

Data  channel  card 

1G-A1E5 

1 

1615509 

cable 

1G-HDA 

1 

6493600 

Head  Disk  asm  10SR-2 

1G-VCIV5 

1 

5811 833 

VCM  Drive  assembly 

Drive  C 

2F-A1D2 

34 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

2F-A1B2 

28 

6493738 

Access  Control  card 

2F-A1C2 

26 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2F-W1B1 

1 

6493732 

Data  channel  card 

2F-A1E5 

1 

1615509 

cable 

2F-HDA 

1 

6493600 

Head  Disk  asm  10SR-2 

2F-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  D 

2G-A1D2 

34 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

2G-A1B2 

28 

6493738 

Access  Control  card 

2G-A1C2 

26 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2G-W1B1 

1 

6493732 

Data  channel  card 

2G-A1E5 

1 

1615509 

cable 

2G-HDA 

1 

6493500 

Head  Disk  asm  10SR-2 

2G-VCM 

1 

5811836 

VCM  Drive  assembly 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A2C 

Diive  A 

Permanenl  error  occurr«d. 

1F-A1C2 

45 

64937;i4 
6493735 

Ddta  Converter  card 
Data  Converter  card 

Error  was  one  of  the 

following: 

•  Disk  Fornnat  Check 

' 

1F-HDA 

16 

6493600 

Head  Disk  asm  10SR-2 

1F-A1E2 

15 

1615508 

cable 

•  Data  Unsafe 

1F-A1A3 

12 

8636632 

cable 

-  AE  unsafe  without 

A-A2C2 

1F-A1B2 

1F-W1B1 

1 
1 
1 

2437374 
6493738 
6493732 

adapter  A  card  10SR 
Access  Control  card 
Data  channel  card 

an  AE  selected 

See  MIIV,  97-508/97-518  for 
additional  information  on 
these  errors. 

Drive  B 

1G-A1C2 

45 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

"HDA"  -  Head/disk  Asm 

1G-HDA 

16 

6493600 

Head  Disk  asm  10SR-2 

1G-A1E2 

15 

1615508 

cable 

1G-A1A3 

12 

8636632 

cable 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

1G-A1B2 

1 

6493738 

Access  Control  card 

1G-W1B1 

1 

6493732 

Data  channel  card 

Drive  C 

2F-A1C2 

45 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2F-HDA 

16 

6493600 

Head  Disk  asm  10SR-2 

2F-A1E2 

15 

1615508 

cable 

2F-A1A3 

12 

8636632 

cable 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

2F-A1B2 

1 

6493738 

Access  Control  card 

2F-W1B1 

1 

6493732 

Data  channel  card 

Drive  D 

2G-A1C2 

45 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2G-HDA 

16 

6493600 

Head  Disk  asm  10SR-2 

2G-A1E2 

15 

1615508 

cable 

\ 

2G-A1A3 

12 

8636632 

cable 

A-A2D4 

1 

2437374 

adapter  D  card  10SR 

2G-A1B2 

1 

6493738 

Access  Control  card 

2G-W1B1 

1 

6493732 

Data  channel  card 
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KM 


SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


1A2F 


Drive  A 

Media 

1F-A1C2 

1F-A1B2 

IF-hDA 

1F-A1E2 

1F-W1B1 

A-A2C2 

1 F-A1 D2 

1F-A1A3 
Drive  B 
Media 
1G-A1C2 

1G-A1B2 

1G-HDA 

1G-A1E2 

1G-W1B1 

A-A2D2 

1G-A1D2 

1G-A1A3 
Drive  C 
Media 
2F-A1C2 

2F-A1B2 

2F-HDA 

2F-A1E2 

2F-W1B1 

A-A2C4 

2F-A1D2 

2F-A1A3 
Drive  D 
Media 
2G-A1C2 

2G-A1B2 


30 
20 

10 
1 
1 
1 
1 
1 

1 

30 
20 

10 
1 
1 
1 
1 


1 

30 
20 

10 
1 
1 
1 
1 
1 

1 

30 
20 

10 


6493724 
6493735 
6493738 
6493600 
161550R 
6493732 
2437374 
6493726 
6493737 
8636632 


6493724 
6493735 
6493738 
6493600 
1615508 
6493732 
2437374 
6493726 
6493737 
8636632 


6493724 
6493735 
6493738 
6493600 
1615508 
6493732 
2437374 
6493726 
6493737 
8636632 


6493724 
6493735 
6493738 


Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR- 
cabie 

Data  channel  card 
adapter  A  card  10SR 
Servo  card  10SR-2 
Servo  card  10SR-2 
cable 


Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR-2 
cable 

Data  channel  card 
adapter  B  card  10SR 
Servo  card  10SR-2 
Servo  card  10SR-2 
cable 


Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR- 
cable 

Data  channel  card 
adapter  C  card  10SR 
Servo  card  10SR-2 
Servo  card  10SR-2 
cable 


Data  Converter  card 
Data  Converter  card 
Access  Control  card 


Permanent  error  occurred. 

Error  was  one  of  the 
following: 

•  Sync  Not  Found  Check 
•CRC/ECC  Check 

•  No  Record  Found  Check 


See  MIM  97-508  for 
additional  information  on 
these  errors. 

'  HDA"  -  Head/Disk  Ab(n 
"Media"  -  Bad  data 

Corrective  Action: 

Run  Analysis  (MIM  01-730) 

to  check  for  bad  sector  ID 

or  bad  data  written  on  the 

HDA. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A30 

Drive  A 

- 

Permanent  error  occurred. 

F-A1B2 

33 

2439875 

Access  Control  card 

"Cable  continuity  Check" 

A-A2C2 
F-A1A3 
F-A1A4 

33 

27 

1 

2437374 
8636632 
8636632 

adapter  A  card  10SR 

cable 

cable 

Corrective  Action: 
Reseat  cards  and  cables. 
Drive  A  F-XXXXcard 

F-A1A5 

1 

1615662 

Terminator  card 

locations  are  actually 
1F-XXXX. 

Drive  B 
G-A1B2 

33 

2439875 

Access  Control  card 

Drive  B  G-XXXX  card 
locations  are  actually 
1  G-XXXX. 

A-A2D2 

33 

2437374 

adapter  B  card  10SR 

G-A1A3 
G-A1A4 
G-A1A5 
Drive  C 

27 
1 
1 

8636632 
8636632 
1615662 

cable 
cable 
Terminator  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

F-A1B2 

33 

2439875 

Access  Control  card 

A-A2C4 
F-A1A3 
F-A1A4 
F-A1A5 

33 

27 

1 

1 

2437374 
8636632 
8636632 
16156&2 

adapter  C  card  10SR 
cable 
cable 
Terminator  card 

Drive  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 

Drive  D 

G-A1B2 

33 

2439875 

Access  Control  card 

A-A2D4 

33 

2437374 

adapter  D  card  10SR 

G-A1A3 

27 

8636632 

cable 

G-A1A4 

1 

8636632 

cable 

G-A1A5 

1 

1615662 

Terminator  card 
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EI5 


Ml 


mtmnmm 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A32 

Drive  A 

Permanent  error  occurred. 

A-A2C2 

43 

2437374 

adapter  A  card  10SR 

F-A1B2 
F-A1A4 
F-A1A5 

28 
22 

1 

2439875 
8636632 
1615662 

Access  Control  card 
cable 
Terminator  card 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

F-A1A3 

1 

8636632 

cable 

Drive  B   G-XXXX  card 

Drive  B 
A-A2D2 

43 

2437374 

adapter  B  card  10SR 

locations  are  actually 
1G-XXXX. 

G-A1B2 

28 

2439875 

Access  Control  card 

G-A1A4 

22 

8636632 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

Drive  C   F-XXXX  card 

G-A1A3 
Drive  C 

1 

8636632 

cable 

locafio      are  actually 
2F-XX.vX. 

A-A2C4 

43 

2437374 

adapter  C  card  10SR 

F-A1B2 

28 

2439875 

Access  Control  card 

F-A1A4 

22 

8636632 

cable 

U.-iveD  G-XXXX  card 

F-A1A5 
F-A1A3 

1 
1 

1615662 
8636632 

Terminator  card 
cable 

locjtions  are  actually 
2G-XXXX. 

Drive  D 

A-A2D4 

43 

2437374 

adapter  D  card  10SR 

G-A1B2 

28 

2439875 

Access  Control  card 

G-A1A4 

22 

8636G32 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

j  G-A1A3 

1 

3636632 

cable 

EI6 


175 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A34 

Drive  A 

Permanent  error  occurred. 

F-A1C2 

57 

1615631 

Data  Converter  card 

1615632 
1615639 

Data  Converter  card 
Data  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 

A-A2C2 

29 

2437374 

adapter  A  card  10SR 

1  F-XXXX. 

F-A1A3 

27 

8636632 

cable 

Drive  B  G-XXXX  card 

F-A1A5 
F-A1A3 

1 
1 

1615662 
8636632 

Terminator  card 
cable 

locations  are  actually 
1  G-XXXX. 

Drive  B 

G-A1C2 

57 

1615631 

Data  Converter  card 

1615632 

Data  Converter  card 

Drive  C   F-XXXX  card 

fK-lKlDl 

29 

1615339 
2437374 

Data  Converter  card 
adapter  B  card  10SR 

locations  are  actually 
2F-XXXX. 

G-A1A3 

27 

8636632 

cable 

G-A1A5 

1615662 

Terminator  card 

G-A1A3 

1 

8636632 

cable 

Drive  D  G-XXXX  card 

Drive  C 

^ 

locations  are  actually 

F-A1C2 

57 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

2G-XXXX. 

A-A2C4 

29 

2437374 

adapter  C  card  10SR 

F-A1A3 

27 

8636632 

cable 

F-A1A5 

1 

1615662 

Terminator  card 

F-A1A3 

1 

8636632 

cable 

Drive  D 

G-A1C2 

57 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2D4 

29 

2437374 

adapter  D  card  10SR 

G-A1A3 

27 

8636632 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

G-A1A3 

1 

8636632 

cable 
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EI7 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A3A 

Drive  A 

Permanent  error  occurrecl. 

F-A1 B2 

41 

2439875 

Access  Control  card 

Go  to  MAP  9700.  A. 

A-A2C2 
F-A1A4 

28 
11 

2437374 
8636632 

adapter  A  card  10SR 
cable 

Permanent  error  occurreci. 
Drive  A  F-XXXX  card 
locations  are  actually 

F-A1A5 

9 

1615662 

Terminator  card 

1  F-XXXX. 

F-A1A3 

1 

8636632 

cable 

A-A2E2 
F-A1C2 

1 
1 

2462228 
1615631 
1615632 
1615639 

Data  stor  adapter  1  cd 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  B  G-XXXX  card 
locations  are  actually 
1  G-XXXX. 

Drive  B 

G-A1B2 

41 

2439875 

Access  Control  card 

A-A2D2 

28 

2437374 

adapter  B  card  10SR 

G-A1A4 

11 

8636632 

cable 

Drive  C   F-XXXX  card 

G-A1A5 

9 

1615662 

Terminator  card 

locations  are  actually 

G-A1A3 

1 

8636632 

cable 

2F-XXXX. 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

G-A1C2 

1 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C 

DnveD  G-XXXX  card 

F-A1B2 
A-A2C4 

41 
28 

2439875 
2437374 

Access  Control  card 
adaptor  C  card  10SR 

locations  are  actually 
2G-XXXX. 

F-A1A4 

11 

8636632 

cable 

F-A1A5 

9 

1615662 

Terminator  card 

F-A1A3 

1 

8636832 

cable 

A-A2E2 

1 

2462228 

Data  stor  adapter  \  cd 

F-A1C2 

1 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  D 

G-A1B2 

41 

2439875 

Access  Control  card 

A-A2D4 

28 

2437374 

adapter  D  card  10SR 

G-A1A4 

11 

8636632 

cable 

G-A1A5 

9 

1615662 

Tertninator  card 

G-A1A3 

1 

8636632 

cable 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

G-A1C2 

1 

1 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Dai.a  Converter  card 

CONTINUED  ON 

FRAME      A01 

CARD        03 

177 


EI8 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1939 

Drive  A 

Data  Cycle  Unaerrun  Check 

F-A1A2 

50 

1616312 

Digital  card  21  ED 

F-B1A3 

40 

4044272 

Analog  card  21  ED 

Drive  B 

G-A1A2 

50 

1616312 

Digital  card  21  ED 

G-B1A3 

40 

4044272 

Analog  card  21  ED 

193A 

Drive  A 

A-A1C2/ 

50 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

Drive  B 

A-A1D2/ 

50 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

40 

1616312 

Digital  card  21  ED 

197F 

Undetermined  error.  Run 
disk  MDIs  against  failing 
drive  to  deternitiie. 

1990 

Drive  A 

A-A1E2/ 

48 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1C2/ 

48 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Drive  B 

A-A1E2/ 

48 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1D2/ 

48 

2597. J2 

adapter  B  card  21  ED 

A  A2D2 

1991 

Drive  A 

A-A1C2/ 

48 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-A1A2 

48 

1616312 

Digital  card  21  ED 

Drive  B 

A-A1 D2/ 

48 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

48 

1616312 

Digital  card  21  ED 

142 


DOI 


1 

SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1992 

Drive  A 

F-A1A2 

48 

1616312 

Digital  card  21  ED 

F-B1A3 

48 

4044272 

Analog  card  21  ED 

Drive  B 

G-A1A2 

48 

1616312 

Digital  card  21  ED 

G-B1A3 

48 

4044272 

Analog  card  XI  ED 

1993 

Drive  A 

F-A1A2 

32 

1616312 

Digital  card  21  ED 

F-BIA3 

32 

4044272 

Analog  card  21  ED 

DE 

32 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-A1A2 

32 

1616312 

Digital  card  21  ED 

G-B1A3 

32 

4044272 

Analog  card  21  ED 

DE 

32 

161G699 

Disk  Enclosure  21  ED 

1994 

Drive  A 

F-A1A2 

96 

1616312 

Digital  card  21  ED 

Drive  B 

G-A1A2 

96 

1616312 

Digital  card  21  ED 

1995 

Drive  A 

F-A1A2 

50 

1616312 

Digital  card  21  ED 

A-A1C2/ 

26 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-B1A3 

20 

4044272 

Analog  card  21  ED 

Drive  B 

G-A1A2 

50 

1616312 

Digital  card  21  ED 

A-A1D2/ 

26 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-B1A3 

20 

4044272 

Analog  card  21  ED 

1996 

Drive  A 

F-A1A2 

48 

1616312 

Digital  card  21  ED 

F-C1A1 

48 

1616814 

Driver  card  21ED 

Drive  B 

G-A1A2 

48 

1616312 

Digital  card  21  ED 

G-C1A1 

48 

1616814 

Driver  card  21  ED 

1997 

A-A1E2/ 

96 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 
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D02 


SRC 

i  RU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1998 

Drive  A 

Run  "BUILD"  procedure 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

first.   Replace  FRU  if 

A-A2C2 

problem  persists. 

Drive  B 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

1999 

Drive  A 

Run  "BUILD"  procedure 

A-A1E2/ 

64 

2462228 

Data  stor  adapter  1  cd 

first.   Replace  FRUs 

A-A2E2 

if  problem  persists. 

A-A1C2/ 

32 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Drive  B 

A-A1E2/ 

64 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1 D2/ 

32 

2597702 

adapter  B  card  21  ED 

A-A2D2 

19A0 

Drive  A 

Disk  Interface  Parity 

A-A1C2/ 

50 

2597702 

adapter  A  card  21  ED 

Check. 

A-A2C2 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

Drive  B 

A-A1 D2/ 

50 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

40 

1616312 

Digital  card  21  ED 

19A1 

Drive  A 

Card  Unsafe. 

F-B1A3 

40 

4044272 

Analog  card  21  ED 

F-A1A2 

30 

1616312 

Digital  card  21  ED 

F-C1A1 

15 

1616814 

Driver  card  21  ED 

DE 

10 

1G16699 

Disk  Enclosure  21  ED 

Drive  B 

G-B1A3 

40 

4044272 

Analog  card  21  ED 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

G-C1A1 

15 

1616814 

Driver  card  21  ED 

DE 

10 

1616699 

Disk  Enclosure  21  ED 
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D03 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

19A2 

Drive  A 

DE  Unsnfe. 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

F-B1A3 

30 

4044272 

Analog  card  21  ED 

A-A1C2/ 

20 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-A1A2 

40 

1616312 

Digital  card  21  ED 

G-B1A3 

30 

4044272 

Analog  card  21  ED 

A-A1D2/ 

20 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G  C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

19  A3 

Drive  A 

Operation  Unsafe. 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-A1A2 

30 

1616312 

Digital  card  21  ED 

F-B1A3 

20 

4044272 

Analog  card  21  ED 

Drive  B 

* 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

G-B'iA3 

20 

4044272 

Analog  card  21  ED 

19A4 

Drive  A 

Seek  Unsafe. 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

F-B1A3 

30 

4044272 

Analog  card  21  ED 

A-A1C2/ 

20 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

Drive  8 

G-A1A2 

40 

1615312 

Digital  card  21  ED 

G-B1A3 

30 

4044272 

Analog  card  21  ED 

A-A1D2/ 

20 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

D04 
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r 

SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

19A5 

Drive  A 

Sync  Unsafe 

F-A1A2 

50 

1616312 

Digital  card  21  ED 

F-C1A1 

40 

1616814 

Driver  card  21  ED 

Drive  B 

G-A1A2 

50 

1616312 

Digital  card  21  ED 

G-C1A1 

40 

1616814 

Driver  card  21  ED 

19A6 

Drive  A 

Sync  Unsafe. 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

F-B1A3 

30 

4044272 

Analog  card  21  ED 

A-A1C2/ 

20 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-A1A2 

40 

1616312 

Digital  card  21  ED 

G-B1A3 

30 

4044272 

Analog  card  21  ED 

A-A1D2/ 

20 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

19A7 

Drive  A 

Servo  Unsafe. 

F-B1A3 

40 

4044272 

Analog  card  21  ED 

F-A1A2 

30 

1616312 

Digital  card  21  ED 

F-C1AI 

15 

1616814 

Driver  card  21  ED 

DE 

10 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-B1A3 

45 

4044272 

Analog  card  21  ED 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

G-CIAI 

15 

1616814 

Driver  card  21  ED 

DE 

10 

1616699 

Disk  Enclosure  21  ED 

146 


D05 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

19A8 

Drive  A 

Motor/ Proc  Unsafe, 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

F-C1A1 

30 

1616814 

Driver  card  21  ED 

DE 

25 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-A1A2 

40 

1616312 

Digital  card  21  ED 

G-C1A1 

30 

1616814 

Driver  card  21  ED 

DE 

25 

1616699 

Disk  Enclosure  21  ED 

19A9 

Drive  A 

Interrupt  Timeout  Check. 

A-A1E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1C2/ 

40 

2597702 

adapter  A  card  z'lED 

A-A2C2 

Drive  B 

A-AI E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

19AA 

A-A1E2/ 
A-A2E2 

90 

2462228 

Data  stor  adapter  1  cd 

Cycle  Steal  Address  Check. 

19Ab 

Drive  A 

Command  Parity  Check. 

A-A1E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Drive  B 

A-A1E2/ 

50 

246222C 

Data  stor  adapter  1  cd 

A-A2E2 

A-AI  D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

19AC 

A-AI  E2/ 
A-A2E2 

90 

2462228 

Data  stor  adapter  1  cd 

Cycle  Steal  Parity  Check. 

19  Ad 

A-AI  E2/ 
A-A2E2 

90 

2462228 

Data  stor  adapter  1  cd 

DSA  Buffer  Vv'rite  Check. 

D06 
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SRC 

FRU 

% 

P/IM 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

19AE 

Drive  A 

Interface  Timeout. 

A  A1C2/ 

50 

2597702 

adapter  A  card  21  ED 

A-A2C2 

A-A1E2/ 

40 

2462228 

Data  stor  adapter  1  cd 

fK-M.^1 

Drive  B 

A-A1D2/ 

50 

2597702 

adapter  B  card  21  ED 

A-A2D2 

A-A1E2/ 

40 

2462228 

Data  otor  adapter  1  cd 

A-A2E2 

19AF 

Drive  A 

DSA  Data  Bus  Parity  Check, 

A-A1 E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

fK-taci 

Drive  B 

A-A1E2/ 

50 

2462228 

Delta  stor  adapter  1  cd 

IK-iklEl 

/k-M  D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A7D2 

19b0 

Drive  A 

Data  Ovarrun  Check. 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-A1A2 

30 

1616312 

Digital  card  21  ED 

A-A1E2/ 

20 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

Drive  B 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

A-A1E2/ 

20 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 
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D07 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

19b1 

Drive  A 

A-A1C2/ 

A-A2C2 

F-B1A3 

F-C1A1 

DE 

Drive  B 

A-A1D2/ 

A-A2D2 

G-B1A3 

G-C1A1 

DE 

50 

30 

10 

1 

50 

30 

10 

1 

2597702 

4044272 
1616814 
1616699 

2597702 

4044272 
1616814 
1616699 

adapter  A  card  21  ED 

Analog  card  211  ED 
Driver  nard  21  ED 
Disk  Enclosure  21  ED 

adapter  B  card  21  ED 

Analog  card  21  ED 
Driver  card  21  ED 
Disk  Enclosure  21  ED 

CRC/tCC  Check. 

Run  "BUILD"  procedure 
first.  If  problem 
persists,  replace  FRU. 

19b2 

Drive  A 

A-A1C2/ 

A-A2C2 

F-B1A3 

F-C1A1 

DE 

Drive  B 

A-A1 D2/ 

A-A2D2 

G-B1A3 

G-C1A1 

DE 

50 

30 

10 

1 

50 

30 

10 

1 

2597702 

4044272 
I6168I4 
1616699 

2597702 

4044272 
1616814 
1616699 

adapter  A  card  21  ED 

Analog  card  21  ED 
Driver  card  21  ED 
Disk  Enclosure  21  ED 

adapter  B  card  21  ED 

Analog  card  21  ED 
Driver  card  21  ED 
Disk  Enclosure  21  ED 

No  Record  Found. 

Run  "BUILD"  procedure 
first.  If  problem 
persists,  replace  FRU. 

19b3 

Drive  A 

A-A1C2/ 

A-A2C2 

A-A1E2/ 

A-A2E2 

Drive  B 

A-A1D2/ 

A-A2D2 

A-A1 E2/ 

A-A2E2 

50 
40 

50 
40 

2597702 
2462228 

2597702 
2462228 

adapter  A  card  21  ED 
Data  stor  adapter  1  cd 

adapter  B  card  21  ED 
Data  stor  adapter  1  cd 

Command  Cycle  Parity 
Check. 

D08 


149 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

19b4 

Drive  A 

Cable  Continuity  Check. 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-A1A2 

30 

1616312 

Digital  card  21  ED 

F-B1A2 

20 

Drive  B 

A-A1D2/ 

40 

2597702 

adapter  B  ccrd  21  ED 

A-A2D2 

G-A1A2 

30 

1616312 

Digitai  card  21  ED 

G  BiA2 

20 

19b5 

Drive  A 

Data  Cycle  Parity  Check. 

A-A1E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Drive  B 

A-AiE2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1 D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

19b6 

Drive  A 

Sync  Not  Found  Check. 

A-A1C2/ 
A-A2C2 

40 

2597702 

adapter  A  card  21  ED 

Run  "BUILD"  procedure 
first.  If  problfin\ 

Drive  B 
A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

persists,  replace  FRU. 

A-A2D2 

40 

ISbV 

Drive  A 

Disk  Write  Data  Check. 

A  A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-A1A2 

30 

1616312 

Digitai  card  21  ED 

F-BJA3 

20 

4044272 

Analog  card  21  ED 

Drive  B 

A-A1 D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

G-B1A3 

20 

4044272 

Analog  card  21  ED 

50 


D09 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMIMENTS 

19b8 

Drive  A 

Command  Reject, 

A-A1C2/ 

50 

2597702 

adapter  A  card  21  ED 

A-A2C2 

A-A1E2/ 

40 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

Drive  B 

A-A1D2/ 

50 

2597702 

adapter  B  card  21  ED 

A-A2D2 

A-A1E2/ 

40 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

19b9 

Drive  A 

Data  Cycle  Underrun  Check. 

F-A1A2 

50 

1616312 

Digital  card  21  ED 

F-B1A3 

40 

4044272 

Analog  card  21  ED 

Drive  B 

G-A1A2 

50 

1616312 

Digital  card  21  ED 

G-B1A3 

40 

4044272 

Analog  card  21  ED 

19b  A 

Drive  A 

A-A1C2/ 

50 

2597702 

adapter  A  card  21  ED 

A  A2C2 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

Drive  B 

A-A1D2/ 

50 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

40 

1616312 

Digital  card  21  ED 

19FF 

Undetermined  error. 
Run  disk  MDIs  against 
fa  ling  drive  to 
determine. 

1A01 

A-A2E2 
Channel 

70 
20 

2462228 

Data  stor  adapter  1  cd 

DSA-1  or  Channel  error. 

A-A2J2 

5 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

1A02 

A-A2C2 

60 

2437374 

adapter  A  card  10SR 

Run  MDIs  against  Drive  A. 

A-A2E2 

30 

2462228 

Data  stor  adaptor  1  cd 

DSA-1  /Adapter  (Dr  A)  error 

DiO 


15 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A03 

A-A2D2 
A-A2E2 

60 
30 

2437374 
2462228 

adapter  B  card  lOSR 
Data  stor  adapter  1  cd 

Run  MDIs  against  Drive  B. 
DSA-1  /Adapter  (Dr  B)  error 

1A04 

A-A2C4 
A-A2E2 

60 
30 

2437374 
2462228 

adapter  C  card  10SR 
Data  stor  adapter  1  cd 

Run  MDIs  against  Drive  C. 
DSA-1  /Adapter  (Dr  C)  error 

1A05 

A-A2D4 
A-A2E2 

60 
30 

2437374 
2462228 

adapter  D  card  10SR 
Data  stor  adapter  1  cd 

Run  MDIs  against  Drive  D. 
DSA-1  /Adapter  (Dr  D)  error 

1A06 

A  A2E2 

Channel 

A-A2J2 

40 
40 

1 

2462228 

4237136 
2597763 
2597727 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

DSA-1 /Channel  error. 

1A08 

Go  to  MAP  9700,  A 
Invalid  Disk  interrupt 
caused  eiror. 

1A0A 

A-A2C2 
Disk  A 

2437374 

adapter  A  card  10SR 

Run  MDIs  against  Drive  A. 
Adapter/ 10SR  CSA  error 

lAOb 

A-A2D2 
Disk  B 

2437374 

adapter  B  card  10SR 

Run  MDIs  ogainst  Drive  B. 
Adapter/ 10SR  CSA  error 

1A0C 

A-A2C4 
Disk  C 

2437374 

adapter  C  card  10SR 

Run  MDIs  against  Drive  C. 
Adapter/ lOSR  CSA  error 

lAOd 

A-A2D4 
Disk  D 

2437374 

adapter  D  card  10SR 

Run  MDIs  against  Drive  D. 
Adapter/ 10SR  CSA  error 

1A0E 

Permanent  ECC  check, 

sector  reassigned  to  new 

sector. 

Customer  may  need  to  run 

"BUILD"  Utility. 

1A10 

A-A2E2 

Channel 

A-A2J2 

57 

42 

1 

2462228 

4237136 
2597763 
2597727 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Permanent  error  occurred. 

152 


Dll 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A11 

Drive  A 

Permanent  error  occurred. 

A-A2E2 

59 

2462228 

Data  stor  adaptor  1  cd 

Channel 

38 

A  A2C2 

1 

2437374 

adapter  A  card  10SR 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Drive  B 

A-A2E2 

59 

2462228 

Data  stor  adapter  1  cd 

Channel 

38 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Drive  C 

A-A2E2 

59 

2462228 

Data  stor  adapter  1  cd 

Channel 

38 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Drive  D 

A-A2E2 

59 

2462228 

Data  stor  adapter  1  cd 

" 

Channel 

38 

A  A2D4 

1 

2437374 

adapter  D  card  10SR 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

153 


DI2 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A13 

Drive  A 

Permanent  error  occurred. 

A-A2E2 

59 

2462228 

Data  stor  adapter  1  cd 

A-A2C2 

38 

2437374 

adapter  A  card  10SR 

Channel 

1 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pas3-Thru  card 

F-A1B2 

1 

2439875 

Access  Control  card 

Drive  B 

fKPKl^l 

59 

2462228 

Data  stor  adapter  1  cd 

A  A2D2 

38 

2437374 

adapter  B  card  10SR 

Channel 

1 

fk-f^lM 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Drive  C 

A-A2E2 

59 

2462228 

Data  stor  adapter  1  cd 

A-A2C4 

38 

2437374 

adapter  C  card  10SR 

Channel 

1 

A  A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Drive  D 

F^-pa^i 

59 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

38 

2437374 

adapter  D  card  10SR 

Channel 

1 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

154 


DI3 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A14 

Drive  A 

Permanent  error  occurred. 

A-A2E2 

56 

2462228 

Data  stor  adapter  1  cd 

A-A2C2 

Channel 

A-A2J2 

39 
1 
1 

2437374 

4237136 
2597763 

adapter  A  card  10SR 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

F-A1C2 

1 

2597727 
1615631 
1615632 
1615639 

DS  Pass-Thru  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  B  G-XXXX  card 
locations  are  actually 
1G-XXXX. 

F-A1A3 

1 

8636632 

cable 

Drive  B 
fKA2E2 

56 

2462228 

Data  stor  adapter  1  cd 

Drive  C  F-XXXX  card 
locations  are  actually 

A-A2D2 

39 

2437374 

adapter  B  card  10SR 

2F-XXXX. 

Channel 

1 

A-A2J2 

1 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

G-A1C2 

1 

2597727 
1615631 

DS  Pass-Thru  card 
Data  Converter  card 

Drive  D   G-XXXX  card 
locations  are  actually 

1615632 

Data  Converter  card 

2G-XXXX. 

1615339 

Data  Converter  card 

G-A1A3 

1 

8636632 

cable 

Drive  C 

A-A2E2 

56 

2462228 

Data  stor  adapter  1  cd 

A-A2C4 

39 

2437374 

adapter  C  card  10SR 

Channel 

1 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

F-A1C2 

1 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1A3 

1 

8636632 

cable 

Drive  D 

A-A2E2 

56 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

39 

2437374 

adapter  D  card  10SR 

Channel 

1 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

G-A1C2 

1 

1615631 

Data  Converter  card 

.55 


DI4 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A15 

Drive  A 

Permanent  error  occurred. 

A-A2E2 

48 

2462228 

Data  stor  adapter  1  cd 

Error  was  one  of  the 

A-A2C2 

42 

2437374 

adapter  A  card  10SR 

following: 

•  Cycle  Steal  Address 

A-A2J2 

10 

4237136 

Data  stor  Ctrl  card 

Check 

2597763 

Data  stor  c«.rl  card 

•  Command  Parity  Check 

2597727 

DS  Pass-Thru  card 

•  Cycle  Steal  Parity 

Drive  B 

Check 

A-A2E2 

48 

2462228 

Data  stor  adapter  1  cd 

•  DSA  Buffer  Wnte  Check 

*  Interface  Time-out 

^-/KlDl 

42 

2437374 

adapter  B  card  10SR 

•  DSA  Data  Bus  Parity 

fK-MLJl 

10 

4237136 

Data  3tor  Ctrl  card 

Check 

2597763 

Data  stor  Ctrl  card 

•  Data  Cycle  Underrun 

2597727 

DS  Pass-Thru  card 

Check 

•  Data  Cycle  Overrun 

Check 

Drive  C 

*  Command  Cycle  Parity 

A-A2E2 

48 

2462228 

Data  stor  adapter  1  cd 

Check 

A-A2C4 

42 

2437374 

adapter  C  card  lOSR 

See  MIM  97-508  for 

A-A2J2 

10 

4237136 

Data  stor  Ctrl  card 

additional  information  on 

2597.63 

Data  stor  Ctrl  card 

these  errors. 

2597727 

DS  Pass-Thru  card 

Drive  D 

fK-M.£l 

48 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

42 

2437374 

adapter  D  card  10SR 

A-A2J2 

10 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

156 


DI5 


SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


1A16 


Drive  A 

IF  A1B2 

A-A2C2 

1F-A1A4 

1F-A1A5 

1F-A1C2 


1F-A1A3 
A-A2E2 

Drive  B 

1G-A1B2 

A  A2D2 

1G-A1A4 

1G-A1A5 

1G-A1C2 


1G-A1A3 

A-A2E2 

Drive  C 

2F-A1B2 

A-A2C4 

2F-A1A4 

2F-A1A5 

2F-A1C2 


2F-A1A3 

A-A2E2 

Drive  D 

2G-A1B2 

A-A2D4 

2G-A1A4 

2G-A1A5 

2G-A1C2 


2G-A1A3 
A-A2E2 


34 
22 
16 
16 
5 


4 
1 


34 
22 
16 
16 
5 


4 
1 

34 
22 
16 
16 
5 


4 
1 

34 
22 
16 
16 
5 


1615583 
2437374 
8636632 
1615662 
1615631 
1615631 
1615339 
8636632 
2462228 


1615583 
2437374 
8636632 
1615662 
1615631 
1615C32 
1615339 
8636632 
2462228 

1615583 
2437374 
8636632 
1615662 
1615631 
1615632 
1615339 
8636632 
2462228 

1615583 
2437374 
8636632 
1615662 
1615631 
1615632 
1615339 
8636632 
2462228 


Access  Control  card 

adapter  A  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

cable 

Data  stor  adapter  1  cd 


Access  Control  card 

adapter  B  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

cable 

Data  stor  adapter  1  cd 

Access  Control  card 

adapter  C  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

cable 

Data  stor  aciapter  1  cd 

Access  Control  card 

adapter  D  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Convcsrter  card 

Data  Converter  card 

cable 

Data  stor  adapter  1  cd 


Permanent  error  occurred. 

Error  was  one  of  the 

following: 

•  Data  Overrun  Check 

•  CofTimand  Error 

•  Ccmmand  Reject 

•  Device  Busy 

•  Disk  Not  Ready 

•  Cable  Continuity  Error 

•  Disk  Access  Time-out 

•  No  Control  Sample 
Received 

•  Disk  Sense  Parity  Check 

•  Disk  Interrupt  Check 

•  Servo  Interrupt 
-  Guard  band  2 

See  MIM  97-508/97-518  for 
additional  information  on 
these  errors. 


DI6 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A17 

Drive  A 

Permanent  error  occurred. 

1F-A1C2 

46 

1615631 
1615631 

Data  Converter  card 
Data  Converter  card 

Error  was  one  of  the 

following: 

•  Data  Unsafe 

16153ri9 

Data  Converter  card 

A-A2C2 

21 

2437374 

adapter  A  card  10SR 

-  Write  and  servo  off 

1F-A1A3 

21 

8636632 

cable 

track 

1F-A1B2 

12 

1615583 

Access  Control  card 

-  Write  active  and  not 

1F-A1D2 

1 

5811834 
5811800 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

m  data  field 

-  Write  and  read  botfi 
active 

-  Write  active  and 
AE  se.ect  error 

-  Write  active  and 

Drive  B 
1G-A1C2 

AE  Unsafe 

46 

1615631 

Data  Converter  card 

(See  MIM  97-518) 

1615632 

Data  Converter  card 

1615339 

Data  Converter  card 

A-A2D2 

21 

2437374 

adapter  B  card  10SR 

1G-A1A3 

21 

8636632 

cable 

1G-A1B2 

12 

1615583 

Access  Control  card 

1G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

Drive  C 

2F-A1C2 

46 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2C4 

21 

2437374 

adapter  C  card  10SR 

2F-A1A3 

21 

8636632 

cable 

2F-A1B2 

12 

1615583 

Access  Control  card 

2F-A1D2 

1 

5811fJ34 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

Drive  D 

2G-A1C2 

46 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2D4 

21 

2437374 

adapter  D  card  10SR 

2G-A1A3 

21 

8636632 

cable 

2G-A1B2 

12 

1615583 

Access  Control  card 

2G-A1D2 

1 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 

158 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A19 

Drive  A 

Permanent  error  occurred. 

1F-A1B2 

30 

1615583 

Access  Coritro!  card 

1F-A1C2 

27 

1615631 
16156?! 

Data  Converter  card 
Data  Conve.'-ter  card 

Error  detected  was. 

•  Unseated  card  or  cable 

1615339 

Data  Converter  card 

Corrective  Action: 

1F-A1D2 

5 

5811834 

Servo  card  10SR 

Reseat  all  10SP  CSA  cards 

5811890 

Servo  card  10SR 

and  cables. 

1F-A1E2 

5 

1615367 
1615508 

Servo  card  1CSR 
cable 

"HDA"  -  Head/Disk  Asm 

1F-A1E5 

5 

1615509 

cable 

1F-W1B1 

5 

2439838 

Data  channel  card 

1F-HDA 

5 

1615600 

Head  Disk  asm  10SR 

A-A2C2 

1 

2437374 

adapter  A  card  10SR 

PK-IKlEl 

1 

2462228 

Data  stor  adapter  1  cd 

Drive  B 

1G-A1B2 

30 

1615583 

Access  Control  card 

1G-A1C2 

27 

1615631 
1615632 
1615339 

Data  (Converter  card 
Data  Converter  card 
Data  Converter  card 

1G-A1D2 

5 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

1G-A1E2 

5 

1615508 

cable 

1G-A1E5 

5 

1615509 

cable 

IG-WiBl 

5 

2439838 

Data  channel  card 

1G-HD<\ 

5 

1615600 

Head  Disk  asm  10SR 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

Drive  C 

2F-A162 

30 

1615583 

Access  Control  card 

2F-A1C2 

27 

1615631 
1515632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

2F-A1D2 

5 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

2F-A1E2 

5 

1615508 

cable 

2F-A1E5 

5 

1615509 

cable 

2F-W1B1 

5 

2439838 

Data  channel  card 

2F-HDA 

5 

1615600 

Head  Disk  asm  10SR 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 
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SRC 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1BC8 

Cardi 
Coupler 
Card  3 
Card  2 

73 
5 
2 
2 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure). 

FRU  callouts,  see 

remote  LPDA  mot    m  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  crd. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

18C9 

Cardi 
Coupler 
Card  3 
Card  2 

50 

40 

2 

2 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure). 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 
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SRC 

FRU 

% 

P/M 

FRU  DESCRv'PTION 

SERVICE  COMMENTS 

18CA 

Cardi 
Card  3 
Coupler 
Card  2 

50 

40 

2 

2 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failu-e). 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/f^  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

336x  modems. 

Card  1  -  front  f-.nd  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

18Cb 

Card  1 
Card  3 
Coupler 
Card  2 

40 

27 

25 

2 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure). 

FRU  callouts,  s^^e 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  couplar. 

/.  / 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COPvlPvlENTS 

18CC 

Cardi 
Card  2 
Card  3 
Coupler 

50 

40 

2 

2 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure). 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modi5m  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  2     Processor  card. 

Coupler-  modem  coupler. 

18Cd 

Card  1 
Card  2 
Coupler 
Card  3 

40 

27 

25 

2 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure). 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  frunt  end  card. 

Card  2  -  receiver  card. 

Card  3  •-  Processor  card. 

Coupler-  modem  coupler. 
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SRC 

FRU 

% 

p/rsi 

FRU  DESCPIPTIOW 

SERVICE  COMMENTS 

18CE 

Card  2 
Card  3 
Couplet 
Cardi 

40 

27 

25 

2 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure). 

FRU  callouts,  see 

lemote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coup! or-  modem  coupler. 

18CF 

Coupler 
Card  3 
Card  2 
Cardi 

20 
20 
20 
20 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure). 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

C  )upler-  modem  coupler. 

18d8 

AUTOCALL  Data  Line 
Occupied  (DLO)  error. 
See  MIM  Sections  30-540  to 
30-547  for  more 
information. 

18d9 

AUTOCALL  Abandon  Call 

Retry  (ACR)  error. 

See  MIM  Sections  30-540  to 

30-547  for  more 

information. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRSPTION 

SERVICE  COMMENTS 

18dA 

AUTOCALL  Prestnt  Next 

Digit  (PND)  error. 

See  MIM  Sections  30-540  to 

30-547  for  more 

information. 

18db 

AUTOCALL  Distant  Station 
Connected  (DSC)  error. 
See  MIM  Sections  30-540  to 
30-547  for  more 
information. 

18dC 

AUTOCALL  Power  Indicate 

(PWI)  error. 

See  MIM  Sections  30-540  to 

30-547  for  more 

information. 

IBdd 

AUTOCALL  unit  has  received 

a  command  tfiat  was  not 

valid. 

See  MIM  Sections  30-540  to 

30-547  for  more 

information. 

18dE 

AUTOCALL  unit  has  received 

a  telepf  one  number  with  a 

length  of  zero. 

See  MIM  Sections  30-540  to 

30-547  for  more 

information. 

18dF 

AUTOCALL  Data  Terminal 

Ready  (DTR)  is  off  for  the 

communications  line. 

See  MIM  Sections  30-540  to 

30-547  for  more 

information. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

18E0 

Network 
Rmodem 
Lmodem 

45 

45 

6 

LPDA  local /remote  status 
test  (no  response  from 
remote  modem) 
Rmodem  =  remote  modem 
Lmodem  =  local  modem 

18E8 

Network 
Rmodem 
Lmodem 

65 
16 
16 

LPDA  local/remote  test 
(remote  data  quality  =  8). 
Rmodem  =  remote  modem 
Lmodem  =  local  modem 

18E9 

Network 
Rmodem 
Lmodem 

75 
11 
11 

LPDA  local/remote  test 
(remote  data  quality  =  9). 
Rmodem  =  remote  modem 
Lmodem  =  local  modem 

18EA 

Network 
Rmodem 
Lmodem 

85 
6 
6 

LPDA  local/remote  test 
(remote  data  quality  = 
10).  Rmodem  =  remote  modem 
Lmodem  =  local  modem 

18Eb 

Network 
Rmodem 
Lmodem 

85 
6 
6 

LPDA  local /remote  test 
(ren-iote  data  quality  = 
1 1 ).  Rmodem  =  remote  modem 
Lmodem  =  local  modem 

18EC 

Network 
Rmodem 
Lmodem 

85 
6 
6 

LPDA  local /remote  test 
(remote  data  quality  = 
12).  Rmodem  "-  remote  modem 
Lmodem  =  IochI  modem 

18Ed 

Network 
Rmodem 
Lmodem 

85 
6 
6 

LPDA  local /remote  tost 
(remote  data  quality  =- 
13).  Rmodem  =  remote  modem 
Lmodem  =  local  modem 

18EE 

Network 
Rmodem 
Lmodem 

85 
6 
6 

LPDA  local/remote  test 
(remote  data  quality  = 
14).  Rmodem  =  remote  modem 
Lmodem  =  local  modem 

C06 
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SRC 

FPU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

18EF 

Network 
Rmodem 
Lmodem 

85 
6 
6 

LPDA  local/remote  test 
(remote  data  quality  = 
15).  Rmodem  =  remote  modem 
Lmodem  =  local  modem 

18F1 

LPDA  remote  test.  Remote 
modem  test  can  not  be  run. 
Local  Modem  is  not 
configured  as  a  control 
rr.odem. 

Configuration  or  operator 
problem.  LPDA  problem 
determination  test. 

18F2 

• 

X.21  Adapter  Check 
(Overrun)  occurred  while 
attempting  to  make  a  call. 
See  M!M  Sections  30-550  io 
30-555  for  more 
information. 

18F3 

X.21  DCE  was  not  ready  or 

did  not  become  ready  after 

a  clear. 

See  MIM  Sections  30-550  to 

30-555  for  more 

information. 

18F4 

X.21  DCE  clear  was  done 

while  attempting  to  make;  a 

call. 

See  MiM  Sections  30-550  to 

30-555  for  more 

information. 
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SRC 

FRU 

% 

p/rsi 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

18F5 

X.21  DCE  responded  to  the 

selection  sequence  with  a 

2X  through  8X  call 

progress  signal. 

See  MIM  Sections  30-550  to 

30-555  for  more 

information. 

18F6 

X.21  Pc:  .ly  error  was 

sensed  while  attempting  to 

make  a  call. 

See  MIM  Sections  30-550  to 

30-555  for  more 

information. 

18P7 

X.21  T3A  Time-out.  The  DCE 

did  not  respond  after 

responding  with  a  call 

progress  signal. 

See  MIM  Sections  30-550  to 

30-555  for  more 

information. 

'i8F8 

X.21  T3B  T,me-out.  The  DCE 

did  not  respond  after 

responding  with  an  01,  02, 

or  03  call  progress 

signal. 

See  MIM  Sections  30-550  to 

30-555  for  more 

iiiformation. 

18F9 

X.21  T2  Time-out.  The  DCE 

did  not  respond  to  the 

^election  sequence. 

See  MIM  Sections  30-550  to 

30-555  for  more 

information. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

18FA 

X.21  T1  Time-out.  The  DCE 

did  not  respond  to  a  call 

request. 

See  MIM  Sections  30-550  'o 

30-555  for  mere 

information. 

18Fb 

X.25  Normal  completion. 
See  MIM  Sections  30-560  .o 
30-567  for  more 
information. 

18FC 

X.25  Error  completion. 
See  MIM  Sections  30-360  to 
30-567  for  more 
information. 

IBFd 

X.25  Attention  completion. 
See  MIM  Sections  30-560  to 
30-567  for  more 
information. 

18FE 

' 

Unknown  communications 

error. 

See  MIM  Section  30-500  for 

more  information.     , 

1901 

A-A1E2/ 
AA2E2 

90 

2462228 

Data  stor  adapter  1  cd 

Replace  FRU  only  if  MAPs 
do  not  isolate  failure. 

1902 

A  A1C2/ 
A-A2C2/ 
A-A1 E2/ 
A-A2E2 

60 
30 

2597702 
2462228 

adapter  A  card  2  a  ED 
Data  stor  adapter  1  cd 

Run  MDIs  against  Drive  A. 
Replace  FRUs  listed  only 
if  MAPs  do  not  isolate 
failure. 

1903 

A-A1D2/ 
A-A2D2 
A-A1 E2/ 
A-A2E2 

60 
30 

2597702 
2462228 

adapter  Beard  21  ED 
Data  stor  adapter  1  cd 

Run  MDIs  against  Drive  B. 
Replace  FRUs  listed  only 
if  MAPs  do  not  isolate 
failure. 

1906 

A-A1 D2/ 
A-A2D2 
Drive  B 

60 
30 

2597702 

adapter  B  card  21  ED 

Run  MDIs  against  Drive  B. 

'/ 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1908 

- 

Take  system  dump. 
Disk  interrupt  caused 

error  not  valid. 

190  A 

A-A1C2/ 
A-A2C2 

60 

2597702 

adapter  A  card  21  ED 

Run  MDIs  against  Drive  A. 
May  need  to  customize  or 

Drive  A 

30 

reload  SSP. 

190b 

A-A1 D2/ 
A-A2D2 

60 

2597702 

adapter  B  card  21  ED 

Run  MDIs  against  Drive  B. 

Drive  B 

30 

190d 

A-A1 D2/ 
A-A2D2 
Drive  B 

60 
30 

2597702 

adapter  Beard  21  ED 

Run  MDIs  against  Drive  B. 

190E 

• 

Permanent  ECC  check, 

sector  reassigned  to  new 

sector. 

Customer  may  need  to  run 

"BUILD"  procedure. 

1910 

Drive  A 

A-A1E2/ 

48 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1C2/ 

48 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Drive  B 

A-A1E2/ 

48 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1D2/ 

48 

2597702 

adapter  Beard  21  ED 

A-A2D2 

1911 

Drive  A 

A-A1C2/ 

48 

2597702 

adapter  A  card  21  ED 

A-A2C2 

=-A1A2 

48 

1616312 

Digital  card  21  ED 

Drive  B 

A-A1D2/ 

48 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

48 

1616317. 

Digital  card  21  ED 

CIO 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1912 

Drive  A 

F-A1A? 

48 

1616312 

Digital  card  21  ED 

F  B1A3 

48 

4044272 

Analog  card  21  ED 

Drive  B 

G-A1A2 

48 

1616312 

Digital  card  21  ED 

G-B1A3 

48 

4044272 

Analog  card  21  ED 

1913 

Drive  A 

F-A1A2 

32 

1616312 

Digital  card  21  ED 

F-B1A3 

32 

4044272 

Analog  card  21  ED 

DE 

32 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-A1A2 

32 

1616312 

Digital  card  21  ED 

G-B1A3 

32 

4044272 

Analog  card  21  ED 

DE 

32 

1616699 

Disk  Enoiosure21ED 

1914 

Drive  A 

F-A1A2 

96 

161631;? 

Digital  card  21  ED 

Drive  B 

G-A1A2 

96 

1616312 

Digital  card  21  ED 

1915 

Drive  A 

F-A1A2 

50 

1616312 

Digital  card  21  ED 

A-A^C2/ 

26 

2597702 

adapter  A  card  21  ED 

A-'       ? 

F-Bu 

20 

4044272 

Analog  card  21  ED 

Drive  B 

G-A1A2 

50 

1616312 

Digital  card  21  ED 

A-A 1 D2/ 

26 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-E1A3 

20 

4044272 

Analog  card  21  ED 

1916 

Drive  A 

F-A1A2 

48 

1616312 

Digital  card  21  ED 

F-C1A1 

48 

1616814 

Driver  card  21  ED 

Drive  B 

G-A1A2 

48 

1616312 

Digital  card  21  ED 

G-C1A1 

48 

1618814 

Driver  card  21  ED 

1917 

A-A1 E2/ 
A-A2E2 

96 

2462228 

Data  stor  adapter  1  cd 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1918 

Drive  A 

Run  "Build"  procedure 

A-A1C2/ 
A-A2C2 

40 

2597702 

adapter  A  card  21  ED 

first    Replace  FRU  if 
problem  persists. 

Drive  B 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

1919 

Drive  A 

Run  "BUILD"  procedure 

A  A1E2/ 
A-A2E2 

64 

2462228 

Data  stor  adapter  1  cd 

first.   Replace  FRUs 
if  problem  persists. 

A-A1C2/ 

32 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Drive  B 

A-A1E2/ 

64 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1D2/ 

32 

2597702 

adapter  B  card  21  ED 

A-A2D2 

1920 

Drive  A 

Disk  Interface  Parity  Chk 

A-A1C2/ 

50 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

Drive  B 

A-A1D2/ 

50 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

40 

1616312 

Digital  card  21  ED 

1921 

Drive  A 

Card  Unsafe. 

F-B1A3 

40 

4044272 

Analog  card  21  ED 

F-A1A2 

30 

1616312 

Digital  card  21  ED 

F-C1A1 

15 

1616814 

Driver  card  21  ED 

DE 

10 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-B1A3 

40 

4044272 

Analog  card  21  ED 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

G-C1A1 

15 

1616814 

Driver  card  21  ED 

DE 

10 

1616699 

Disk  Enclosure  21  ED 

CI2 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1922 

Drive  A 

DE  Unsafe 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

F-B1A3 

30 

4044272 

Analog  card  21  ED 

A-A1C2/ 

20 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-A1A2 

40 

1616312 

Digital  card  21  ED 

G-B1A3 

30 

4044272 

Analog  card  21  ED 

A-A1D2/ 

20 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

1923 

Drive  A 

Operation  Unsafe. 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-A1A2 

30 

1616312 

Digital  card  21  ED 

F-B1A3 

20 

4044272 

Analog  card  21  ED 

Drive  B 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

G-B1A3 

20 

4044272 

Analog  card  21  ED 

1924 

Drive  A 

Seek  Unsafe. 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

F-B1A3 

30 

40<4272 

Analog  card  21  ED 

A-A1C2/ 

20 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G  A1A2 

40 

1616312 

Digital  card  21  ED 

G-B1A3 

30 

4044272 

Analog  card  21  ED 

A'AI  D2/ 

20 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1925 

Drive  A 

Sync  Unsafe. 

F-A1A2 

bO 

1616312 

Digital  card  21  ED 

F-C1A1 

40 

1616814 

Driver  card  21  ED 

Drive  B 

G-A1A2 

50 

1616312 

Digital  card  21  ED 

G-C1A1 

40 

1616814 

Driver  card  21  ED 

1926 

Drive  A 

Sync  Uns.ife. 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

F-B1A3 

30 

4044272 

Analog  card  21  ^:D 

A-A1C2/ 

20 

2597702 

ada;.'er  Acard  21  ED 

AA2C2 

F-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-A1A2 

40 

1616312 

Digital  card  21  ED 

G-B1A3 

30 

4044272 

Analog  card  21  ED 

A-A1D2/ 

20 

2597702 

adapter  Q  card  21  ED 

A-A2D2 

G-C1A1 

5 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

1927 

Drive  A 

Servo  Unsafe. 

F-B1A3 

40 

4044272 

Analog  card  21  ED 

F-A1A2 

30 

1616312 

Digital  card  21  ED 

F-C1A1 

15 

1616814 

Driver  card  21  ED 

DE 

10 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-B1A3 

45 

4044272 

Analog  card  21  ED 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

G-C1A1 

15 

1616814 

Driver  card  21  ED 

DE 

10 

1616699 

Disk  Enclosure  21  ED 

1928 

Drive  A 

Motor/ Proc  Unsafe. 

F-A1A2 

40 

1616312 

Digital  card  21  ED 

F-C1A1 

30 

1616814 

Driver  card  21  ED 

DE 

25 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

G-A1A2 

40 

1616312 

Digital  card  21  ED 

G-C1A1 

30 

1616814 

Driver  card  21  ED 

DE 

25 

16-:  6699 

Disk  Enclosure  21  ED 

CI4 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1929 

Drive  A 

Interrupt  Timeout  Check. 

A-A1E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Drive  B 

A-A1E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

192  A 

A-A1E2/ 
A-A2E2 

90 

2462228 

Data  stor  adapter  1  cd 

Cycle  Steal  Address  Check. 

192b 

Drive  A 

Command  Parity  Check. 

A-A1E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Drive  B 

A-A1E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1 D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

192C 

A-A1 E2/ 
A-A2E2 

90 

2462228 

Data  stor  adapter  1  cd 

Cycle  Steal  Parity  Check. 

192d 

A-A1E2/ 
A-A2E2 

90 

2462228 

Data  stor  adapter  1  cd 

DSA  Buffer  Wnte  Check. 

192E 

Drive  A 

Interface  Timeout. 

A  A1C2/ 

50 

2597702 

adapter  A  card  21  ED 

A-A2C2 

A-A1E2/ 

40 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

Drive  B 

A-A1 D2/ 

50 

2597702 

adapter  B  card  21  ED 

A-A2D2 

A-A1 E2/ 

40 

Z462228 

Data  stor  adapter  1  cd 

A-A2E2 

138 


CI5 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

192F 

Drive  A 

USA  Data  Bus  Parity  Check. 

A-A1E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Drive  B 

A-A1E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

1930 

Drive  A 

Data  Overrun  Check. 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-A1A2 

30 

1616312 

Digital  card  21  ED 

A-A1E2/ 

20 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

Drive  B 

• 

A-A1 D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

A-A1E2/ 

20 

2462228 

Data  stor  adapter  1  cd 

AA2E2 

1931 

Drive  A 

CRC/ECC  Check. 

A-A1C2/ 

A-A2C2 

F-B1A3 

50 
30 

2597702 
4044272 

adapter  A  card  21  ED 
Analog  card  21  ED 

Run  "BUILD"  procedure 
first.  If  problem 
persists,  replace  FRU. 

F-C1A1 

10 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

A-A1 D2/ 

50 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-B1A3 

30 

4044272 

Antilog  card  21  ED 

G-C1A1 

10 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

CI6 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1932 

Drive  A 

No  Record  Found. 

A-A1C2/ 

50 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Run  "BUILD"  procedure 
first.  If  problem 

F-B1A3 

30 

4044272 

Analog  card  21  ED 

persists,  replace  FRU. 

F-C1A1 

10 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

Drive  B 

A-A1D2/ 

50 

2597702 

adapter  B  card  21  ED 

A  A2D2 

G-B1A3 

30 

4044272 

Analog  card  21  ED 

G-C1A1 

10 

1616814 

Driver  card  21  ED 

DE 

1 

1616699 

Disk  Enclosure  21  ED 

1933 

Drive  A 

Command  Cycle  Pty  Check. 

A-A1C2/ 

50 

2597702 

adapter  A  card  21L:D 

A-A2C2 

A-A1E2/ 

40 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

. 

Drive  B 

A-A'iD2/ 

50 

2597702 

adapter  B  card  21  ED 

A-;^2D2 

A-A1E2/ 

40 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

1934 

Drive  A 

Cable  Continuity  Check. 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

F-A1A2 

30 

1616312 

Digital  card  21  ED 

F-B1A2 

20 

Drive  B 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

G-B1A2 

20 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1935 

Drive  A 

Data  Cycle  Parity  Check. 

A-A1E2/ 

50 

2462228 

Data  stor  adapter  1  cd 

A  A2E2 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Drive  B 

A-A1E2/ 

50 

2462228 

Data  stur  adapter  1  cd 

A-A2E2 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

1936 

Drive  A 

Sync  Not  Found  Check 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

Run     BUILD"  procedure 
first,  if  problem 

Drive  B 

persists,  replace  FRU. 

A-A1D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

40 

1937 

Drive  A 

Disk  Write  Data  Check 

A-A1C2/ 

40 

2597702 

adapter  A  card  21  ED 

A-A2C2 

r--A1A2 

30 

1616312 

Digital  card  21  ED 

F-B1A3 

20 

4044272 

Analog  card  21  ED 

Drive  B 

A-A1 D2/ 

40 

2597702 

adapter  B  card  21  ED 

A-A2D2 

G-A1A2 

30 

1616312 

Digital  card  21  ED 

G-B1A3 

20 

4044272 

Analog  card  21  ED 

1938 

Drive  A 

Command  Reject. 

A-A1C2/ 

50 

2597702 

adapter  A  card  '•I  ED 

A-A2C2 

A-A1 E2/ 

40 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

Drive  B 

A-A1D2/ 

50 

2597702 

adapter  B  card  21  ED 

A-A2D2 

A-A1E2/ 

40 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

CIS 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1883 

Card  3 
Coupler 
Card  2 
Cardi 

50 

40 

2 

2 

LPDA  lot  al  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

1884 

Card  2 
Cardi 
Card  3 
Coupler 

72 

15 

10 

2 

LPDA  local  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

38ox  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

106 


BOI 


SRC 

FPU 

■ 
% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1885 

Caiu  2 
Coupler 
Cardi 
Card  3 

50 

40 

2 

2 

LPDA  local  selfte^'t 

error  (loral  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  •  Processor  card. 

Coupler-  modem  coupler 

1886 

Card  2 
Card  3 
Coupler 
Cardi 

50 

40 

2 

2 

1 

'                          ,'                                   '     ■                  ' 

LPDA  local  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

B02 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1887 

Card  2 
Card  3 
Coupler 
Caro  1 

40 

27 

25 

2 

LPDA  local  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  moderr  -  no 

P/N  supplied. 

The  modem  cards  listed 

be'ow  are  valid  only  for 

386x  modems, 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card 

Coupler-  modem  coupler. 

1888 

Card  1 
Coupler 
Card  2 
Card  3 

1 

73 
5 
5 
2 

LPDA  local  selftest 

error  (local  external 

modem  failurt;). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

^> 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1889 

Cardi 
Coupler 
Card  2 
Card  3 

50 

40 

2 

2 

LPDA  local  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

188  A 

Cardi 
Card  3 
Coupler 
Card  2 

50 

40 

2 

2 

LPDA  local  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

B04 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

188b 

Cardi 
Card  3 
Coupler 
Card  2 

1 

40 

27 

25 

2 

LPDA  local  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

locf.t  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

188C 

Cardi 
Card  2 
Card  3 
Coupler 

50 

40 

2 

2 

LPDA  local  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

110 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

188d 

Cardi 
Card  2 
Coupler 
Card  3 

40 

27 

25 

2 

LPDA  local  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

F/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

188E 

Card  2 
Card  3 
Coupler 
Cardi 

40 

27 

25 

2 

LPDA  local  selftest 

error  (local  external 

miodem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  mod  ms. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

B06 


11 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

188F 

Coupler 
Card  3 
Card  2 
Casd  1 

20 
20 
20 
20 

LPDA  local  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

38r)x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

1890 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

[cable 

60 

30 
10 

2597759 

ElA/CCITT/autocall 

EIA  end  of  cable  wrap 
failure  (every  FRU). 

Xcable  =  EIA  external 

cable  P/N  8636752 
Icable  =  internal  cable 
P/N  8636746. 
Basic  communication 
diagnostic  test  failure. 

1891 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A  A3M2/ 

A  A3N2 

icable 

80 
20 

2597759 

ElA/CCITT/auto  call 

EIA  cable  tower  wrap 
failure  (CA  &  ICable)  o: 
autocall  cable  tower  wrap 
failure  (CA  &  ICdble) 
Icable  =  internal  cable 
P/N  8636746-  EIA,  P/N 
2597420  -  autocall. 
Basic  communication 
diagnostic  test  failure. 

112 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICF.  COMMENTS 

1892 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

60 

30 
10 

2597761 

DDSA  card 

DDSA  end  of  Cc  ble  wrap 
failure  Xcable  =  DDSA 
external  cable  P' N  8636753 
Icable  =  internal  cable 
P/N  8636746. 

Basic  connnnunication 
diagnostic  test  failure. 

1893 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Icable 

80 
20 

2597761 

DLSA  card 

DDSA  cable  tower  wrap 
failure  (CA  &  ICable) 
Icable  =  internal  cable 
P/N  8636746. 

Basic  communication 
diagnostic  test  failure. 

1894 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3I  ?/ 

A-A3M2/ 

A-A3N2 

Icable 

80 
20 

2597762 

X.?.1  card 

X.21  cable  tower  wrap 
failure  (CA  &  ICable) 
Icable  =  internal  cable 
P/N  2597421. 

Basic  communication 
diagnostic  test  failure. 

1895 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Icable 

80 
20 

2597760 

V.35  card 

V.35  WB  cable  tower  wrap 
failure  (CA  &  ICable) 
Icable  =  internal  cable 
P/N  2597422. 

Basic  communication 
diagnostic  test  failure. 

B06 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1896 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3IVI2/ 

A-A3N2 

Xcable 

icable 

30 
10 

2597759 

ElA/CCITT/auto  call 

Autocall  Odd  of  cable  wrap 
failure  (every  FRU), 
Xcdble  =  A  C.  external 
cable  P/N  2597423. 

Icable  =  internal  cable 
P/N  2597420. 
Basic  communication 
diagnostic  test  failure. 

1897 

SLCA 

Line  1  -  4-wire  cable 

A-A1G2 

80 

8527032 

DDSA  card 

tower  wrap  failure  w/DDSA 

A-A1K2 

10 

4177000 

SLCA  Comm  card 

(line  wrap  test  failure). 

MLCA 

A-A3M2 

80 

8527032 

DDSA  card 

A-A3R2 

10 

4177000 

Comm  card  Line  1 

Int 

10 

Cables 

Line  2  - 

A-A3L2 

80 

8527032 

DDSA  card 

int 

10 

Cables 

Line  3  - 

A-A3Q2 

10 

4177000 

Comm  card  Line  2 

A-A3M4 

80 

8527032 

DDSA  card 

int 

10 

Line  4  - 

Cables 

A-A3P2 

10 

4177000 

Comm  card  Line  3 

A-A3L4 

80 

8527032 

DDSA  card 

Int 

10 

Cables 

A-A3N2 

10 

4177000 

Comm  card  Line  4 

1899 

A-A3L4 

80 

4176994 

V.35  card 

Line  4  -  V35  cable  tower 

Int 

10 

wrap  '3rror  (line  wrap  test 

Cables 

failure). 

A-A3N2 

10 

4177000 

Comm  card  Line  4 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

189  A 

SCLA 

Line  1  •■  ElA/CCITTor 

A-A1G2 

80 

5864668 

ElAcard 

autocall  cable  tower  wrap 

A-A1K2 

10 

4177000 

SLCA  Comm  card 

error  (line  wrap  test 
failure). 

MLCA 

A-A3IVi2 

80 

5864668 

EIA  card 

A-A3R2 

1t» 

4177000 

Comm  card  Line  1 

Int 

10 

Cables 

Line  2-  ElA/CCITTor 

autocall  cable  tower  wrap 

A-A:]L2 

80 

5864668 

EIA  card 

error  (line  wrap  test 

Int 

10 

failure). 

Cables 

Line  3-  ElA/CCITTor 

A-A3Q2 

10 

4177000 

Comm  card  Line  2 

autocall  cable  tower  wrap 

A-A3M4 

80 

5864668 

EIA  card 

error  (line  wrap  test 
failure). 

Int 

10 

Line  4-  ElA/CCITTor 

Cables 

autocall  cable  tower  wrap 

A-A3P2 

10 

4177000 

Comm  card  Line  3 

error  (line  wrap  test 

A-A3L4 

80 

5864668 

EIA  card 

failure). 

Int 

10 

Cables 

A-A3N2 

10 

4177000 

Comm  card  Line  4 

18A0 

Lmodem 

90 

LPDA  local  status  test 

Network 

10 

error  (no  response). 
Lmodem  =  local  modem. 

18A8 

Network 

65 

LPDA  local  status  test 

Lmodem 

16 

error  (data  quality  -=  8). 
Lmodem  =  local  modem 

Rmodem 

16 

Rmodem  =  remote  modem 

18A9 

Network 

65 

LPDA  local  status  test 

Lmodem 

16 

error  (data  quality  =  9). 
Lmodem  =  local  modem 

Rmodem 

16 

Rmodem  =  remote  modem 

18AA 

Network 

65 

LPDA  local  status  test 

Lmodem 

16 

error  (data  quality  = 

10).  Lmodem  =  local  modem 

Rmodem 

16 

Rmodem  =  remote  modem 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

18Ab 

Network 
Lmodem 
Rmodem 

65 
16 
16 

LPDA  local  status  test 
error  (data  quality  = 
1 1).  Lmodem  =  local  modem 
Rmodem  =  remote  modem 

18AC 

Network 
Lmodem 
Rmodem 

65 
16 
16 

LPDA  local  status  test 
error  (data  quality  = 
i  2).  Lmodem  =  local  modem 
Rmodem  =  remote  modem 

l8Ad 

Network 
Lmodem 
Rmodem 

65 
16 
16 

LPDA  local  status  test 
error  (data  quality  = 
13).  Lmodem  =  local  modem 
Rmodem  =  remote  modem 

18AE 

Network 
Lmodem 
Rmodem 

65 
16 
16 

LPDA  Iocs!  status  test 
error  (data  quality  = 
14).  Lmodem  =  local  modem 
Rmodem  =  remote  modern 

18AF 

Network 
Lmodem 
Rmodem 

65 
16 
16 

LPDA  local  status  test 
error  (data  quality  = 
15).  (.modern  =  local  modem 
Rmodem  =  remote  modem 

18b0 

Line  allocation  faiJod 
(return  code  not 
recognized)  or  test 
selection  is  not  valid. 
Program  error. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SEFWICE  COMMENTS 

18b1 

SLCA 

A-A1G2 

A-A1K2 

MLCA 

A-A3M2 

A-A3R2 

A-A3L2 

A-A3Q2 

A-A3M4 

A-A3P2 

A-A3L4 

A-A3N2 

90 
10 

90 
10 
90 
10 
90 
10 
90 
10 

8527032 
4177000 

8527032 
4177000 
8527032 
4177000 
8527032 
4177000 
8527032 
4177000 

DDSA  card 
SLCA  Comm  card 

DDSA  card 
Comm  card  Line  1 
DDSA  card 
Comm  card  Line  2 
DDSA  card 
Comm  card  Line  3 
DDSA  card 
Comm  card  Line  4 

Line  1  -  DDSA  card  wrap 
error  (LS  type  wrap  (line 
wrap  test  failure). 

Line  2  - 
Line  3  - 
Line  4  - 

18b2 

ExternI 

modem/ 

network 

70 

Con-imunications  SRC.  No 
DSR  -  (from  problem 
determination  tests)  but 
not  enough  known  to  do 
FRU  isolation.  CE/CSR  tun 
MDIs.  Suspected  external 
problem. 

18b3 

ExternI 

modem/ 

network 

50 

' 

/ 

Communications  SRC.  No 
CTS  -  (fiom  problem 
determination  tests)  but 
not  enough  known  to  do 
FRU  isolation.  CE/CSR  run 
MDIs.  Suspected  external 
problem. 

18b4 

ExternI 

modem/ 

network 

60 

Communications  SRC.  No 
external  receive  clocking 
nor  DSR  -  (from  problem 
determination  tests)  but 
not  enough  known  to  do 
FRU  isolation.  CE/CSR  run 
MDIs.  Suspected  external 
problem. 

BI2 


117 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

18b5 

SLCA 
A-A1G2 

A-A3K2 

MLCA 

A-A3M2 

A-A3R2 
A-A3I  ? 

A-A3Q2 
A-A3M4 

A-A3P2 
A-A3L4 

A-A3N2 

90 

10 
90 

10 
90 

10 
90 

10 
90 

10 

5167248 
8F64508 
61 /3448 
5167246 

6173448 
8564508 
5167246 
5167248 
4177000 
8564508 
6173448 
5167246 
5167248 
4177000 
6173448 
8564508 
5167246 
51S7248 
4177000 
8564508 
6173448 
5167246 
5167248 
4177000 

1200  NonSw  (WT)  card 
1200  Sw  (US)  card 
1200  NonSw  (US)  card 
1200  Sw(WT)  card 

1200  NonSw  US  card 
1200  Sw  US  card 
1200  SwWT  card 
1200  NonSw  wt  card 
Comm  card  Line  1 
1200  Sw  US  card 
1200  NonSw  US  card 
1200  SwWT  card 
1200  NonSw  wt  card 
Comm  card  Line  2 
1200  NonSw  US  card 
1200  Sw  US  card 
1200  SwWT  card 
1200  NonSw  wt  card 
Comm  card  Line  3 
1200  Sw  US  card 
1200  NonSw  US  card 
1200  SwWT  card 
1200  NonSw  wt  card 
Comm  card  Line  4 

Line  1  -  1200  I.M,  card 
wrap  error  ILS  type  wrao) 
(line  wrap  test  failure). 

Line  2  - 
Line  3  - 
Line  4  - 

18b6 

[BM 

ExternI 

modem 

80 

External  IBi\/l  modem 
failure.  Modem  number 
unknov/n. 

18b7 

Remote  loopback  test 
failure.  Suspected 
external  problem  or 
operator  problem  from 
problem  determination  test 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

18b8 

Xmodem 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

80 
12 

6 
2 

2597759 

EIA/CCII  r/autocall 

No  DSR  from  external  modem 
Xmodem  =  external  modem 
Xcable  =  EIA  external 
cable  P/N  8636752 
Icable  =  internal  cable 
P/N  8636746. 

18b9 

Xmodem 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

80 
12 

6 
2 

2597759 

EIA/CCII  I/autocall 

No  CTS  from  external  modem 
Xmodem  =  external  modem 
Xcable  =  EIA  external 
cable  P/N  8636752 
Icable  =  internal  cable 
P/N  8636746. 

18b  A 

Xmodem 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

80 
12 

6 
2 

2597759 

ElA/CCITT/autocall 

No  external  receive  clock 
^rom  external  modem. 
Xcable  =  EIA  external 
cMe  P/N  8636752 
Icable  =  internal  cable 
P/N  8636746. 

Xmodem  =  external  modem 

Bi4 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

18bb 

Xmodeni 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

80 
12 

6 

2 

2597759 

EfA/CCn  1 /auto  call 

External  modem  failure. 
Xmodem  =  external  modem 
Xcable  =  EIA  external 
cable  P/N  8636752 
Icable  =  interna!  cable 
P/N  8636746. 

18bE 

Xmodem 

99 

External  modem  failure. 
(Modem  is  only  FRU) 
If  this  is  Japan  and  an 
ElA/CCIi  1  interface, 
suspect  missing  clocking 
from  the  modem 

18C0 

Network 
Rmodem 
Lmodem 

50 

45 

5 

LPDA  remote  selftest  error 

(no  response  from  remote 

modem). 

Lmodem  =  Local  modem 

Rmodem  =  Remote  modem 

18C1 

Coupler 
Card  3 
Card  2 

90 
2 
2 

/ 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure. 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  oniy  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTIOIV 

SERVICE  COMMENTS 

18C2 

Card  3 
Card  1 
Coupler 
Card  2 

91 
3 
2 
2 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure). 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

18C3 

Card  3 
Coupler 
Cardi 
Card  2 

50 

40 

2 

2 

> 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure). 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

BI6 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

18C4 

Card  2 
Cardi 
Card  3 
Coupler 

72 

15 

10 

2 

LPDA  remote  selftest 

error  (remote  LPDA  moriem 

failure). 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  a  -  Processor  card. 

Coupler-  modem  coupler. 

18C5 

Card  2 
Coupler 
Cardi 
Card  3 

50 

40 

2 

2 

LPDA  remote  selftest 

error  (remote  LPDA  modem 

failure*. 

FHU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

Thie  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 
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SRC 

p. 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

18C6 

Card  2 
Card  3 
Coupler 
Cardi 

50 

40 

2 

2 

LPDA  remote  self»est 

error  (remote  LPDA  modem 

failure). 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  rrodems. 

Cord  1  -  front  end  card. 

Care  2  -  receiver  card. 

Card  3     Processor  card. 

Coupler-  modem  coupler. 

1807 

Card  2 
Card  3 
Coupler 
Cardi 

40 

27 

25 

2 

LPDA  remote  selftest 

error  (remote  LPDA  modom 

failure). 

FRU  callouts,  see 

remote  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

Bid 
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SRC 

FRU 

% 

r 
P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1821 

A-A3R2 
A-A3S2 

Channel 
Cables 

85 
12 

4177000 
4177036 
4177037 
4237136 
2597763 

Comm  card  Line  1 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

Line  1  -  tesl  failed  on 
line  1  adapter  (controller 
wrap  test  failure). 

1822 

A-A3Q2 
A-A3S2 

85 
12 

4177000 
4177036 
4177037 
4237136 
2597763 

Comm  card  Line  2 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  staqe  2 

Line  2  -  test  failed  on 
line  2  adapter 
(controller  wrap  test 
failure). 

1823 

A-A3S2 

A-A3Q2 
A-A3R2 

49 

25 
25 

4177036 
4177037 
4237136 
2597763 
4177000 
4177000 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
Comm  card  Line  2 
Comm  card  Line  1 

Test  failed  on  lines  1  & 
2  (controller  wrap  test 
failure). 

1824 

A-A3P2 
A-A3S2 

85 
12 

4177000 
4177036 
4177037 
4237136 
2597763 

Comm  card  Line  3 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64 KW  stage  2 
Ctrlr  cd  64KW  stage  2 

Line  3  -  test  failed  on 
line  3  adapter  (controller 
wrap  test  failure). 

1825 

A-A3S2 

A-A3R2 
A  A3P2 

49 

25 
25 

4177036 
4177037 
4237136 
2597763 
4177000 
4177000 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlrcd64KWslage2 
Ctrlr  cd  64KW  stage  2 
Comm  card  Line  1 
Comm  card  Line  3 

Test  failed  on  lines  1  & 
3  (controller  wrap  test 
failure). 

1826 

A-A3S2 

A-A3Q2 
A-A3P2 

49 

25 
25 

4177036 
4177037 
4237136 
2597763 
4177000 
4177000 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
Comm  card  Line  2 
Comm  card  Line  3 

Test  failed  on  lines  2  & 
3  (controller  wrap  test 
failure). 

88 
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SRC 

FRU 

% 

P/IM 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1827 

A-A3S2 

A-A3R2 
A-A3Q2 
A-A3P2 

49 

15 
15 
15 

4177036 
4177037 
4237136 
2597763 
4177000 
4177000 
4177000 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
Comm  card  Line  1 
Comm  card  Line  2 
Comm  card  Line  3 

Test  failed  on  lines  1, 
2  &  3  (controller  wrap 
test  failure). 

1828 

A-i\3N2 
A-A3S2 

85 
12 

4177000 
4177036 
4177037 
4237136 
2597763 

Comm  card  Line  4 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  e4KW  stage  2 

Line  4  -  t.st  failed  on 
line  4  adapter  (controller 
wrap  test  failure. 

1829 

A-A3S2 

A-A3R2 
A-A3N2 

49 

25 
25 

4177036 
4177037 
4237136 
2597763 
4177000 
4177000 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64 KW  stage  2 
Ctrlr  cd  64KW  stage  2 
Comm  card  Line  1 
Comm  card  Line  4 

Test  failed  on  lines  2  & 
4  (controller  wrap  test 
failure). 

182  A 

A-A3S2 

A-A3N2 
A-A3Q2 

49 

25 
25 

4177036 
4177037 
4237136 
2597763 
4177000 
4177000 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
Comm  card  Line  4 
Comm  card  Line  2 

Test  failed  on  lines  2  & 
4  (controller  wrap  test 
failure). 

182b 

A-A3S2 

A-A3R2 
A-A3Q2 
A-A3N2 

49 

IF 
15 
15 

4177036 
4177037 
4237136 
2597763 
4177000 
4177000 
4177000 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  ? 
Comm  card  Line  1 
Comm  card  Line  2 
Comm  card  Line  4 

Test  failed  on  lines  1,  2 
&  4  (controller  wrap  test 
failure). 

182C 

A-A3S2 

A-A3P2 
A-A3N2 

49 

25 
25 

4177036 
4177037 
4237136 
2597763 
4177000 
4177000 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
Conrm  card  Line  3 
C'  rm  card  Line  4 

Test  failed  on  lines  3  & 
4  (controller  wrap  test 
failure). 

A02 
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SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


182d 


A-A3S2 


A-A3R2 
A-A3P2 
A-A3N2 


49 


15 
15 
15 


4177036 
4177037 
4237136 
25977S3 
4177000 
4177000 
4177000 


Controller  card  IS  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  ?^tage  2 
Ctrlr  cd  64KW  stage  2 
Comm  card  Line  1 
Comm  card  Line  3 
Comm  card  Line  4 


Test  failed  on  lines  1,  3 
&  4  (controller  wrap  test 
failure). 


182E 


A-A3S2 


A-A3Q2 
A-A3P2 
A-A3N2 


49 


15 
15 
15 


4177036 
4177037 
4237136 
2597763 
4177000 
4177000 
4177000 


Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
Con'm  card  Line  2 
Comm  card  Line  3 
Comm  card  Line  4 


Test  failed  on  lines  2,  3 
&  4  (controller  wrap  test 
failure). 


182F 


1830 


A-A3S2 


A-A3N2 
A-A3P2 
A-A3Q2 
A-A3R2 


55 


10 
10 
10 
10 


4177036 
4177037 
4237136 
2597763 
4177000 
4177000 
4177000 
4177000 


Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
Comm  card  Line  4 
Comm  card  Line  3 
Comm  card  Line  2 
Comm  card  Line  1 


Test  failed  on  all  line 
adapters  (controller 
wrap  test  failure). 


6SC  Receive  Time-out  Data 

Mode. 

See  MIM  Sections  30-510  to 

30-517  for  more 

information. 


1831 


1832 


BSC  Not  Dato  Set  Ready. 
See  MIM  Sections  30-510  to 
30-517  for  more 
information. 


BSC  Abortive  Disconect. 
See  MIM  Sections  30-510  to 
30-517  for  more 
information. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1833 

BSC  Receive  Adapter  Check. 
See  MIM  Sections  30-510  to 
30-517  for  more 
information. 

1834 

BSC  Transmit  Adapter 

Check. 

See  MIM  Sections  30-510  to 

30-517  for  more 

information. 

1835 

4     • 

BSC  Block  Check  (LRC/CRC/ 

VRC)  error. 

See  MIM  Sections  30-510  to 

30-517  for  more 

information. 

1836 

BSC  Receive  Time-out. 
See  MIM  Sections  30-510  to 
30-517  for  more 
information. 

1837 

BSC  ASCII  Character  not 

valid. 

See  MIM  Sections  30-510  to 

30-517  for  more 

infoimation. 

1838 

SDLC  Adapter  Check 

(Overrun /Underrun). 

See  MIM  Sections  30-520  to 

30-527  for  more 

information. 

183S 

f  . 

SDLC  Abortive  Disconnect 
(DCE  clear;  X.21  only). 
See  MIM  Sections  30-520  to 
30-527  for  more 
information. 

A04 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

183  A 

SDLC  Not  Data  Set  Ready. 
See  MIM  Sections  30-520  to 
30-527  for  more 
information. 

183b 

» 

SDLC  Time-out  (if  primary 
station,  this  is  a 
16-second  nonproductive 
time-out.  If  secondary, 
this  is  a  32-second 
inactivity  time-out). 
See  MIM  Sections  30-520  to 
30-527  for  more 
information. 

183C 

SDLC  Idle  Detected 

(primary  station). 

See  MIM  Sections  30-520  to 

30-527  for  more 

information. 

183d 

SDLC  Frame  not  valid. 
See  MIM  Sections  30-520  to 
30-527  for  more 
information. 

183E 

SDLC  Frame  Check  (data 

check). 

See  MIM  Sections  30-520  to 

30-527  for  more 

information. 

183F 

1 

SDLC  Receive  Buffer 

Overrun. 

See  MIM  Sections  30-520  to 

30-527  for  more 

information. 
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! 
SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1840 

A-A3P2 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

111 

10 
10 
10 
10 
10 
10 
10 
10 

4237136 
2597763 

ELCA  control  card 
ELCA  control  card 

Test  failed  on  multiple 
communications  adapters. 
Controller  wrap  test 
failure. 

1841 

A-A3F2 
A-A3P2 

95 
5 

2597759 
2597761 
2597762 
2597760 
4237136 
259776? 

ElA/CCITT/auto  call 

DDSA  card 

X.21  card 

V.35  card 

ELCA  control  card 

ELCA  control  card 

Test  failed  on  line  1 
communication  line 
adapter.  Communications 
line  adapter  type  is 
unknown.  Controller  wrap 
test  fail. 

1842 

A-A3G2 
A-A3P2 

95 
5 

2597759 
2597761 
2597762 
2597760 
4237136 
2597763 

ElA/CCITT/auto  call 

DDSA  card 

X.21  card 

V.35  card 

ELCA  control  card 

ELCA  control  card 

Test  failed  on  line  2 
communication  line 
adapter.  Communications 
line  adapter  type  is 
unknown.  Controller  wrap 
test  fail. 

1843 

A-A3H2 
A-A3P2 

95 
5 

2597759 
2597761 
2597762 
2597760 
4237136 
2597763 

ElA/CCITT/auto  call 

DDSA  card 

X.21  card 

V.35  card 

ELCA  control  card 

ELCA  control  card 

Test  failed  on  line  3 
communication  line 
adapter.  Communications 
line  adapter  type  is 
unknown.  Controller  wrap 
test  fail. 

1844 

A-A3J2 
A-A3P2 

95 
5 

2597759 
2597761 
2597762 
2597760 
4237136 
2597763 

ElA/CCITT/auto  call 

DDSA  card 

X.21  card 

V.35  card 

ELCA  control  card 

ELCA  contro'i  card 

Test  failed  on  line  4 
comm'jnicatiori  line 
adapter.  Communications 
line  adapter  typo  is 
unknown.  Controller  wrap 
test  fail. 

A06 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1845 

A-A3K2 
A-A3P2 

95 
5 

2597759 
2597761 
2597762 
2597760 
4237136 
2597763 

ElA/CCITT/auto  call 

DDSA  card 

X.21  card 

V.35  card 

ELCA  control  card 

ELCA  control  card 

Test  failed  on  line  5 
comnnunication  line 
adapter.  Ccmnnufiications 
line  adapter  type  is 
unknown.  Controller  wrap 
test  fail. 

1846 

A-A3L2 
A-A3P2 

95 
5 

2597759 
2597761 
2597762 
2597760 
4237136 
2597763 

ElA/CCITT/auto  call 

DDSA  card 

X.21  card 

V.35  card 

ELCA  control  card 

ELCA  control  card 

Test  failed  on  line  6 
communication  line 
adapter.  Communications 
line  adapter  type  is 
unknown.  Controller  wrap 
test  fail. 

1847 

A-A3M2 
A-A3P2 

95 
5 

2597759 
2597761 
2597762 
2597760 
4237136 
2597763 

ElA/CCITT/auto  call 

DDSA  card 

X.21  card 

V.35  card 

ELCA  control  card 

ELCA  control  card 

Test  failed  or.  line  7 
communication  line 
adapter.  Communications 
line  adapter  type  is 
unknown.  Controller  wrap 
test  fail. 

1848 

A-A3N2 
A-A3P2 

95 
5 

2597759 
2597761 
2597762 
2597760 
4237136 
2597763 

ElA/CCITT/auto  call 

DDSA  card 

X.21  card 

V.35  cprd 

ELCA  control  card 

ELCA  control  card 

Test  failed  on  line  8 
communication  line 
adapter.  Comniunications 
line  adapter  type  is 
unknown.  Controller  wrap 
test  fail. 

1849 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N? 

A-A3P2 

96 
1 

2597759 

4237136 
2597763 

ElA/CCITT/auto  call 

ELCA  control  card 
ELCA  control  card 

EIA/CCII  1  communication 
line  adapter  failure. 
Basic  communication 
diagnostic  test  failure. 

94 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

184  A 

A-A3F2/ 
A-A3G2/ 
A-A3H2/ 

A-A3K2/ 
A-A3I  V 
A-A3M2/ 
A-A3N2 

96 

2597761 

DDSA  card 

DDSA  communication  line 
adapter  failure. 

A-A3P2 

1 

4237136 
2597763 

ELCA  control  card 
ELCA  control  card 

184b 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

96 

2597762 

X.21  card 

X.21  communication  line 
adapter  failure. 
Basic  communication 
diagnostic  test  failure. 

A-A3P2 

1 

4237136 
2597763 

ELCA  control  card 
ELCA  control  card 

184C 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

96 

2597760 

! 

V.35  card 

V.35  communication  line 
adapter  failure. 
Basic  communication 
diagnostic  test  failure. 

A-A3P2 

1 

4237136 
2597763 

ELCA  control  card 
ELCA  control  card 

1851 

SLCA 

Test  1  -  test  buffer 

A-A1K2 

95 

4177000 

SLCA  Comm  card 

register 

MLCA 
A-A3R2 

95 

4177000 

Comm  card  Line  1 

Line  1  -  Line  adapter  error 
Line  2-  Line  adapter  error 

A-A3a2 

95 

4177000 

Comm  card  Line  2 

Line  3-  Line  adapter  error 

A-A3P2 

95 

4177000 

Comm  card  Line  3 

Line  4-  Line  adapter  error 

A-A3N2 

95 

4177000 

Comm  card  Line  4 

A08 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1852 

SLCA 

A-A1 K2 

MLCA 

A-A3R2 

A-A3Q2 

A-A3P2 

/-A3N2 

95 

95 
95 
95 
95 

4177000 

4177000 
4177000 
4177000 
4177000 

SLCA  Comm  card 

Comm  card  Lire  1 
Comm  card  Line  2 
Comm  card  Line  3 
Comm  card  Line  4 

Test  2  -  test  control 
output  register 

Line  1  -  Line  adapter  error 
Line  2-  Line  pjapter  error 
Line  3-  Ur.e  adapter  error 
Line  4    Line  adapter  error 

1853 

SLCA 

A-A1K2 

MLCA 

A-A3R2 

A-A3Q2 

A-A3P2 

A-A3N2 

95 

95 
95 
95 
95 

4177000 

4177000 
4177000 
4177000 
4177000 

SLCA  Comm  card 

Comm  ca;d  Line  1 
Comm  card  Line  2 
Comm  card  Line  3 
Comm  card  Line  4 

Test  3  -  test  DSR 
w/interrupt 

Line  1  -  Line  adapter  error 
Line  2-  Line  adapter  error 
Line  3-  Line  adapter  error 
Line  4-  Line  adapter  error 

1854 

SLCA 

A-A1 K2 

MLCA 

A-A3R2 

A-A3Q2 

A-A3P2 

A-A3N2 

95 

95 
95 
95 
95 

4177000 

4177000 
4177000 
4177000 
4177000 

SLCA  Comm  card 

Comm  card  Line  1 
Comm  card  Line  2 
Comm  card  Line  3 
Conm  card  Line  4 

Test  4  -  test  timer 
w/internjpt 

Line  1  -  Line  adapter  error 
Line  2-  Line  adapter  error 
Line  3-  Line  adapter  error 
Line  4-  Line  adapter  error 

1855 

SLCA 

A-A1K2 

MLCA 

A-A3R2 

A-A3Q2 

A-A3P2 

A  A3N2 

95 

95 
95 
95 
95 

4177000 

4177000 
4177000 
4177000 
4177000 

SLCA  Comm  card 

Comm  card  Line  1 
Comm  card  Line  2 
Comm  card  Line  3 
Comm  card  Line  4 

Test  5  -  test  overrun 

Line  1  -  Line  adapter  error 
Line  2-  Line  adapter  error 
Line  3-  Line  adapter  error 
Line  4-  Line  adapter  error 

1856 

SLCA 

A-A1 K2 

MLCA 

A-A3R2 

A-A3Q2 

A-A3P2 

A-A3N2 

95 

95 
95 
95 
95 

4177000 

4177000 
4177000 
4177000 
4177000 

SLCA  Comm  card 

Comm  card  Line  1 
Comm  card  Line  2 
Comm  card  Line  3 
Comm  card  Line  4 

Test  6  -  test  transmit 
data 

Line  1  -  Line  adapter  error 
Line  2-  Line  adapter  error 
Line  3-  Line  adapter  error 
Line  4-  Line  adapter  error 

96 


y; 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1857 

SLCA 

A-A1 K2 

MICA 

A-A3R2 

A-A3Q2 

A-A3P2 

A-A3N2 

95 

95 
95 
95 
95 

4V/7000 

4177000 
4177000 
4177000 
417/000 

SLCA  Commi  card 

Cornm  card  Line  1 
Comm  card  Line  2 
Comm  card  Line  3 
Comm  card  Line  4 

Test  7  -  test  receive 
data 

L'ne  1  -  Line  adapter  arror 
Line  2-  Line  adapter  error 
Line  3-  Line  adrpter  error 
Line  4-  Line  adapter  error 

1858 

Xcable 

99 

EIA/CCITT  external  cable 
failure.  Cable  P/N  8636752 
Basic  communication 
diagnostic  test  failure. 

1859 

Xcable 

99 

Autocall  external  cable 
failure.  Cable  P/N  2597423 
Basic  communication 
diagnostic  test  failure. 

185  A 

Xcable 
DCE 

50 
50 

X.21  external  cpble  or  DCE 
failure.  Cable  P/N  8636756 
Basic  communication 
diagnostic  test  failure. 

185b 

Xcable 
Modem 

50 
50 

V.35  external  cable  or 

modem, 

Cable  P/N  4233885 

Basic  communication 

diagnostic  test  failure. 

185C 

Xcable 

99 

DDSA  external  cable 
failure.  Cable  P/N  8636753 
Basic  communication 
diagnostic  test  failure. 

1860 

Lmodem 
Network 
Rmodem 

60 

20 

6 

■} 

LPDA  local /remote  status 
test  (no  response  from 
local  modem) 
Lmodem  =  local  modem 
Rmodrtm  =  remote  modem 

\ 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1868 

Network 
Lmodem 
Rmodem 

55 

35 

6 

LPDA  local/remoto  status 
test  (local  data  quality 
-  8).  Lmodeiii  =  local  modem 
Rmodem  =  Remote  modem 

1869 

Network 
Lmodem 
Rmodem 

55 

35 

6 

LPDA  local/remote  status 
test  (local  data  quality 
-  91.  Lmodem  =  local  modem 
Rmodem  -  remote  modem 

186  A 

Network 
Lmodem 
Rmodem 

55 

35 

6 

LPDA  local /remote  status 
test'docal  data  quality 
=  10).  Lmodem  =  local  modem 
Rmodem  =  remote  modem 

186b 

Network 
Lmodem 
Rmodem 

55 

35 

6 

LPDA  local/remole  status 
test  (local  data  quality 
=  11).  Lmodem  =  local  modem 
Rrnodom  =  remote  modem 

186C 

Network 
Lmodem 
Rmodem 

55 

35 

6 

LPDA  local/romote  status 
test  (local  data  quality 
=  12).  Lmodem  =  local  modem 
Rmodem  =  remote  modem 

186d 

Network 
Lmodem 
Rmodem 

55 

35 

6 

LPDA  local /remote  status 
test  (local  data  quality 
=  13).  Lmodem  =  local  modem 
Rmodem  =  remote  modem 

18eE 

Network 
Lmodem 
Rmodem 

55 

35 

6 

LPDA  local /remote  status 
test  (local  date  quality 
=  14).  Lmodem  =  local  modem 
Rmodem  =  remote  modem 

186F 

Network 
Lmodem 
Rrnodem 

55 

35 

6 

LPDA  local /remote  status 
lest  (local  data  quality 
=  13).  Lmodem  =  local  modem 
Rmodem  =  remote  modem 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1870 

DCE 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

40 
30 

20 
10 

2597760 

V.35  card 

r' 

Adapter  error  Japan  V.35 
DCE  wrap  test  1. 
Xcable  =  V.35  external 
cable  P/N  4233885 
Icable  =  internal  cable 
P/N  2597422. 

Basic  communication 
diagnostic  test  failure. 

1871 

Lmodem 

A-A3F2/ 

A-A3G2  ' 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A  A3I  ?/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

40 
30 

20 
20 
10 

2597760 

V.35  card 

Adapter  error  Japan  V.35 
DCE  wrap  test  2. 
Xcable  =  V  35  external 
cable  P/N  4233885 
Icable  -  internal  c.ible 
P/N  2597422. 

Lmodem  =  local  modem 
Basic  communication 
diagnostic  test  failure. 

1872 

DCE 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

40 
30 

20 
10 

2597762 

X.21  card 

Adapter  error  during  X.?1 
DCE  test  or  cable  tower 
wrap.  Xcable  =  X.21 
external  cable  P/N  8636756 
Icable  =  internal  cable 
P/N  2597421. 

Basic  communication 
diagnostic  test  failure. 

A12 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1873 

A-A3F2/ 

A-A3G2/ 

A-A3H2/ 

A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3P/' 

Xcable 

Icable 

50 

35 
15 

2597759 

ElA/CCITT/auto  call 

EIA/CCITT  adapter  error 
Japan  cable  wrap  transmit 
to  receive.  Xcable  =  EIA 
external  cable  P/N  863j752 
(including  stub  cable) 
Icable  =  internal  cable 
P/N  8636746. 

Basic  communication 
diagnostic  test  failure. 

1874 

A-A3F2/ 
A-A3G2/ 
A-A3H2/ 
A-A3J2/ 

A-A3K2/ 

A-A3L2/ 

A-A3M2/ 

A-A3N2 

Xcable 

Icable 

50 

35 
15 

2597759 

ElA/CCITT/auto  call 

EIA/CCITT  adapter  error 
Japan  cable  wrap  DTR  DSR 
RTSCTS  EIA/CCITT 
Xcable  =  EIA  external 
cable  P/N  8636752 
(including  stub  cable). 
Icable  =  internal  cable 
P/N  8636746. 

Basic  communication 
diagnostic  test  failure. 

1875 

Lmodem 

40 

EIA/CCITT  adapter  error 

A-A3F2/ 

30 

2597759 

*/CCITT/auto  call 

Japan  cable  wrap,  no 

A-A3G2/ 

receive  timing. 
Lmodem  =  local  modem 

A-A3H2/ 

Xcable  =  EIA  external 

A-A3J2/ 

AA3K2/ 

cable  P/N  8636752 

A-A3L2/ 

Icable  =  internal  cable 

A-A3M2/ 

P/N  8636746. 
Basic  communication 

A-A3M2 

diagnostic  test  failure. 

Xcable 

20 

Icabie 

10 

187  A 

Int/Ext 
Cables 

30 

Line  4  -  line  adapter 
error  during  Japan  V.35 

LDCE 

30 

DCE  wrap  test  1  (line 
wrap  test  failure) 

A-A3L4 

30 

4176994 

V.3B  card 

LDCE  =  local  DCE. 

A-A3N2 

5 

4177000 

Comm  card  Line  4 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

187b 

Int/Ext 

Cables 

LDCE 

A-A3L4 

A-A3N2 

30 

30 

30 

5 

4176994 
4177000 

V.35  card 

Comm  card  Line  4 

Line  4  -  line  adapter 
error  during  Japan  V.35 
DCE  wrap  test  2  (line 
wrap  test  failure). 

187C 

Int/Ext 

Cables 

LDCE 

MLCA 

A-A3M2 

A-A3R2 

SLCA 

A-A1G2 

A  A1 K2 

Int/Ext 

Cables 

LDCE 

A-A3L2 

A-A3Q2 

Int/cxt 

Cables 

LDCE 

A-A3M4 

A-A3P2 

Int/Ext 

Cables 

LDCE 

A-A3L4 

A-A3N2 

30 

30 

30 
5 

30 

5 

30 

30 

30 

5 

30 

30 

30 

5 

30 

30 

30 

5 

5864683 
4177000 

5864683 
4177000 

5864683 
4177000 

5864683 
4177000 

5864683 
4177000 

X.21  card 

Comm  card  Line  1 

X.21  card 

SLCA  Comm  card 

X.21  card 

Comm  card  Line  2 

X.21  card 

Comm  card  Line  3 

X.21  card 

Comm  card  Line  4 

Line  1  -  line  adapter 

error  during  X.21  DCE  wrap 

test  (line  wrap  test 

failurf). 

LDC:  -  local  DCE. 

Line  2  -  line  adapter 

error  during  X.21  DCE  wrap 

test  (line  wrap  test 

failure). 

LDCE  =  local  DCE. 

Line  3  -  line  adapter 

error  during  X.21  DCE  wrap 

test  (line  wrap  test 

failure). 

LDCE  =  local  DCE. 

Line  4  -  line  adapter 

error  during  X.21  DCE  wrap 

test  (line  wrap  test 

failure). 

LDCE  -  local  DCE. 

AI4 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

187d 

Int/Ext 
Cables 
LDCE 
MLCA 

50 
20 

Line  1  -  line  adapter 
error.  Japan  cable  wrap 
to  receive  (line  wrap 
test  failure). 
LDCE  '  local  DCE. 

A-A3M2 

20 

586466B 

EIA  card 

A-A3R2 

10 

4177000 

Comm  card  Line  1 

'^LCA 

A-A1G2 

20 

5864668 

EIA  card 

Line  2  -  line  adapter 
error.  Japan  cable  wrap 

A-A1 K2 

10 

4177000 

3LCA  Comm  card 

Int/Ext 

50 

to  receive  (line  wrap 

Cables 
LDCE 
A-A3L2 
A-A3Q2 

20 
20 
10 

5864668 
4177000 

EIA  card 

Comm  card  Line  2 

test  failure). 
LDCE  =  local  DCE. 
Line  3  -  line  adapter 
error.  Japan  cable  wrap 
to  receive  (line  wrap 

Int/Ext 

50 

test  failure). 

Cables 
LDCE 
A-A3M4 
A-A3P2 

20 
20 
10 

5864668 
4177000 

EIA  card 

Comm  card  Line  3 

LDCE  =  local  DCE. 
Line  4  -  line  adapter 
error.  Japan  cable  wrap 
to  receive  (line  wrap 
test  failure). 

Int/Ext 

50 

LDCE  =  local  DCE. 

Cables 

—    — 

LDCE 

20 

A-A3L4 

20 

5864688 

EIA  card 

A-A3N2 

10 

4177000 

Comm  card  Line  4 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

187E 

Int/Ext 

70 

Line  1  -  line  adapter 

Cables 
MLCA 
A-A3M2 

20 

5864668 

EIA  card 

error.  Japan  cable  wrap 
DTR,  DSR,  RTS,  CTS  (line 
wrap  test  failure), 

A-A3r2 

10 

4177000 

Comm  card  Line  1 

SLCA 

* 

A-A1G2 
A-A1K2 
Int/Ext 
Cables 

20 
10 
70 

5864668 
4177000 

EIA  card 

SLCA  Comm  card 

Line  2  -  line  adapter 
error.  Japan  cable  wrap 
DTR,  DSR,  RTS,  CTS 
(line  wrap  test  failure). 

A-A3L2 

20 

5864868 

EIA  card 

Line  3  -  line  adapter 

A-A3Q2 
Int/Ext 
Cables 
A-A3M4 

10 
70 

20 

4177000 
5864668 

Comm  card  Line  2 
EIA  card 

error.  Japan  cable  wrap 
DTR,  DSR,  RTS,  CTS 
(line  wrap  test  failure). 
Line  4  -  line  adapter 
error.  Japan  cable  wrap 

M-A3P2 

10 

4177000 

Comm  card  Line  3 

DTR,  DSR,  RTS,  CTS 

Int/Ext 

70 

(line  wrap  test  failure). 

Cables 

A-A3L4 

20 

5864668 

EIA  card 

A-A3N2 

10 

4177000 

Comm  card  Line  4 

AI6 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

187F 

LDCE 

Ext 

Cables 

MLCA 

A-A3M2 

/  A3R2 

SLCA 

A-A1G2 

A-A1K2 

Ext 

Cables 

A-A3L2 

A-A3a2 

Ext 

Cables 
A-A3M4 
A-A3P2 

Ext 

Cables 
A-A3L4 
A  A3N2 

55 
25 

10 
10 

10 
10 
25 

10 
10 

25 

1C 
10 

25 

10 
10 

5864668 
4177000 

5864668 
4177000 

5864668 
4177000 

5864668 
4177000 

5864658 
4177000 

EIA  card 

Comm  card  Line  1 

EIA  card 

SLCA  Comm  card 

EIA  card 

Comm  card  Lirte  2 

EIA  card 

Comm  card  Line  3 

EIA  card 

Comm  card  Line  4 

Line  1  -  line  adapter 
error.  Japan  cable  wrap 
receive  timing  (line  wrap 
test  failure). 
LDCE  =  local  DCE. 

Line  2  -  line  adapter 
error.  Japan  cable  wrap 
receive  timing  (line  wrap 
test  failuie). 
LDCE  =  local  DCE. 
Line  3  -  line  adapter 
error.  Japan  cable  wrap 
receive  timing  (line  wrap 
test  failure). 
LDCE  =  local  DCE. 
Line  4  -  line  adapter 
error.  Japan  cable  wrap 
receive  timing  (line  wrap 
test  failure). 
LDCE  =  local  DCE. 

1880 

Card  1 
Card  ?. 
Card  3 
Coupler 
CALA 

40 

30 

20 

5 

5 

LPDA  local  selftest 

error  (no  response  from 

local  modem). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

CALA  =  Comm  Adapter,  Line 

Adaoter  or  Cables. 
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SRC 

TRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1881 

Coupler 
Card  3 
Card  2 
Card  1 

90 
2 
2 
2 

t 

LPDA  local  selftest 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  front  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

1882 

Card  3 
Cardi 
Coupler 
Card  2 

91 
3 
2 
2 

LPDA  local  selfttast 

error  (local  external 

modem  failure). 

FRU  callouts,  see 

local  LPDA  modem  -  no 

P/N  supplied. 

The  modem  cards  listed 

below  are  valid  only  for 

386x  modems. 

Card  1  -  M-  ,,r  end  card. 

Card  2  -  receiver  card. 

Card  3  -  Processor  card. 

Coupler-  modem  coupler. 

AI8 
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KMi 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AC8 

Drive  A 

Temporary  error  occurred. 

F-A1C2 

70 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

DrrveA   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
Drive  B   G-XXXX  card 

F-A1E2 

30 

2439875 

Access  Control  card 

locations  are  actually 
1  G-XXXX. 

Drive  B 
G-A1C2 

70 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 

locations  are  nctually 

2F-XXXX. 

Drive  D   G-XXXX  card 

1615339 

Data  Converter  card 

locations  are  actr.aily 

G-A1 B2 

30 

2439875 

Access  Control  card 

2G-XXXX. 

Drive  C 

F-A1C2 

70 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 B2 

30 

2439875 

Access  Control  card 

Drive  D 

G-A1C2 

70 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1B2 

30 

2439875 

Access  Control  card 

250 


IBflH 


EOl 


SRC 

FflU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1ACA 

Drive  A 

Temporary  eiror  occurred. 

F-A1C2 

71 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Conve-  ter  card 
Data  Converter  card 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
Drive  B  G-XXXX  card 

F-W1B1 

18 

2439838 

Data  channel  card 

locations  are  actually 

F-A1E2 

10 

1615508 

cable 

1G-XXXX. 

Drive  8 
G-A1C2 

71 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

DrivnC   F-XXXX  card 
locdtions  are  actually 
2F-XXXX. 

G-W1B1 
G-A1E2 
Drive  C 

18 
10 

2439838 
1615508 

Data  channel  card 
cable 

Drive  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 

F-A1C2 

71 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-W1B1 

18 

2439838 

Data  channel  card 

F-A1E2 

10 

1615508 

cable 

Drive  D 

G-A1C2 

71 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-W1B1 

18 

2439838 

Data  channel  card 

G-A1E2 

10 

1615508 

cable 

E02 


251 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lACb 

Drive  A 

Temporary  error  occurred. 

F-A1C2 

44 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX, 
Drive  B   G-XXXX  card 

F-W1B1 

35 

2439838 

Dato  channel  card 

locations  are  actually 

F-A1E2 

20 

1615508 

cable 

1G-XXXX. 

Drive  B 
G-A1C2 

44 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-W1B1 

35 

2439838 

Data  channel  card 

Drive  D  G-XXXX  card 

G-A1E2 
Drive  C 

20 

1615508 

cable 

locations  are  actually 
2G-XXXX. 

F-A1C2 

44 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-W1B1 

35 

2439838 

Data  channel  card 

F  A1E2 

20 

1615508 

cable 

Drive  D 

G-A1C2 

44 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-W1B1 

35 

2439838 

Data  channel  card 

G-A1E2 

20 

1615508 

cable 

252 


E03 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAdO 

Drive  A 

Temporary  error  occurred. 

F-A1 02 

98 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

D-iveA  F-XXXXcard 

locations  are  actually 

1F-XXXX. 

Drive  B   G-XXXX  card 

locations  are  actually 

1G-XXXX. 

Drive  B 
G  A1D2 

98 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

Drive  C   F-XXXX  card 

locations  are  actually 

2F-XXXX. 

Drive  D   G-XXXX  card 

locations  are  actually 

2G-XXXX. 

Drive  C 

F-A1D2 

98 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  D 

G-A1D2 

98 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 

1615367 

Servo  card  10SR 

E04 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1Ad2 

Drive  A 

Temporary  error  occurred. 

F-A1B2 
F-A1A3 
F-A1D2 

50 
27 
22 

2439875 
8636632 
5811834 

Access  Control  card 

cable 

Servo  card  10SR-1 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
Drive  B   G-XXXX  card 

5811890 

Servo  card  10SR-1 

locations  are  actually 

1615367 

Servo  card  10SR-1 

1  G-XXXX. 

Drive  B 
G-A1B2 

50 

2439875 

Access  Control  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1A3 

27 

8636632 

cable 

G-A1D2 

22 

5811834 

Servo  card  10SR 

5811890 

Servo  card  10SR 

Drive  D  G-XXXX  card 

Drive  C 

1615367 

Servo  card  10SR 

locations  aie  actually 
2G-XXXX. 

F-A162 

to 

2439875 

Access  Control  card 

F-A1A3 

27 

8636632 

cable 

F-A1 D2 

22 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  D 

G-A1B2 

50 

2439875 

Access  Control  card 

G-A1A3 

27 

8636632 

cable 

G-A1D2 

22 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

254 
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E05 


.J 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1Aci4 

Drive  A 

Temporary  error  occurred. 

F-A1 B2 

67 

2439875 

Access  Control  card 

Drive  A   F-XXXX  card 

F-A1C2 

25 

16T5S31 
1615632 

Data  Converter  card 
Data  Converter  card 

locations  are  actually 
1  F-XXXX. 

1615639 

Data  Converter  card 

Drive  B  G-XXXX  card 

F-A1D2 

7 

5811834 

Servo  card  lOSR-l 

locations  are  actually 

5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 

1  G-XXXX. 

DnveC   F-XXXX  card 

locations  are  actually 

Drive  B 

2F-XXXX. 

G-A1B2 

67 

2439875 

Access  Control  card 

G-A1C2 

25 

1615631 

Data  Converter  card 

Drive  0  G-XXXX  card 

1615632 
1615339 

Data  Converter  card 
Data  Converter  card 

locations  are  actually 
2G-XXXX. 

G-A1D2 

7 

5811834 

Servo  card  10SR 

1 

5811890 

Servo  card  10SR 

1615367 

Servo  card  10SR 

Drive  C 

F-A1B2 

67 

2439875 

Access  Control  card 

F-A1C2 

25 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1D2 

7 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  D 

G-A1B2 

67 

2439875 

Access  Control  card 

G-A1C2 

25 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1D2 

7 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 

1615367 

Servo  card  10SR 

255 
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E06 


SRC 

1Ad5 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

Drive  A 

Temporary  error  occurred 

F-A1D2 

87 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
Drive  B   G-XXXX  card 

F-A1C2 

12 

1615631 

Data  Converter  card 

locations  are  actually 

1615632 

Data  Converter  card 

1G-XXXX. 

1615639 

Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

Drive  B 

Drive  D   G-XXXX  card 

G-A1D2 

87 

5811834 

Servo  card  10SR 

locations  are  actually 

5811890 

Servo  card  10SR 

2G-XXXX. 

1615367 

Servo  card  10SR 

G-A1C2 

12 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C 

F-A1D2 

87 

5811834 
5811890 
1615367 

S  rvocard  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1C2 

12 

1615631 
1615632 
1615639 

Data  Converter  cijrd 
Data  Converter  card 
Data  Converter  card 

Drive  D 

G-A1 D2 

87 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10GR 

G-A1C2 

12 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
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E07 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1Ad8 

Drive  A 

Temporary  error  occurred. 

F-A1 D2 

71 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR  1 
Servo  card  10SR-1 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
■VCM"  -  VCM  Driver  Asm 

F-A1C2 

12 

1615631 

Data  Converter  card 

Drive  B   G-XXXX  card 

1615632 

Data  Converter  card 

locations  are  actually 

1615639 

Data  Converter  card 

1G-XXXX. 

F  A1 B2 

10 

2439875 

Access  Control  card 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  C   F-XXXX  card 

Drive  B 

locations  arc  -ctually 

G-A1D2 

71 

5811834 
5811890 

Serve  card  10SR 
Servo  card  10SR 

2F-XXXX. 

G  A1C2 

12 

1615367 
1615631 

Sorvo  card  10SR 
Data  Converter  card 

Drive  D  G-XXXX  card 
locations  are  actually 

1615632 

Data  Converter  card 

2G-XXXX. 

1615339 

Data  Converter  card 

G-A1B2 

10 

2439875 

Access  Control  card 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  C 

F-A1D2 

71 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1C2 

12 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1B2 

10 

2430875 

Access  Control  card 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  D 

G-A1D2 

71 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-A1C2 

12 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1 B2 

10 

2439875 

Access  Control  card 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

E08 
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SRC 

FRU 

1 
% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAdA 

Drive  A 

Temporary  error  occurred. 

F-A1D2 

60 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  "iOSR-1 
Servo  card  IOSR-1 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

F-A1C2 

27 

1615631 

Data  Converter  card 

Drive  B   G-XXXX  card 

1615632 

Data  Converter  card 

locations  are  actually 

1615639 

Data  Converter  card 

1  G-XXXX. 

A-A2C2 

1 

2437374 

adapter  A  card  10SR 

F-A1A3 

1 

8636632 

cable 

Drive  C   F-XXXX  card 

Drive  B 

locations  are  actually 

G  A1 D2 

60 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 

2F-XXXX. 

G-A1C2 

27 

1615367 
1615631 

Servo  card  10SR 
Data  Converter  card 

Drive  D  G-XXXX  card 
locations  are  actually 

1615632 

Data  Converter  card 

2G-XXXX. 

1615339 

Data  Converter  card 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

G-A1A3 

1 

8636632 

cable 

Drive  C 

F-A1 D2 

60 

5811834 
5811890 
1615367 

Servo  card  IOSR-1 
Servo  card  IOSR-1 
Servo  card  IOSR-1 

F-A1C2 

27 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

F-A1A3 

1 

8636632 

cable 

Drive  D 

G-A1D2 

60 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-A1C2 

27 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2D4 

1 

2437374 

adapter  D  card  10SR 

G-A1A3 

1 

8636632 

cable 
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SRC 


FRU 


% 


P/N 


FRU  DESCRIPTtON 


SERVICE  COMMENTS 


lAdC 


Drive  A 
F-A1D2 


F-A1E5 

F-HDA 
Media 


Drive  B 
G-A1D2 


'  G-A1 E5 
G-hDA 
Medic. 
Drive  C 
F-A1 D2 


F-A1E5 
F-HDA 
Media 
Drive  D 
G-A1 D2 


G-Al  E5 
G-HDA 
Media 


49 


26 

14 
10 


49 


26 
14 
10 

49 


2fc 
14 
10 


49 


26 
14 
10 


5811834 
5811890 
1615367 
1615509 

1615600 


5811834 
5811890 
1615367 
1615509 
1615600 


5811834 
5811890 
1615367 
1615509 
1615600 


5811834 
5811890 
1615367 
1615509 
1615600 


Servo  card  10SR-1 
Servo  card  10SR  1 
Servo  card  10SR-1 
cable 

Head  Disk  asm  10SR 


Servo  card  10SR 

Servo  card  10SR 

Servo  card  10SR 

cable 

Head  Disk  asm  10SR 


Servo  card  lOSR-"" 

Servo  card  10SR-1 

Servo  card  10SR-1 

cable 

Head  Disk  asm  10SR 


Servo  card  10SR 

Servo  card  10SR 

Servo  card  10SR 

cable 

Head  Disk  asm  10SR 


Temporary  error  occurred. 

Drive  A  F-XXXX  card 

locations  are  actually 

1F-XXXX. 

"HDA"  -  Head/Disk  Asm 

"Media"  -  Bad  data 

Corrective  Action; 

Run  Analysis  (MIM  01-730) 

to  check  for  bac  sector  ID 

or  bad  data  written  on  the 

HDA. 

Drive  B   G-XXXX  card-730) 

locations  are  actually 

1G-XXXX. 


DnveC  F-X.XXXcard 
locations  are  ac'ually 
2F-XXXX. 


Drive  D  G-XXXX  card 
locations  are  ac  ually 
2G-XXXX. 


ElO 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AE0 

Drive  A 

Temporary  error  occurred. 

F-A1B2 
F-A1C2 

48 
24 

2439875 
1615631 
1615632 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 

Drive  A  F--XXXX  card 
locations  are  actually 
1F-XXXX. 

1615639 

Data  Converter  card 

•VCM"  -  VCM  Driver  Asm 

F  A1D2 

15 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  cerd  10SR  1 

A-A2C2 

2437374 

adapter  A  card  10SR 

■HDA"  -  Head/Disk  Asm 

F-VCM 

5811836 

VCM  Drive  assembly 

1 

F-A1E5 

1615509 

cable 

Drive  B  G-XXXXcard 

F-A1A5 
F  A1A4 

1615662 
8636632 

Terminator  card 
nable 

locatloi.c  are  actually 
1G-XXXX. 

F-A1A3 

8636632 

<:.-<ble 

F-HDA 

1615600 

Head  Disk  asm  10SR 

F-A1E2 

1 

1615508 

cable 

Drive  B 

G  A1B2 

48 

2439875 

Access  Control  card 

G-A1C2 

24 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

1615339 

Data  Converter  card 

Drive  C   F-XXXX  card 

G-A1D2 

15 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

locations  are  actually 
2F-XXXX. 

A-A2D2 

2437374 

adapter  B  card  10SR 

G-VCM 

5811836 

VCM  Drive  assembly 

G-A1E5 

1615509 

cable 

G-A1A5 

1615662 

Terminator  card 

G-A1A4 

8636632 

cable 

G-A1A3 

8636632 

cable 

G-HDA 

1615G00 

Head  Disk  asm  10SR 

Drive  D  G-XXXX  card 

G  A1 E2 
Drive  C 

1615508 

cable 

locations  are  actually 
2G-XXXX. 

F-A1B2 

48 

2439875 

Access  Control  card 

F-A1C2 

24 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

F-A1 D2 

15 

1615639 
5811834 

5811890 

1615367 

Data  Converter  card 
Servo  card  10SR-1 

Servo  card  10SR-1 

Servo  card  10SR-1 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

260 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AE1 

Drive  A 

Temporary  error  occurred. 

F-A1B2 
F-A1C2 

54 
23 

2439875 
1615631 
1615632 
1615639 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A   F-XXXX  card 
location;,  are  actually 
1  F-XXXX, 
■VCM"  -  VCM  Driver  Asm 

F-A1 D2 

19 

5811834 

Servo  card  10SR-1 

Drive  B  G-XXXX  card 

5811890 
1615367 

Servo  card  10SR-1 
Servo  card  lOSR-1 

locations  iire  actually 
1G-XXXX 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

F-A1E5 

1 

1615509 

cable 

Drive  B 

Drive  C   F-XXXX  card 

G-A1B2 
G-A1C2 

54 
23 

2439875 
1615631 
1615632 
1615339 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

locations  are  actually 
2F-XXXX. 

G-A1D2 

19 

5811834 

Servo  card  10SR 

Drive  D  G-XXXX  card 

5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 

locations  are  actually 
2G-XXXX. 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

G-A1E5 

1 

1615509 

cable 

Drive  C 

F-A1B2 

54 

2439875 

Access  Control  card 

F-A1C2 

23 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 D2 

19 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

F-A1E5 

1 

1615509 

cable 

Drive  D 

G-A1B2 

54 

2439875 

Access  Control  card 

G-A1C2 

23 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1D2 

19 

5811834 
5811890 
16153457 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

G-A1E5 

1 

1615509 

cable 

EI2 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  C0MMEN1S 

1AE3 

Drive  A 

Temporary  error  occurred. 

F-A1C2 

39 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A   FXXXXcard 
locations  are  actually 
IF-XXXX. 

F-A1B2 

33 

2439875 

Access  Control  card 

■  HDA"  -  Head/Disk  Asm 

F-A1D2 

1 

5811834 

Servo  card  10SR-1 

Drive  B  G-XXXX  card 

5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 

locations  are  actually 
1G-XXXX. 

* 

F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  B 

Drive  C  F-XXXX  card 

G-A1C2 

39 

1615631 
161R632 
1615333 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

locations  are  actually 
2F-XXXX. 

G-A1B2 

33 

2439875 

Access  Control  card 

G-A1D2 

1 

5811834 

Servo  card  10SR 

Drive  D  G-XXXX  card 

5811890 
16153G7 

Servo  card  10SR 
Servo  card  10SR 

locations  are  actually 
2G-XXXX. 

G-A1R5 

1 

1815509 

cable 

G-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  C 

F-A1C2 

39 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1B2 

33 

2439875 

Access  Control  card 

F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F  A1 E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  D 

G  A1C2 

39 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1B2 

33 

2439875 

Access  Control  card 

G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  103R 
Servo  card  10SR 
Servo  card  10SR 

G-A1E5 

1 

1615509 

cable 

G-HDA 

1 

1615600 

Head  Disk  asm  10SR 
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EI3 


SRC 

FRU 

% 

P/N 

FRU  DE'  ':RIPTI0N 

SERVICE  COMMENTS 

1AE4 

Drive  A 

Temporary  error  occurred. 

F  A1C2 

48 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A   F-XXXX  card 

locations  are  actually 

IF-XXXX. 

"HDA"  -  Head  .'Disk  Asm 

F-A1D2 

25 

5811834 

Servo  card  10SR-1 

Drive  B  G-XXXX  card 

5811890 

Servo  card  10SR-1 

locations  are  actually 

1615367 

Servo  card  10SR-1 

1G-XXXX. 

F-A1E5 

13 

1615509 

cable 

F-HDA 

12 

1615600 

Head  Disk  asm  10SR 

Drive  C   F-XXXX  card 

Drive  B 

looat.ons  are  actually 

G-A1C2 

48 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

2F-XXXX. 

G-A1D2 

25 

1615339 
5811834 

Data  Converter  card 
Servo  card  10SR 

Drive  D  G-XXXX  card 
locations  are  actually 

5811890 

Servo  card  10SR 

2G-XXXX. 

1G15367 

Servo  card  10SR 

G-A1E5 

13 

1615509 

cable 

G-HOA 

12 

1615600 

Head  Disk  asm  10SR 

Drive  C 

F-A1C2 

48 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1D2 

25 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1E5 

13 

1615509 

cable 

F-HDA 

12 

1615600 

Head  Disk  asm  10SR 

Drive  D 

G-A1C2 

48 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1D2 

25 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-A1E5 

13 

1615509 

cable 

G-HDA 

12 

1615600 

Head  Disk  asm  10SR 

263 


EI4 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AE5 

Drive  A 

Temporary  error  occurred. 

F-A1C2 

45 

1615631 
16156:2 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A  F-XXXX  card 
lo'^.ations  are  actually 

ir-xxxx. 

"HD^"  -  Head/Disk  Asm 

F-A1B2 

?5 

2439875 

Access  Control  card 

Drive  B  G-XXXX  card 

F-A1E2 

15 

1615508 

cable 

locations  are  actually 

F-HDA 

12 

16156U0 

Head  Disk  asm  10SR 

1G-XXXX. 

Drive  B 

G-A1C2 

45 

1615631 

Data  Converter  card 

Drive  C   F-XXXX  card 

1615632 

Data  Converter  card 

locations  are  actually 

1615339 

Data  Converter  card 

2F-XXXX. 

G-A1B2 

25 

2439875 

Access  Control  card 

G-A1E2 
G-HDA 

15 
12 

1615508 
1615600 

cable 

Head  Disk  asm  10SR 

Drive  D   G-XXXX  card 
locations  are  actually 

Drive  C 

2G-XXXX. 

F-A1C2 

45 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 B2 

25 

2439875 

Access  Control  card 

F-A1E2 

15 

1615508 

cable 

F-HDA 

12 

1615600 

Hev3d  Disk  asm  10SR 

Drive  D 

G-A1C2 

45 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1B2 

25 

2439875 

Access  Control  card 

G-A1E2 

15 

1615508 

cable 

G-HDA 

12 

1615600 

Head  Disk  asm  10SR 
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EI5 


Mumai 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AE7 

Drive  A 

Temporary  error  occurred. 

F-A1D2 

31 

5811834 

Servo  card  10SR-1 

Drive  A   F-XXXX  card 

5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 

locations  are  actually 
1  F-XXXX. 

F-A1C2 

27 

1615631 

Data  Converter  card 

1615632 

Data  Converter  card 

■  ,  "^A"  -  Head/Disk  Asm 

1615639 

Data  Converter  card 

■VCM"  -  VCM  Driver  Asm 

F-A1B2 

13 

2439875 

Access  Control  card 

F-W1B1 

10 

2439838 

Data  channel  card 

Drive  B  G-XXXX  card 

F-A1E2 

1615508 

cable 

locations  are  actually 

F-HDA 

1615600 

Head  Disk  asm  10SR 

1  G-XXXX. 

F-VCM 

5811836 

VCM  Drive  assembly 

A-A2C2 

2437374 

adapter  A  card  10SR 

F-A1A3 

8636632 

cable 

Drive  B 

G-A1D2 

31 

5811834 

Servo  card  10SR 

G-A1C2 

27 

5811890 
1615367 
161 £631 
1615632 
1615339 

Servo  card  10SR 
Servo  card  10SR 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1B2 

13 

2439875 

Access  Control  card 

G-W1B1 

10 

2439838 

Data  channel  card 

G-A1E2 

1615508 

cable 

G-HDA 

1615600 

Head  Disk  asm  10SR 

G  VCM 

5811836 

VCM  Drive  assembly 

Drive  D   G-XXXX  .:ard 

A-A2D2 
G-A1A3 

2437374 
8636632 

adapter  B  card  10SR 
cable 

locations  are  actually 
2G-XXXX. 

Drive  C 

F  A1D2 

31 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1C2 

27 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1B2 

13 

2439875 

Access  Control  card 

F-W1B1 

10 

2439838 

Data  channel  card 

F-A1 E2 

1 

1615508 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

Ei6 


265 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AE8 

Drive  A 

Temporary  error  occurred. 

F-A1D2 

44 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX 

"VCM"  -  VCM  Driver  Asm 

F-A1B2 

31 

2439875 

Accoss  Control  card 

F-A1C2 

18 

1615631 

Data  Converter  card 

"HDA"  -  Head/Disk  Asm 

F-VCM 

1 

1615632 
1615639 
5811836 

Data  Converter  card 
Dita  Converter  card 
VCM  Drive  assembly 

Drive  B   G-X'  XX  card 
locations  are  actually 
1G-XXXX. 

F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  DIpk  asm  10SR 

Drive  B 
C3-AI D2 

44 

5811834 
5811890 
1615367 

Servo  CD-d  10SR 
Servo  card  10SR 
Servo  card  10SR 

Drive  C   l--XXXXcard 
locations  are  actually 
2F-XXXX. 

G-A1B2 

31 

2439875 

Access  Control  card 

G-A1C2 

18 

1615631 

Data  Converter  card 

1615632 
161533y 

Data  Converter  card 
Daica  Converter  card 

Drive  D  G-XXXX  card 
locations  are  actually 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

2G-XXXX. 

G-A1E5 

1 

1615509 

cable 

G-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  C 

F  A1D2 

44 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1B2 

31 

2439875 

Access  Control  card 

F-A1C2 

18 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  D 

G-A1D2 

44 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-A1B2 

31 

2439875 

Access  Control  card 

G-A1C2 

18 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
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EI7 


laig 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AE9 

Drive  A 

Temporary  error  occurred. 

F-A1D2 

45 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
•  VCM"  -  VCM  Driver  Asm 

F-A1B2 

27 

2439875 

Access  Control  card 

HDA'  -  Head/Disk  Asm 

F-A1C2 

21 

1615631 

Data  Converter  card 

Corrective  Action: 

1615632 
1615639 

Data  Converter  card 
Data  Converter  card 

Reseat  power  distribution 
cables  to  10SR.  Check 
"Power  Good"  (FlD  GA915) 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  B   G-XXXX  card 

F-A1E5 

1 

1615509 

cable 

locations  are  actually 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

1G-XXXX. 

Power 

1 

Drive  B 

G-A1D2 

45 

5811834 

Servo  card  10SR 

Drive  C   F-XXXX  card 

5811890 

Servo  card  10SR 

locations  ire  actually 

1615367 

Servo  card  10SR 

2F-XXXX. 

G-A1B2 

27 

2439875 

Access  Control  card 

G-A1C2 

21 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-VCM 
G-A1E5 
G-HDA 

1 
1 
1 

5811836 
1615509 
1615600 

VCM  Drive  assembly 

cable 

Head  Disk  asm  10SR 

Drive  D   G-XXXX  card 
locptions  are  actually 
2G-\XXX. 

Power 

1 

Drive  C 

F-A1D2 

45 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1 B2 

27 

2439875 

Access  Control  card 

F-A1C2 

21 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

F-A1 E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Power 

1 

Drive  D 

G-A1D2 

45 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

CONTINUED  ON 
FRAME      A01 

CARD         04 
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EI8 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AAA 

Drive  A 

Temporary  error  occurred. 

1F-A1C2 

43 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

Error  was  one  of  the 

following: 

•  Data  Unsafe 

1F-A1B2 

42 

6493738 

Access  Control  card 

1F-A1D2 

1 

6493726 

Servo  card  10SR-2 

-  Write  and  not  ready 

1F-A1E2 

1 

6493737 
1615508 

Servo  card  10SR-2 
cable 

both  active 

-  Write  not  active  and 

1F-A1E5 
1F-W1B1 
1F-HDA 
Drive  B 

1 
1 
1 

1615509 
6493732 
6493600 

cable 

Data  channel  card 

Head  Disk  asm  10SR-2 

AE  unsafe  with  an 

AE  selected 

•  Servo  Interrupt 

-  (Not)  Power  Good 

-  Disk  speed  /  VCO  check 

IG-AIC^ 

43 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

(See  MIM  97-518) 

1G-A1B2 

42 

6493738 

Access  Control  card 

1G-A1D2 

1 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

1G-A1E2 

1 

1615508 

cable 

1G-A1E5 

1 

1615509 

cable 

1G-W1B1 

1 

6493732 

Data  channel  card 

1G-HDA 

1 

6493600 

Head  Disk  asm  10SR-2 

Drive  C 

2F-A1C2 

43 

64937'4 
649i/35 

Data  Converter  card 
Data  Converter  card 

2F-A1B2 

42 

6493738 

Access  Control  card 

*■ 

2F-A1D2 

1 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

2F-A1E2 

1 

1615508 

cable 

2F-A1E5 

1 

1615509 

cable 

2F-W1B1 

1 

6493732 

Data  channel  card 

2F-HDA 

1 

6493600 

Head  Disk  asm  1GSR-2 

Drive  D 

2G-A1C2 

43 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2G-A1B2 

42 

6493738 

Access  Control  card 

2G-A1D2 

1 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

2G-A1E2 

1 

1615508 

cable 

2G-A1E5 

1 

1615509 

cable 

2G-W1 B'; 

1 

6493732 

Data  channel  card 

2G-HDA 

1 

6493600 

Head  Disk  asm  10SR-2 

232 


DOI 


SFIC 

FRL 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAAb 

Drive  A 

Temporary  error  occurred. 

1F-A1D2 

34 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

Error  was  one  of  the 
following: 

1F-A1B2 

28 

6493738 

Access  Control  card 

IF  A1C2 

26 

6493724 

Data  Converter  card 

•  Sector  Check 

6493735 

Data  Converter  card 

"  Disk  Write  Data  Check 

1F-W1B1 
1 F-A1 E5 
1F-HDA 

1 
1 
1 

6493732 
1615509 
6493600 

Data  channel  card 

cable 

Head  Disk  asm  10SR-2 

•  Servo  Interrupt 

-  Servo  off  track 

-  Unexpected  guard  band 

-  Seek  time-out 

1F-VCM 

1 

5811836 

VCM  Drive  assembly 

-  PLO  out  of  sync 

Drive  B 
1G-A1D2 

34 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

See  MIM  97-508/97-518  for 
additional  information  on 
these  errors. 

1G-A1B2 

28 

6493738 

Access  Control  card 

■HDA"  -  Head/Disk  Asm 

1G-A1C2 

26 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

"VCM"  -  VCM  Driver  Asm 

1G-W1B1 

1 

6493732 

Data  channel  card 

1G-A1E5 

1 

1615509 

cable 

1G-HDA 

1 

6493600 

Head  Disk  asm  10SR-2 

1G-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  C 

2F-A1 D2 

34 

6493726 
6493737 

Servo  card  10Sn-2 
Servo  card  1CSR-2 

2F-A1B2 

28 

6493738 

Access  Control  card 

2F-A1C2 

26 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2F-W1B1 

1 

6493732 

Data  channel  card 

2F  A1E5 

1 

1615509 

cable 

2F-HDA 

1 

6493600 

Head  Disk  asm  10SR-2 

2F-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  D 

2G-A1D2 

34 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

2G-A1B2 

28 

6493738 

Access  Control  card 

2G-A1C2 

26 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2G-W1B1 

1 

6493732 

Data  channel  card 

2G-A1E5 

1 

1615509 

cable 

2G-HDA 

1 

6493600 

Head  Dii  v  asm  10SR  2 

2G-VCM 

1 

5811836 

VCM  Drive  assembly 

D02 
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riAMiAi 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AAC 

Drive  A 

Temporary  error  occurred 

1F-A1C2 

45 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

Error  was  one  of  the 

following: 

*  Disk  Forriat  Check 

1F-HDA 

16 

6493600 

Head  Disk  asm  10SR-2 

1F-A1E2 

15 

1615508 

cable 

*  Data  Unsafe 

1F-A1A3 

12 

8636632 

cable 

-  AE  unsafe  without 

A-A2C2 

1F-A1B2 

1F-W1B1 

1 
1 
1 

2437374 
6493738 
6493732 

adapter  A  card  10SR 
Access  Control  card 
Data  channel  card 

an  AE  selected 

See  MIM  97-508/97-518  for 
additional  information  on 
these  errors 

Drive  6 

1G-A1C2 

45 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

•HDA'    -  Head/disk  Asm 

1G-HDA 

16 

6493600 

Head  Disk  asm  10SR-2 

1G-A1E2 

15 

1615508 

cable 

1G-A1A3 

12 

8636632 

cable 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

1G-A1B2 

1 

6493738 

Access  Control  card 

1G-W1P1 

1 

6493732 

Data  channel  card 

Drive  C 

2F-A1C2 

45 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2F-HDA 

16 

6493600 

Head  Disk  asm  10SR-2 

2F-A1E2 

15 

1615508 

cable 

2F-A1A3 

12 

8636632 

cable 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

2F-A1B2 

1 

6493738 

Access  Control  card 

2F-W1B1 

1 

6493732 

Data  channel  card 

Drive  D 

2G-A1C2 

45 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2G-HDA 

16 

6493600 

Head  Disk  asm  10SR-2 

2G-A1E2 

15 

1615508 

cable 

2G-A1A3 

12 

8636632 

cable 

A-A2D4 

1 

2437374 

adapter  D  card  10SR 

2G-A1B2 

1 

6493738 

Access  Control  card 

2G-W1B1 

1 

6493732 

Data  channel  card 
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SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


1AAF 


Drive  A 

Media 

1F-A1C2 

1  FA!  B2 

1F-HDA 

1F-A1E2 

1f-W1B1 

A-A2C2 

1F-A1D2 

1F-A1A3 
Drive  B 
Media 
1G  A1C2 

1G-A1B2 

1G-HDA 

1G-A1E2 

1G-W1B1 

A-A2D2 

1G-A1D2 

1G-A1A3 
Drive  C 
Media 
2F-A1C2 

2F-A1B2 

2F-HDA 

2F-A1E2 

2F-W1B1 

A-A2C4 

2F-A1D2 

2F-A1A3 
Drive  D 
Media 
2G-A1C2 

2G-A1 B2 


30 
20 

10 
1 
1 
1 
1 
1 

1 

30 
20 

10 
1 
1 
1 
1 
1 

1 

30 
20 

10 
1 
1 
1 
1 
1 

1 

30 
20 

10 


6493724 
6493735 
6493738 
6493600 
1615508 
6493732 
2437374 
6493726 
649:;737 
86^3632 


6493724 
6493735 
6493738 
6493600 
1615508 
6493732 
2437374 
6493726 
6493737 
8636632 


6493724 
6493735 
6493738 
6493600 
1615508 
6493732 
2437374 
6493726 
6493737 
8636632 


6493724 
6493735 
6493738 


Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  1CSR-2 
cable 

Data  channel  card 
adapter  A  card  10SR 
Servo  card  10SR-2 
Servo  card  10SR-2 
cable 


Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR-2 
cable 

Data  channel  card 
adapter  B  card  10SR 
Servo  card  10SR-2 
Servo  card  10SR-2 
cable 


Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR- 
cable 

Data  channel  card 
adapter  C  card  10SR 
Servo  card  10SR-2 
Servo  card  10SR-2 
cable 


Data  Converter  card 
Data  Converter  card 
Access  Control  card 


Temporary  error  occurred. 

Prror  was  one  of  the 

following: 

*  Sync  Not  Found  Check 

•CRC/ECC  Check 

"  No  Record  Found  Check 


See  MIM  97-508  for 
additional  information  on 
thesb  errors. 

"HDA"  -  Head/Disk  Asm 
"Media"  -  Bad  data 

Corrective  Action: 

Run  Analysis  (MIM  01  -730) 

to  check  for  bad  sector  ID 

or  bad  data  written  on  the 

HDA, 


D04 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAbO 

Drive  A 

Temporary  error  occurred. 

F-A1B2 

33 

2439875 

Access  Control  card 

"Cable  Continuity  Check" 

A-A2C2 
F-A1A3 

33 
27 

2437374 
8636632 

adapter  A  card  10SR 
cable 

Corrective  Action: 

Rr  seat  cards  and  cables. 

Drive  A   F-XXXX  card 

F-A1A4 

1 

8636632 

cable 

locations  are  actually 

F-A1A5 

1 

1615662 

Terminator  card 

1  F-XXXX. 

Drive  B  G-XXXX  card 

Drive  B 
G-A1 B2 

33 

2439875 

Access  Control  card 

locations  are  actually 
1G-XXXX. 

A-A2D2 

33 

2437374 

adapter  B  card  10SR 

G-A1A3 

27 

8636632 

cable 

G-A1A4 
G-A1A5 
Drive  C 

1 
1 

8636632 
1615662 

cable 
Terminator  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

F-A1B2 

33 

2439875 

Access  Control  card 

A-A2C4 

33 

2437374 

adapter  C  card  10SR 

F-A1A3 
F-A1A4 
F-A1A5 

27 
1 
1 

8636632 
8636632 
1615662 

cable 
cable 
Terminator  card 

Drive  D   G-XXXX  card 
locations  are  actually 
2G-XXXX. 

Drive  D 

G-A1B2 

33 

2439875 

Access  Control  card 

A-A2D4 

33 

2437374 

adapter  D  card  10SR 

G-A1A3 

27 

8636632 

cable 

G-A1A4 

1 

8636632 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

23(3 


D05 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1Ab2 

Drive  A 

Temporary  error  occurred. 

A-A2C2 

43 

2437374 

adapter  A  card  10SR 

F-A1 B2 
F-A1A4 

28 
22 

2439875 
8636632 

Access  Control  card 
cable 

Drive  A   F-XXXX  card 
locations  are  actually 

F-A1A5 

1 

1615662 

Terminator  card 

ir-xxxx. 

F-A1A3 

1 

8636632 

cable 

Drive  B   G-XXXX  card 

Drive  B 

locations  are  actually 

fK-FKlDl 

43 

2437374 

adapter  B  card  10SR 

1G-XXXX. 

G-A1B2 

28 

2439875 

Access  Control  card 

G-A1A4 

22 

8636632 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

Dnve  C    F-XXXX  card 

G-A1A3 
Drive  C 

1 

8636632 

cable 

locations  are  actually 
2F-XXXX, 

A-A2C4 

43 

2437374 

adapter  C  card  10SR 

F-A1B2 

23 

2439875 

Access  Control  card 

F-A1A4 

22 

8636632 

cable 

Drive  D   G-XXXX  card 

F-A1A5 
F  A1A3 

1 
1 

1615662 
8536632 

Terminator  card 
cable 

locations  are  actually 
2G-XXXX. 

Drive  D 

A-A2D4 

43 

2437374 

adapter  D  card  10SR 

G-A1B2 

28 

2439875 

Access  Control  card 

G-A1A4 

22 

8636632 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

G-A1A3 

1 

8636632 

cable 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1Ab4 

Drive  A 

Temporary  error  occurred. 

F-A1C2 

57 

1615631 

Data  Converter  card 

A-A2C2 

29 

1615632 
1615639 
2437374 

Data  Converter  card 
Data  Converter  card 
adapter  A  card  10SR 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

F-A1A3 

27 

8636632 

cable 

Drive  B  G-XXXX  card 

F-A1A5 
F-A1A3 

1 
1 

1615662 
8636632 

Terminator  card 
cable 

locations  are  actually 
1G-XXXX, 

Drive  B 

G-A1C2 

57 

1615631 

Data  Converter  card 

A-A2D2 

29 

1615632 
1615339 
2437374 

Data  Converter  card 
Data  Converter  card 
adapter  B  card  10SR 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1A3 

27 

8636632 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

G-A1A3 
Drive  C 
F-A1C2 

1 
57 

8636632 

1615631 
1615632 
1615639 

cable 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 

A-A2C4 

29 

2437374 

adapter  C  card  10SR 

F-A1A3 

27 

8636632 

cable 

F-A1A5 

1 

1615652 

Terminator  card 

F-A1A3 

1 

8636632 

cable 

Drive  D 

G-A1C2 

57 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2D4 

29 

2437374 

adapter  D  card  10SR 

G-A1A3 

27 

8636632 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

G-A1A3 

1 

8636632 

cable 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAbA 

Drive  A 

Temporary  error  occurred. 

F-A1B2 

41 

2439875 

Access  Control  card 

Go  to  MAP  9700,  A. 

A-A2C2 
F-A1A4 

28 
11 

2437374 
8636632 

adapter  A  card  10SR 
caible 

Drive  A   F-XXXX  card 
locations  are  actually 

F-A1A5 

9 

1615662 

Terminator  card 

1F-XXXX. 

F-A1A3 

1 

8636632 

cable 

A-A2E2 
Drive  B 
G-A1B2 

1 
41 

2482228 
2439875 

Data  stor  adapter  1  cd 
Access  Control  card 

Drive  B  G-XXXX  card 
locations  are  actually 
1  G-XXXX. 

A-A2D2 

28 

2437374 

adapter  B  card  10SR 

G-A1A4 

11 

8636632 

cable 

G-A1A5 
G-A1A3 
A-A2E2 

9 
1 
1 

1615662 
8636632 
2462228 

Terminator  card 

cable 

Data  stor  adapter  1  cd 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

D'ive  C 

F-A1B2 

41 

2439875 

Access  Control  card 

A-A2C4 

28 

2437374 

adapter  C  card  10SR 

F-A1A4 
F-A1A5 

11 
9 

8636632 
1615662 

cable 
Termirsator  card 

Drive  D   G-XXXX  card 
locations  are  actually 

F-A1A3 

1 

8636632 

cable 

2G-XXXX. 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

Drive  D 

G-A1B2 

41 

2439875 

Access  Control  card 

A-A2D4 

28 

2437374 

adapter  D  card  10SR 

G-A1A4 

11 

8636632 

cable 

G-A1A5 

9 

1615662 

Terminator  card 

G-A1A3 

1 

8636632 

cable 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

DOS 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1Abb 

Drive  A 

Temporary  error  occuried. 

F-A1B2 

61 

2439875 

Access  Control  card 

F-A1C2 

24 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

Drive  A   F-XXXX  card 
locations  are  actually 

1615639 

Data  Converter  card 

1  F-XXXX. 

F-A1D2 

6 

5811834 

Servo  card  10SR-1 

A-A2C2 

1 

5811890 
1615367 
2437374 

Servo  card  10SR-1 
Servo  card  10SR-1 
adapter  A  card  10SR 

Drive  B   G-XXXXcard 
locations  arp  actually 
1G-XXXX. 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

F-A1A5 

1 

1615662 

Terminator  card 

F-A1A4 

1 

8636632 

cable 

Drive  B 

G-A1B2 

61 

2439875 

Access  Control  card 

Drivr.  C   F-XXXX  :;ard 

G-A1C2 

24 

1615631 

Data  Converter  card 

locations  are  actually 

1615632 

Data  Converter  card 

2F-XXXX. 

1615339 

Data  Converter  card 

G-A1D2 

6 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

Dnve  D   G-XXXX  card 

A-A2E2 
G-A1A5 

1 
1 

2462228 
1615662 

Data  stor  adapter  1  cd 
Terminator  card 

locations  are  actually 
2G-XXXX. 

G-A1A4 

1 

8636632 

cable 

Drive  C 

F-A1B2 

61 

2439875 

Access  Control  card 

F-A1C2 

24 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1D2 

6 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

F-A1A5 

1 

1615662 

Terminator  card 

F-A1A4 

1 

8636632 

cable 

Drive  D 

G-A1B2 

61 

2439875 

Access  Control  card 

G-A1C2 

24 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

240 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAbC 

Drive  A 

Temporary  error  occurred. 

F-A1B2 

37 

2439875 

Access  Control  card 

A-A2C2 
F-A1A3 
F-A1A4 

25 
14 
11 

2437374 
8636632 
8636632 

adapter  A  card  10SR 

cable 

cable 

Drive  A  F-XXXX  card 
locations  are  actually 
1F-XXXX. 

F-A1A5 

10 

1615662 

Terminator  card 

F-A1C2 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  B  G-XXXX  card 
locations  are  actually 
1G-XXXX. 

Drive  B 

G-A1B2 

37 

2439875 

Access  Control  card 

A-A2D2 
G-A1A3 
G-A1A4 

25 
14 
11 

2437374 
8636632 
8636632 

adapter  B  card  10SR 

cable 

cable 

DnveC   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1A5 

10 

1615662 

Terminator  card 

G-A1C2 

1 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

Drive  C 
F-A1 B2 

37 

1615339 
2439875 

Data  Converter  card 
Access  Control  card 

Drive  D   G-XXXX  card 
locations  are  actually 
2G-XXXX. 

A-A2C4 

25 

2437374 

adapter  C  card  10SR 

F-A1A3 

14 

8636632 

cable 

F-A1A4 

11 

8636632 

cable 

F  A1A5 

10 

1615662 

Terminator  card 

F-A1C2 

1 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  D 

G-A1B2 

37 

2439875 

Access  Control  card 

A-A2D4 

25 

2437374 

adapter  D  card  10SR 

G-A1A3 

14 

8636632 

cable 

G-A1A4 

11 

8636632 

cable 

G-A1A5 

10 

1615662 

Terminator  card 

G-A1C2 

1 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

D!0 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAbd 

Drive  A 

Temporary  error  occurred. 

F-A1B2 

64 

2439875 

Accer.s  Control  card 

F-A1C2 

13 
11 

2437374 
1615631 
1615632 

adapter  A  card  10SR 
Data  Converter  card 
Data  Converter  card 

Drive  A   F-XXXX  card 
locations  arfe  actually 
1  F-XXXX. 

F-A1A5 

1 

1615639 
1615662 

Data  Converter  card 
Terminator  card 

Drive  B  G-XXXX  card 

F-A1A4 
F-A1A3 

1 
1 

8636632 
8636632 

cable 
cable 

locations  nre  actually 
1G-XXXX. 

Drive  B 

G-A1B2 

64 

2439875 

Access  Control  card 

A-A2D2 
G-A1C2 

13 
11 

2437374 
1615631 

adapter  B  card  10SR 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

1615632 

Data  Converter  card 

1615339 

Data  Converter  card 

G-A1A5 

1 

1615662 

Terminator  card 

G-A1A4 

1 

8636632 

cable 

G-A1A3 
Driye  C 
F-A1B2 

1 
64 

8636632 
2439875 

cable 

Access  Control  card 

Drive  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 

A-A2C4 

13 

2437374 

adapter  C  card  10SR 

F-A1C2 

11 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1A5 

1 

1615662 

Terminator  card 

F-A1A4 

1 

8636632 

cable 

F-A1A3 

1 

8636632 

cable 

Drive  D 

G-A1B2 

64 

2439875 

Access  Control  card 

A-A2D4 

13 

2437374 

adapter  D  card  10SR 

G-A1C2 

11 

1615631 
1615632 
1815339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1A5 

1 

1615662 

Terminator  card 

G-A1A4 

1 

8636632 

cable 

G-A1A3 

1 

8636632 

cable 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAbE 

Drive  A 

Temporary  error  occurred. 

F  A1B2 

46 

2439875 

Access  Control  card 

A-A2C2 
F-A1C2 

16 
15 

2437374 
1G15631 
1615632 
1615639 

adapter  A  card  10SR 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

A-A2E2 

7 

2462228 

Data  stor  adapter  1  cd 

F-A1A4 

1 

8636632 

cable 

F-A1A3 

1 

8636632 

cable 

Drive  B   G-XXXX  card 

F-A1A5 

1 

1615662 

Terminator  card 

locations  are  actually 

F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

1G-XXXX. 

Channel 

1 

Drive  B 

G-A1B2 

46 

2439875 

Access  Control  card 

A-A2D2 
G-A1C2 

16 
15 

2437374 
1615631 

adapter  B  card  10SR 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F~XXXX. 

1615632 

Data  Converter  card 

1615339 

Data  Converter  card 

A-A2E2 

7 

2462228 

Data  stor  adapter  1  cd 

G-A1A4 

1 

8636632 

cable 

G-A1A3 

1 

8636632 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

G-A1D2 

1 

5811834 

Servo  card  10SR 

Channel 

1 

5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 

Drive  D   G-XXXX  card 
locations  are  actually 
2G-XXXX. 

Drive  C 

F-A1B2 

46 

2439875 

Access  Control  card 

A-A2C4 

16 

2437374 

adapter  C  card  10SR 

F-A1C2 

15 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Cofiverter  card 
Data  Converter  card 

A-A2E2 

7 

2462228 

Data  stor  adapter  1  cd 

F-A1A4 

1 

8636632 

cable 

F-A1A3 

1 

8636622 

cable 

F-A1A5 

1 

1615662 

Terminator  card 

F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

DI2 
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SRC 
1AC0 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

Drive  A 

Temporary  error  occurred 

F-A1B2 

50 

2439875 

Accc;:,s  Control  card 

"Unseated  card  or  cable 

F-A1C2 

1 

1615631 
1615632 

Dota  Converter  card 
Data  Converter  cai  d 

check 

Corrective  Action 

Reseat  all  10SR  CSA  cards 

1615639 

Data  Converter  card 

and  cables. 

F-A1D2 

1 

5811834 

Servo  card  10SR-1 

Drive  A   F-XXXX  card 

F  A1E2 

1 

5811890 
1615367 
1615508 

Servo  card  10SR-1 
Servo  card  10SR-1 
cable 

locations  are  actually 

1F-XXXX. 

Drive  B   G-XXXX  card 

locations  are  actually 

F-A1E5 

1 

1615509 

cable 

1G-XXXX 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

F-W1B1 

1 

2439838 

Data  channel  card 

Drive  B 

G-A1B2 

50 

2439875 

Access  Control  card 

Drive  C   F-XXXX  card 

G-A1C2 

1 

1615631 

Data  Converter  card 

locations  are  actually 

1615632 

Data  Converter  card 

2F-XXXX. 

1615339 

Data  Converter  card 

G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-A1E2 

1 

1615508 

cable 

Dnve  D   G-XXXX  card 

G-A1E5 
G-HDA 

1 
1 

1615509 
1615600 

cable 

Head  Disk  asm  10SR 

locations  are  actually 
2G-XXXX. 

G-W1B1 

1 

2439838 

Data  channel  card 

Drive  C 

F-A1B2 

50 

2439875 

Access  Control  card 

F-A1C2 

1 

16'i5631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1E2 

1 

1615508 

cable 

F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

F-W1B1 

1 

2439838 

Data  channel  card 

Drive  D 

G-A1B2 

50 

2439875 

Access  Control  card 

G-A1C2 

1 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

244 


DI3 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AC1 

Drive  A 

Temporary  error  occurred. 

F-A1B2 

98 

2439875 

Access  Control  card 

Drive  A   F-XXXX  card 

locations  are  actually 

1F-XXXX 

Drive  B   G-XXXX  card 

Drive  B 

locations  are  actually 

G-A1B2 

98 

2439875 

Access  Control  card 

1  F-XXXX. 

Drive  C   F-XXXX  card 

Drive  C 
F-A1B2 

98 

2439875 

Access  Control  card 

locations  are  actually 

2F-XXXX. 

Drive  D   G-XXXX  card 

locations  are  actually 

Drive  D 

2G-XXXX. 

G-A1B2 

98 

2439875 

Access  Control  card 

1AC2 

Drive  A 

Tempora.v  drror  occurred. 

F-A1B2 
F-A1A3 

66 
33 

2439875 
8636632 

Access  Control  card 
cable 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
Drive  B  G-XXXX  card 

Drive  B 

locations  are  actually 

G-A1B2 

66 

2439875 

Access  Control  card 

1G-XXXX. 

G-A1A3 
Drive  C 
F-A1B2 

33 
66 

8636632 
2439875 

cable 

Access  Control  card 

Drive  C   F-XXXX  card 

locations  are  actually 

2F-XXXX. 

Drive  D  G-XXXX  card 

F-A1A3 

33 

8636632 

cable 

locations  are  actually 

Drive  D 

2G-XXXX. 

G-A1B2 

66 

2439875 

Access  Control  card 

G-A1A3 

33 

8636632 

cable 

DI4 


>45 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AC3 

Drive  A 

Temporary  error  occurred. 

F-A1C2 

98 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A   F-XXXX  card 

locations  are  actually 

1F-XXXX. 

Drive  B   G-XXXX  card 

locations  are  actually 

1G-XXXX. 

Drive  B 
V1-A1C2 

98 

1615631 

Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

1615632 

Data  Converter  card 

Drive  D   G-XXXX  card 

161533b 

Data  Converter  card 

locations  are  actually 
2G-XXXX. 

Drive  C 

F-A1C2 

98 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  D 

G-A1C2 

98 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
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DI5 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AC5 

Drive  A 

Temporary  error  occurod. 

F-A1B2 
F-A1C2 

82 
17 

2439875 
1615631 
1615632 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 

Drive  A   F-XXXX  card 

locations  are  actually 

1I--XXXX 

Drive  B  G-XXXX  card 

1615639 

Data  Converter  card 

locations  are  actually 
1  G-XXXX. 

Dri\/p  B 

Drive  C   F-XXXX  card 

L^  live     L^ 

G-A1B2 
G-A1C2 

82 
17 

2439875 
1615631 

Access  Control  card 
Data  Converter  card 

locations  are  actually 

2F-XXXX. 

Drive  D   G-XXXX  card 

1615632 

Data  Converter  card 

locations  are  actually 

1615339 

Data  Converter  card 

2G-XXXX. 

Drive  C 

F-A1B2 

82 

2439875 

Access  Control  card 

F-A1C2 

1-^ 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  D 

G-A1B2 

82 

2439875 

Access  Control  card 

G-A1C2 

17 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

DI6 


247 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AC6 

Drive  A 

Temporary  error  occurred. 

F-A1C2 

60 

i6i56:n 

Data  Converter  card 

Drive  A   F-XXXX  card 

1615632 
1615639 

Data  Converter  card 
Data  Converter  card 

locations  are  actually 

1F-XXXX. 

Drive  B  G-XXXX  card 

F-A1B2 

35 

2439875 

Access  Control  card 

locations  are  actually 

F-A1A3 

1 

8636632 

cable 

1G-XXXX. 

Drive  B 
G-A1C2 

60 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  c^rd 
Data  Converter  card 

Drive  C   F-XXXX  card 
locatir^ns  are  actually 
2FXXXX. 

G-A1B2 

35 

2439875 

Access  Control  card 

Dnve  D  G-XXXX  card 

G-A1A3 
Drive  C 

1 

8636632 

cable 

locations  are  actually 
2G-XXXX. 

F-A1C2 

60 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1B2 

35 

2439875 

Access  Control  card 

F-A1A3 

1 

8636632 

cable 

Drive  D 

G-A1C2 

60 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1B2 

35 

2.439875 

Access  Control  card 

G-A1A3 

1 

8636632 

cable 
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DI7 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AC7 

Drive  A 

Temporary  error  occurred. 

F-A1B2 

64 

2439875 

Access  Control  card 

Drive  A   F-XXXX  r.ard 
locations  are  actually 
1F-XXXX 

F-A1C2 

35 

1615631 

Data  Converter  card 

1615632 

Data  Converter  card 

Drive  B  G-XXXX  card 

1615639 

Data  Converter  card 

locations  are  actually 

F-A1A3 

1 

8636632 

cable 

1G-XXXX 

Drive  B 
G-A1B2 
G-A-iC2 

64 
35 

2439875 
1615631 
161 5(532 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX 

G-A1A3 
Drive  C 

1 

1615339 
8636632 

Data  Converter  card 
cable 

Drive  D   G-XXXX  card 
locations  are  actually 
2G-XXXX. 

F-A1 B2 

64 

2439875 

Access  Control  card 

F-A1C2 

35 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1A3 

1 

8636632 

cable 

Drive  D 

G-A1 B2 

64 

2439875 

Access  Control  card 

G-A1C2 

35 

1615631 
1615632 
1615339 

Duta  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1A3 

1 

8636632 

cable 

D!8 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  CO  1MEN1S 

1A73 

Drive  A 

Permanent  enor  occurred. 

F-A1C2 

28 

1615631 
1615632 
1G15639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Corrective  Action: 
Run  Analysis  (MIM  01 -730) 
to  che^k  for  bad  sector  ID 
or  bad  data  written  on  the 

FA1B2 

24 

2439875 

Access  Control  card 

HOA. 

A  A2C2 

16 

2437374 

adapter  A  card  10SR 

Drive  A  F-XXXX  card 

A-A2E2 
F-A1 D2 

7 
7 

2462223 
5811834 
5811890 
1615367 

Data  stor  adapter  1  cd 
Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

locations  are  actually 

1  F-XXXX. 

"HDA"  -  Head/Disk  Asm 

F-A1A3 

8636632 

cable 

"VCM"  -  VCM  Driver  Asm 

F-A1A4 
FA1A5 
F-HDA 

^ 

8636632 
1615662 
161i5600 

cable 

Terminator  card 
Head  Disk  asm  10SR 

"Media"  -  Bad  data 
Drive  B  G-XXXX  card 
locations  are  actually 

F-W1B1 

2439838 

Data  channel  card 

1  G-XXXX. 

F-A1E.2 

1615508 

cable 

F-VCM 

5811836 

VCM  Drive  assembly 

F-A1  £5 

1615S09 

cable 

Media 

Drive  B 

G-A1C2 

28 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G  A1B2 

24 

2439875 

Access  Control  card 

A-A2D2 

16 

2437374 

adapter  B  card  10SR 

A-A2E2 

7 

2462228 

Data  stor  adapter  1  cd 

Drive  C   F-XXXX  card 

G-A1D2 

7 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

locations  are  actually 
2F-XXXX. 

G  A1A3 

8636fi32 

cable 

G-A1A4 

8636632 

cable 

G-A1A5 

1615662 

Terminator  card 

G-HDA 

1615600 

Head  Disk  asm  10SR 

G-VV1B1 

2439838 

Data  charmel  card 

G  A1E2 

1615508 

cable 

G  VCM 

5811836 

VCM  Drive  assembly 

G- A1 E5 

1615509 

cable 

Media 

Drive  C 

F-A1C2 

28 

1615631 
1615632 

Cata  Converter  card 
Data  Converter  card 
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COI 


SRC 


FRU 


1A7F 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


Go  to  MAP  9700,  A. 
Permanent  enor  occurred. 
Unable  to  determine  FRU. 
Attempt  to  recreate  error, 
or  use  other  GBC  codes. 


1A90 


A-A2F? 

Channel 

A-A2J2 


57 

42 

1 


2462228 

4237136 
2597763 
2597727 


Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  ctr!  card 
DS  Pass-Thru  card 


Temporary  error  occurred. 


1A91 


Drive  A 

A-A2E2 

Channel 

A-A2C2 

A-A2J2 


Drive  B 
A-A2E2 
Channel 
A-A2D2 
A  A2J2 


Drive  C 

A-A2E2 

Channel 

A-A2C4 

A-A2J2 


Drive  D 

A-A2E2 

Channel 

A-A2D4 

A-A2J2 


59 

38 

1 

1 


59 

38 

1 

1 


59 

38 

1 

1 


59 

38 

1 

1 


2462228 

2437374 
4237136 
2597763 
2597727 

2462228 

2437374 
4237136 
2597763 
2597727 

2462228 

2437374 
4237136 
2597763 
2597727 

2462228 

2437374 
4237136 
2597763 
2597727 


Data  stcr  adapter  1  cd 

adapter  A  card  10SR 
Data  stor  ctr!  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Data  stor  adapter  1  cd 

adapter  B  card  10SR 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-T'iru  card 

Data  stor  adapter  1  cd 

adapter  C  card  1CSR 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Data  stor  adapter  1  cd 

adapter  D  card  10SR 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 


Temporary  error  occurred. 


co: 


215 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A93 

Drive  A 

Temporary  error  occurred. 

A-A2E2 

59 

2462223 

Data  stok  adapter  1  cd 

A-A2C2 

38 

2437374 

adapter  A  carc'i  10SR 

Channel 

1 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  ctr[  card 
DS  Pass-Thru  card 

Drive  B 

A-A2E2 

59 

2462228 

Data  stor  adapter  1  cd 

A-A2D2 

38 

2437374 

adapter  B  card  10SR 

Channel 

1 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

• 

Drive  C 

A-A2E2 

59 

2462228 

Data  stor  adapter  1  cd 

A-A2C4 

38 

2437374 

adapter  C  card  10SR 

Channel 

1 

A  A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  ctr!  card 
DS  Pass-Thru  card 

Drive  D 

A-A2E2 

59 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

38 

2437374 

adapter  D  card  10SR 

Channel 

1 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  nrd 
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C03 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A94 

Drive  A 

Temporary  error  occurred. 

A-A2E2 

56 

2462228 

Data  stor  adapter  1  cd 

IklKlCl 

39 

2437374 

adapter  A  card  10SR 

Drive  A   F-XXXX  card 

Channel 

1 

locations  are  actually 

fKfKl^l 

1 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

1F-XXXX. 

2097727 

DS  Pass-Thru  card 

Drive  B   G-XXXX  card 

F-A1C2 

1 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

locations  are  actually 
1G-XXXX. 

F-A1A3 

1 

8636632 

cable 

Drive  B 

FK-fKlEl 

56 

2402228 

Data  stor  adapter  1  cd 

Drive  C   F-XXXX  card 
locations  are  actually 

A-A2D2 

39 

2437374 

adapter  B  card  10SR 

2F-XXXX 

Channel 

1 

IK-PkIM 

1 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

2597727 

DS  Pass-Thru  card 

Drive  D  G-XXXX  card 

G-A1C2 

1 

1615631 

Data  Converter  card 

locations  are  actually 

1615632 

Data  Converter  card 

2G-XXXX. 

1615339 

Data  Converter  card 

G-A1A3 

1 

8636632 

cable 

Drive  C 

' 

AA2E2 

56 

2462228 

Data  stor  adapter  1  cd 

A-A2C4 

39 

2437374 

adapter  C  card  10SR 

Channel 

1 

A-A2J/2 

/ 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  ctrl  card 
DS  Pass-Thru  card 

F-A1C2 

1 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1A3 

1 

8636632 

cable 

Drive  D 

'' 

A-A2E2 

56 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

39 

2437374 

adapter  D  card  10SR 

Channel 

1 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  ctr!  card 
Data  stor  ctrl  card 
DS  Pass-Thru  card 

G-A1C2 

1 

1615631 

Data  Converter  card 

-^' 

- — -" 
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C04 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A95 

Drive  A 

Temporary  error  occurred. 

A-A2E2 
A-A2C2 

4G 
42 

2462228 
2437374 

Data  stor  adapter  1  cd 
adapter  A  card  10SR 

Error  was  one  of  the 

following: 

*  Cycle  Steal  Address 

Check 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Drive  B 
A-A2D2 

48 
42 

2597727 

2462228 
2437374 

DS  Pass-Thru  card 

Data  stor  adapter  1  cd 
adapter  B  card  10SR 

*  Command  Parity  Check 

*  Cycle  Steal  Parity 
Check 

*  DSA  Buffer  Write  Check 

*  Interface  Time-out 

*  DSA  Data  Bus  Parity 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  ctr!  card 

Check 

*  Data  Cycle  Underrun 

/^L  _  _  1 

2597727 

DS  Pass-Thru  card 

Check 

*  Data  Cycle  Overrun 

Check 

Drive  C 
A-A2C4 

48 
42 
10 

2462228 
2437374 
4237136 
2597763 
2597727 

Data  stor  adapter  1  cd 
adapter  C  card  10SR 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

•  Command  Cycle  Parity 

Check 

See  MIM  97-508  for 

additional  information  on 

these  errors. 

Drive  D 

A-A2E2 

48 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

42 

2437374 

adapter  D  card  10SR 

A-A2J2 

10 

4237136 
2597763 
2597727 

Data  stOi-  Ctrl  card 
Data  stor  ctrl  card 
DS  Pass-Thru  card 
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COS 


SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


1A96 


Drive  A 

1 F-A1 B2 

A-A2C2 

1F-A1A4 

1F-A1A5 

1F-A1C2 


1F-A1A3 
A-A2E2 

Drive  B 

1G-A1B2 

A-A2D2 

1G-A1A4 

1G-A1A5 

1G-A1C2 


1G-A1A3 
A-A2E2 
Drive  C 
2F-A1 B2 
A-A2C4 
2F-A1A4 
2F-A1A5 
2F-A1C2 


2F-A1A3 

A-A2E2 

Drive  D 

2G-A1B2 

A-A2D4 

2G-A1A4 

2G-A1A5 

2G-A1C2 


2G-A1A3 
A-A2E2 


34 
22 
16 
16 
5 


4 
1 


34 
22 
16 
16 
5 


4 
1 

34 
22 
16 
16 
5 


4 
1 

34 
22 
16 
16 
5 


1615583 
2437374 
8636632 
1615662 
1615631 
1615631 
1615339 
8636632 
2462228 


1615583 
2437374 
8636632 
1615662 
1615631 
1615632 
1615339 
8636632 
2462228 

1615583 
2437374 
8636632 
1615662 
1615631 
1615632 
1615339 
8636632 
2462228 

1615583 
2437374 
8636632 
1615662 
1615631 
1615632 
1615339 
8636632 
2462228 


Access  Control  card 

adapter  A  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

cable 

Data  stor  adapter  1  cd 


Access  Control  card 

adapter  B  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

cable 

Data  stor  adapter  1  cd 

Access  Control  card 

adapter  C  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

cable 

Data  stor  adapter  1  cd 

Access  Control  card 

adapter  D  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

cable 

Data  stor  adapter  1  cd 


Temporary  error  occurred. 

Error  was  one  of  the 
following; 

*  Data  Overrun  Check 

*  Command  Error 

*  Command  Reject 

*  Device  Busy 

*  Disk  Not  Ready 

*  Cable  Continuity  Error 

*  Disk  Access  Time-out 

*  No  Control  Sample 
Received 

*  Disk  Sense  Parity  Check 

*  Disk  interrupt  Check 

*  Servo  Interrupt 
-  Guard  band  2 

See  MIM  97-508/97-518  for 
additional  information  on 
these  errors. 


C06 


219 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A97 

Drive  A 

Temporary  error  occurrecJ. 

1F-A1C2 

46 

1615631 
1615631 

Data  Converter  card 
Data  Converter  card 

Error  was  one  of  the 

following: 

*  Data  Unsafe 

1615339 

Data  Converter  card 

F^fKlCl 

21 

2437374 

adapter  A  card  10SR 

■  Write  and  servo  off 

1F-A1A3 
1F-A1B2 

21 
12 

3636632 
1615583 

cable 

Access  Control  card 

track 

-  Write  active  and  not 

1F-A1D2 

1 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 

in  data  field 

-  Write  and  read  both 

active 

1615367 

Servo  card  10SR 

-  Write  active  and 
AE  select  error 

-  W^ito  active  and 

Drive  B 

AE  Unsafe 

1G-A1C2 

46 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

(See  Ml M  97-518) 

A-A2D2 

21 

2437374 

adapter  B  card  10SR 

1G-A1A3 

21 

8636632 

cable 

1G-A1B2 

12 

1615583 

Access  Control  card 

1G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

Drive  C 

2F-A1C2 

46 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A  A2C4 

21 

2437374 

adapter  C  card  10SR 

2F-A1A3 

21 

8636632 

cable 

2F-A1B2 

12 

1615583 

Access  Control  card 

2F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

Drive  D 

2G-A1C2 

46 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2D4 

21 

2437374 

adapter  D  card  10SR 

2G  A1A3 

21 

8636632 

cable 

2G-A1B2 

12 

1615583 

Access  Control  card 

2G-A1D2 

1 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 
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C07 


SRC 


FRU 


1A99 


Drive  A 
IF  A1B2 
1F-A1C2 


1F-A1D2 


1F-A1E2 

1F-A1E5 

1F-W1B1 

1F-HDA 

A-A2C2 

A-A2E2 

Drive  B 

1G-A1B2 

1G-A1C2 


1G-A1D2 


1G-A1E2 

1G-A1E'5 

1G-W1B1 

1G-HDA 

A-A2D2 

A-A2E2 

Drive  C 

2F-A1B2 

2F-A1C2 


2F-A1D2 


2F-A1E2 

2F-A1E5 

2F-W1B1 

2F-HDA 

A-A2C4 


% 


30 
27 


5 
5 
5 
5 
1 
1 

30 
27 


5 
5 
5 
5 
1 
1 

30 
27 


P/N 


5 
5 
5 
5 
1 


1615583 
1615631 
1615631 
1615339 
5811834 
5811890 
1615367 
1615508 
1615509 
2439838 
1615600 
2437374 
2462228 

1615583 
1615631 
1615632 
1615339 
5811834 
5811890 
1615367 
1615508 
1615509 
2439838 
1615600 
2437374 
2462228 

1615583 
1615631 
1615632 
1615339 
5811834 
5811890 
1615367 
1615508 
1615509 
2439838 
1615600 
2437374 


FRU  DESCRIPTION 


Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
cable 
cable 

Data  channel  card 
Head  Disk  asm  10SR 
adapter  A  card  10SR 
Data  stor  adapter  1  cd 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
cable 
cable 

Data  channel  card 
Head  Disk  asm  10SR 
adapter  B  card  10SR 
Data  stor  adapter  1  cd 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
cable 
cable 

Data  channel  card 
Head  Disk  asm  10SR 
adapter  C  card  10SR 


SERVICE  COMMENTS 


Temporary  error  occurred. 

Error  detected  was: 

•  Unseated  card  or  cable 

Corrective  Action: 

Reseat  all  10SR  CSA  cards 

and  cables. 

HDA"  -  Head/Disk  Asm 


COS 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A9A 

Drive  A 

Temporary  error  occurreo. 

1F-A1C2 

43 

1615631 
1615631 

Data  Converter  card 
Data  Converter  card 

Error  was  one  of  the 

following: 

•  Data  Unsafe 

1615339 

Data  Converter  card 

1F-A1B2 

42 

1615583 

Access  Control  card 

-  Write  and  not  ready 

1F-A1D2 

1 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 

both  active 

-  Write  not  active  and 

1F-A1E2 

1 

1615367 
1615508 

Servo  card  10SR 
cable 

AE  unsafe  with  an 
AE  selected 

1F-A1E5 

1 

1615509 

cable 

•  Servo  Interrupt 

1F-W1B1 
1F-HDA 

1 
1 

2439838 
1615600 

Data  channel  card 
Head  Disk  asm  10SR 

-  (Not)  Power  Good 

-  Disk  speed  /  VCO  check 

Drive  B 

(See  MIM  97-518) 

1G-A1C2 

43 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

1G-A1B2 

42 

1615583 

Access  Control  card 

1G-A1D2 

1 

F311834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

1G-A1E2 

1 

1615508 

cable 

1G-A1E5 

1 

1615509 

cable 

1G-W1B1 

1 

2439838 

Data  channel  card 

1G-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  C 

2F  A1C2 

43 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

2F-A1B2 

42 

1615583 

Access  Control  card 

2F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

2F-A1E2 

1 

1615508 

cable 

2F-A1E5 

1 

1615509 

cable 

2F-W1B1 

1 

2439838 

Data  channel  card 

2F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  D 

2G-A1C2 

43 

1615631 
1615632 
1815339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
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C09 


SRC 


FRU 


1A9b 


Drive  A 
1F-A1D2 


1F-A1B2 
1F-A1C2 


1F-W1B1 
1F-A1E5 
IF  HDA 
1F-VCM 
Drive  B 
1G-A1D2 


1G-A1B2 
1G-A1C2 


1G-W1B1 
1G-A1E5 
1G-HDA 
1G-VCM 
Drive  C 
2F-A 1 D2 


2F-A1B2 
2F-A1C2 


2F-W1B1 

2F-A1E5 

2F-HDA 

2F-VCM 

Drive  D 

2G-A1D2 


2G  A1B2 


% 


34 


28 
26 


34 


28 
26 


1 
1 
1 
1 

34 


28 
26 


1 
1 
1 
1 

34 


28 


P/N 


5811834 
5811890 
1615367 
1615583 
1615631 
1615631 
1615339 
2439838 
1615509 
1615600 
5811836 

5811834 
5811890 
1615367 
1615583 
1615631 
1615632 
1615339 
2439838 
1615509 
1615600 
5811836 

5811834 
5811890 
1615367 
1615583 
1615631 
1615632 
1615339 
2439833 
1615509 
1615600 
5811836 

5811834 
5811890 
1615367 
1615583 


FRU  DESCRIPTION 


Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Data  channel  card 
cable 

Head  Disk  asm  10SR 
VCM  Drive  assembly 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Data  channel  card 
cable 

Head  Disk  asm  10SR 
VCM  Drive  assembly 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Data  channel  card 
cable 

Head  Disk  asm  10SR 
VCM  Drive  assembly 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
Access  Control  card 


SERVICE  COMMENTS 


Temporary  error  occurred. 

Error  was  one  of  the 
followiny: 

•  Sector  Check 

•  Disk  Write  Data  Check 

•  Servo  Interrupt 

-  Servo  off  track 

-  Unexpected  guard  bano 

-  Seek  time-out 

-  PLO  out  of  sync 

See  MIM  97-508/97-518  for 
additional  Information  on 
these  errors. 

"HDA"  -  Head/Disk  Asm 
"VCM"  -  VCM  Dnver  Asm 
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CIO 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A9C 

Drive  A 

Temporary  error  occurred. 

1F-A1C2 

45 

1615631 
1615631 

Data  Converter  card 
Data  Converter  card 

Error  was  one  of  the 

following: 

•  Disk  Format  Check 

1615339 

Data  Converter  card 

1F-HDA 

16 

1615600 

Head  Disk  asm  10SR 

•  Data  Unsafe 

1F-A1E2 

IS 

1615508 

cable 

-  AE  unsafe  without 

1F-A1A3 

A-A2C2 

1F-A1B2 

12 
1 
1 

8636632 
2437374 
1615583 

cable 

adapter  A  card  10SR 

Access  Control  card 

an  AE  selected 

See  MIM  97-508/97-518  for 
additional  information  on 
these  errors. 

1F-W1B1 

1 

2439838 

Data  channel  card 

Drive  B 

"HDA"  -  Head/disk  Asm 

1G-A1C2 

45 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

1G-HDA 

16 

1615600 

Head  Disk  asm  10SR 

1G-A1E2 

15 

1615508 

cable 

1G-A1A3 

12 

8636632 

cable 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

1G-A1B2 

1 

1615583 

Access  Control  card 

1C      '1B1 
Dr        ^ 
2F-A>o2 

1 

2439838 

Data  channel  card 

45 

1615631 

Data  Converter  card 

1615632 

Data  Converter  caird 

1615339 

Data  Converter  card 

2F-HDA 

16 

1615600 

Head  Disk  asm  10SR 

2F-A1E2 

15 

1615508 

cable 

2F-A1A3 

12 

8636632 

cablo 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

2F-A1B2 

1 

1615583 

Access  Control  card 

2F-W1B1 

1 

2439838 

Data  channel  card 

Drive  D 

2G-A1C2 

45 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

2G-HDA 

16 

1615600 

Head  Disk  asm  10SR 

2G-A1E2 

15 

1615508 

cable 

2G-A1A3 

12 

8636632 

cable 

A-A2D4 

1 

2437374 

adapter  D  card  10SR 

2G'A1B2 

1 

1615583 

Access  Control  card 

2G-W1B1 

1 

2439838 

Data  channel  card 
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CM 


SRC 


FRU 


1A9F 


Drive  A 

Media 

1F-A1C2 


1F-A1B2 

1F-HDA 

1F-A1E2 

1F-W1B1 

A-A2C2 

1F-A1D2 


IF-A1A3 

Drive  B 

Media 

1G-A1C2 


1G-A1B2 

1G-HDA 

1G-A1E2 

1G-W1B1 

A-A2D2 

1G-A1D2 


1G-A1A3 
Drive  C 
Media 
2F-A1C2 


2F-A1B2 

2F-HDA 

2F-A1E2 

2F-W1  Bl 

A-A2C4 

2F-A1D2 


% 


30 
20 


10 


30 
20 


10 


1 

30 
20 


10 


P/N 


1615631 
1615631 
1615339 
1615583 
1615600 
1615508 
2439838 
2437374 
5811834 
5811890 
1615367 
8636632 


1615631 
1615632 
1615339 
1615583 
1615600 
1615508 
2439838 
2437374 
5811834 
5811890 
1615367 
8636632 


1615631 
1615632 
1615339 
1615583 
1615600 
161 5508 
2439838 
2437374 
5811834 
5811890 


FRU  DESCRIPTION 


Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR 
cable 

Data  channel  card 
adapter  A  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
cable 


Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR 
cable 

Data  channel  card 
adapter  B  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
cable 


Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Access  Control  card 
Head  Disk  asm  10SR 
cable 

Data  channel  card 
adapter  C  card  10SR 
Servo  card  10SR 
Servo  card  10SR 


SERVICE  COMMENTS 


Temporary  error  occurred. 

Error  was  one  of  the 
following: 

•  Sync  Not  Found  Check 
•CRC/ECC  Check 

•  No  Record  Found  Check 


See  Ml M  97-508  for 
additional  information  on 
these  errors. 

"HDA"  -  Head/Disk  Asm 
"Media"  -  Bad  data 

Corrective  Action: 

Run  Analysis  (MIM  01  -730) 

to  check  for  bad  sector  ID 

or  bad  data  written  on  the 

HDA 


CI2 
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rfu 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AA0 

Drive  A 
A-A2E2 
A-A2C2 

Drive  B 
A  A2E2 
A-A2D2 
Drive  C 
A-A2E2 
A-A2C4 
Drive  D 
A-A2E2 
A-A2D4 

56 
43 

56 
43 

56 
43 

56 
43 

2462228 
2437374 

2462228 
2437374 

2462228 
2437374 

2462228 
2437374 

Data  stor  adapter  1  cd 
adapter  A  card  10SR 

Data  stor  adapter  1  cd 
adapter  B  card  10SR 

Data  stor  adapter  1  cd 
adapter  C  card  10SR 

Data  stor  adapter  ""  cd 
adapter  D  card  10SR 

Temporary  error  occurred. 

OnveA   F-XXXX  card 

locations  are  actually 

1  F-XXXX. 

Drive  B  G-XXXX  card 

locations  are  actually 

IG-XXXX. 

Drive  C   F-XXXX  card 

locations  are  actually 

2F-XXXX. 

Drive  D   G-XXXX  card 

locations  are  actually 

2G-XXXX. 

1AA1 

A-A2E2 

2462228 

Data  stor  adapter  1  cd 

Temporary  error  occurred. 

1AA2 

Drive  A 

A-A2E2 

A-A2C2 

F-A1B2 

F-A1A3 

Drive  B 

A-A2E2 

A-A2D2 

G-A1B2 

G-A1A3 

Drive  C 

A-A2E2 

A-A2C4 

F-A1B2 

F-A1A3 

Drive  D 

A-A2E2 

A-A2D4 

G-A1B2 

G-A1A3 

49 

37 

10 

1 

49 

37 

10 

1 

49 

37 

10 

1 

49 

37 

10 

1 

2462228 
2437374 
2439875 
8636632 

2462228 
2437374 
2439875 
8636632 

2462228 
2437374 
2439875 
8636632 

2462228 
2437374 
2439875 
8636632 

Data  stor  adapter  1  cd 
adapter  A  card  10SR 
Access  Control  card 
cable 

Data  stor  adapter  1  cd 
adapter  B  card  10SR 
Access  Control  card 
cable 

Data  stor  adapter  1  cd 
adapter  C  card  10SR 
Access  Control  card 
cable 

Data  stor  adapter  1  cd 
adapter  D  card  10SR 
Access  Control  card 
cable 

Temporary  error  occurred. 

Drive  A  F-XXXX  card 

locations  are  actually 

1  F-XXXX. 

Drive  B  G-XXXX  card 

locations  are  actually 

IG-XXXX. 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

Dnve  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 
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CI3 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AA4 

Drive  A 

Temporary  error  occurred. 

A-A2E2 

60 

2462228 

Data  stor  adapter  1  cd 

A-A2C2 
F-M1C2 

32 
1 

2437374 
1615631 

adapter  A  card  10SR 
Data  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 

1615632 

Data  Converter  card 

1  F-XXXX. 

1615639 

Data  Converter  card 

F-A1A3 

Channel 

F-A1B2 

1 
1 
1 

8636632 
2439875 

cable 

Access  Control  card 

Drive  B   G-XXXX  card  ' 
locations  are  actually 
1G-XXXX. 

Drive  B 

A-A2E2 

60 

2462228 

Data  stor  adapter  1  cd 

A-A2D2 
G-A1C2 

32 
1 

2437374 
1615631 
1615632 
1615339 

adapter  B  card  10SR 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1A3 

1 

8636632 

cable 

Channel 

1 

G-A1B2 

1 

2439875 

Access  Control  card 

Drive  D  G-XXXX  card 

Drive  C 

locations  are  actually 

A-A2E2 

60 

2462228 

Data  stor  adapter  1  cd 

2G  XXXX. 

A-A2C4 

32 

2437374 

adapter  C  card  10SR 

F-A1C2 

1 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1A3 

1 

8636632 

cable 

Channel 

1 

F-A1 B2 

1 

2439875 

Access  Control  card 

Drive  D 

A-A2E2 

60 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

32 

2437374 

adapter  D  card  10SR 

G-A1C2 

1 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1A3 

1 

8636632 

cable 

Channel 

1 

G-A1B2 

1 

2439875 

Access  Control  card 

227 


CI4 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AA5 

Drive  A 

Temporary  error  occurred. 

A-A2E2 

48 

2462228 

Data  stor  adapter  1  cd 

f^-fKlCl 

42 

2437374 

adcjpter  A  card  10SR 

Error  was  one  of  the 

following; 

•  Cycle  Steal  Address 

A-A2J2 

10 

4237136 

Data  stor  Ctrl  card 

259776J 

D>)ta  stor  Ctrl  card 

Check 

2597727 

DS  Pass-Thru  card 

•  Command  Parity  Check 

•  Cycle  Steal  Parity 
Check 

Drive  L 

•  DSA  Buffer  Wnte  Check 

IK-t^lEl 

48 

2462228 

Data  stor  adapter  1  cd 

•  Interface  Time-out 

A-A2D2 

42 

2437374 

adapter  B  card  10SR 

•  DSA  Data  Bus  Parity 

A-A2J2 

10 

4237136 

Data  stor  Ctrl  card 

Check 

2597763 

Daia  stor  Ctrl  card 

•  Data  Cycle  Underrun 
Check 

•  Data  Cycle  Overrun 

2597727 

DS  Pass-Thru  card 

Check 

Drive  C 

•  Command  Cycle  Parity 

A-A2E2 

48 

2462228 

Data  stor  adapter  1  cd 

Check 

A-A2C4 

42 

2437374 

adapter  C  card  10SR 

See  MIM  97-508  for 

A-A2J2 

10 

4237136 
2597763 
259772"' 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

additional  information  on 
these  errors. 

Drive  D 

A-A2E2 

48 

2462228 

Data  stor  adapter  1  cd 

A-A2D4 

42 

2437374 

adapter  D  card  10SR 

A-A2J2 

10 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
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CI5 


A 


SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


1AA6 


Drive  A 
1F-A1B2 

IF-AIAa 
1F-A1A5 
1F-A1C2 

1F-A1A3 

Drive  B 

1G-A1B2 

A-A2D2 

1G-A1A4 

1G-A1A5 

1G-A1C2 

1G-A1A3 

A-A2E2 

Drive  C 

2F-A1B2 

A-A2C4 

2F-A1A4 

2F-A1A5 

2F-A1C2 

2F-A1A3 
A-A2E2 
Drive  D 
2G-A1 B2 
A-A2D4 
2G  A1A4 
2G-A1A5 
2G-A1C2 

2G-A1A3 
A-A2E2 


34 
22 
16 
16 
5 

4 
1 


34 
22 
16 
16 
5 

4 
1 

34 
22 
16 
16 
5 

4 
1 

34 
22 
16 
16 
5 

4 
1 


649373. 
2437374 
8636632 
1615662 
6493724 
6493735 
8636632 
2462228 


6493738 
2437374 
8636632 
1615662 
6493724 
6493735 
8636632 
2462228 

6493738 
24373"'4 
8636632 
1615662 
6493724 
6493735 
8636632 
2462228 

6493738 
2437374 
8636632 
1615662 
6493724 
6493735 
8636632 
2462228 


Access  Control  card 

adapter  A  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Converter  card 

cable 

Data  stor  adapter  1  cd 


Access  Control  card 

adapter  B  card  10SR 

cable 

TerrJnator  card 

Data  Converter  card 

Data  Converter  card 

cable 

Dala  stor  adapter  1  cd 

Access  Control  card 

adapter  C  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Converter  card 

cable 

Data  stor  adapter  1  cd 

Access  Control  card 

adapter  D  card  10SR 

cable 

Terminator  card 

Data  Converter  card 

Data  Converter  card 

cable 

Data  stor  adapter  1  cd 


I  emporary  error  occurred. 

Error  was  one  of  the 
following: 

•  Data  Overrun  Check 

•  Command  Error 

•  Command  Reiect 

•  Device  Busy 

•  Disk  Not  Ready 

•  Cable  Continuity  Error 

•  Disk  Access  Time-out 

•  No  Control  Sample 
Received 

•  Disk  Sense  Parity  Check 

•  Disk  Interrupt  Check 

•  Servo  Interrupt 
-  Guard  band  2 

See  MIM  97-508/97-518  for 
additional  information  on 
these  errors. 


229 


CI6 


SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


1AA7 


Drive  A 
1F-A1C2 

1F-A1A3 
1F-A1B2 
1F-A1D2 


Drive  B 
1G-A1C2 

A-A2D2 
1G-A1A3 
1G-A1B2 
1G-A1D2 

Drive  C 
2F-A1C2 

A-A2C4 
2F-A1A3 
2F-A1B2 
2F-A1D2 

Drive  D 
2G-A1C2 

A-A2D4 
2G-A1A3 
2G-A1B2 
2G-A1 D2 


46 

21 

21 

12 

1 


46 

21 

21 

12 

1 


46 

21 

21 

12 

1 


46 

21 

21 

12 

1 


6/'.93724 
6493735 
2437374 
8636632 
6493738 
6493726 
6493/:  7 


6493724 
6493735 
2437374 
8636632 
6493738 
6493726 
6493737 

6493724 
6493735 
2437374 
8636632 
6493738 
6493726 
6493737 

6493724 
6493735 
2437374 
8636632 
6493738 
6493726 
6493737 


Data  Converter  card 

Data  Converter  card 

adapter  A  card  10SR 

cable 

Access  Control  card 

Servo  card  10SR-2 

Servo  card  10SR-2 


Data  Converter  card 

Data  Converter  card 

adapter  B  card  10SR 

cable 

Access  Control  card 

Servo  card  10SR-2 

Servo  card  10SR-2 

Data  Converter  card 

Data  Converter  card 

adapter  C  card  10SR 

cable 

Access  Control  card 

Servo  card  10SR-2 

Servo  card  10SR-2 

Data  Converter  card 

Data  Converter  card 

adapter  D  card  10SR 

cable 

Access  Control  card 

Servo  card  10SR-2 

Servo  card  10SR-2 


Temporary  error  occurred. 

Error  was  one  of  the 

following; 

•  Data  Unsaft^> 

-  Write  and  servo  off 
track 

-  Write  active  and  not 
in  data  field 

-  Write  and  read  both 
active 

-  Write  activ''  and 
AE  select  error 

-  Write  aclive  and 
AE  Unsafe 

(See  MIM  97-518) 
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CI7 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AA9 

Drive  A 

Tempornrv  error  occurred. 

1F-A1B2 

30 

6493738 

Access  Control  card 

1F-A1C2 

27 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

Error  d<  tected  whs: 

*  Unseated  card  or  cable 

1F-A1D2 

5 

6493726 

Servo  card  10SR-2 

Corrective  Action: 

6493737 

Servo  card  10SR-2 

Resoat  all  10SR  CSA  card', 

1F-A1E2 

5 

1615508 

cable 

and  cables. 

1F-A1E5 

5 

1615509 

cable 

"HDA'  -  Head /Disk  Asm 

1F-W1B1 

5 

6493732 

Data  channel  card 

1F-HDA 

5 

6493600 

Head  Disk  asm  10SR-2 

A-A2C2 

1 

2437374 

adapter  A  card  10SR 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

Drive  B 

1G-A1B2 

30 

6493738 

Access  Control  card 

1G-A1C2 

27 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

1G-A1D2 

5 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

1G-A1E2 

5 

1615508 

cable 

1G-A1E5 

5 

1615509 

cable 

1G-W1B1 

5 

6493732 

Data  channel  card 

1G-HDA 

5 

6493600 

Head  Disk  asm  10SR-2 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

Drive  C 

2F-A1B2 

30 

6493738 

Access  Control  card 

2F-A1C2 

27 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2F-A1D2 

5 

6493726 
6493737 

Servo  card  10SR-2 
Servo  card  10SR-2 

2F-A1E2 

5 

1615508 

cable 

2F-A1E5 

5 

1615509 

cable 

2F-W1 B1 

5 

6493732 

Data  channel  card 

2F-HDA 

5 

6493600 

Head  Disk  asm  10SR-2 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

Drive  D 

2G-A1B2 

30 

6493738 

Access  Control  card 

2G-A1C2 

27 

6493724 
6493735 

Data  Converter  card 
Data  Converter  card 

2G-A1D2 

5 

6493726 

Servo  card  10SF1-2 

CIS 
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fjRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A5A 

Drive  A 

Permanent  error  occurred. 

F-A1 D2 

60 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Dnv/eA  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

F-A1C2 

27 

1615631 

Data  Convertet  card 

Drive  B  G-XXXX  card 

1615632 

Data  Converter  card 

locations  are  actually 

1615639 

Data  Converter  card 

1  G-XXXX. 

A-A2C2 

1 

2437374 

adapter  A  card  10SR 

F-A1A3 

1 

8636632 

cable 

Drive  C   F-XXXX  card 

Drive  B 

locations  are  actually 

G-A1 D2 

60 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 

2F-XXXX. 

G-A1C2 

27 

1615367 
1615631 

Servo  card  10SR 
Data  Converter  card 

Drive  D   G-XXXX  card 
locations  are  actually 

1615632 

Data  Converter  card 

2G-XXXX. 

1615339 

Data  Conv.  rter  card 

A-A2D2 

1 

2437374 

adapter  Beard  10SR 

G-A1A3 

1 

8636632 

cable 

Drive  C 

F-A1D2 

60 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1C2 

27 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

F-A1A3 

1 

8636632 

cable 

Drive  D 

G-A102 

60 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G  A1C2 

27 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2D4 

1 

2437374 

adapter  D  card  10SR 

G-A1A3 

1 

8636632 

cable 
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BOI 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A5C 

Drive  A 

Pe;rmanent  error  occurred. 

F-A1D2 

49 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
'  HDA"  -  Head/Disk  Asm 

F-A1 E5 

26 

1615509 

cable 

"Media"  -  Bad  data 
Corrective  Action: 

F-HDA 
Media 

14 
10 

1615600 

Head  Disk  asm  10SR 

To  check  for  bad  sector  ID 

or  bad  data  v/ntten  on  the 

HDA. 

Drive  B  G-XXXX  card 

locations  are  actually 

Drive  B 

1  G-XXXX. 

G-A1D2 

49 

5811834 

Servo  card  10SR 

Drive  C   F-XXXX  card 

5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 

locations  are  actually 
2F-XXXX. 

G-A1E5 

26 

1615509 

cable 

G-HDA 

14 

1615600 

Head  Disk  asm  10SR 

Drive  D  G-XXXX  card 

Media 
Drive  C 

10 

locations  are  actually 
2G-XXXX. 

F-A1 D2 

49 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1 E5 

26 

1615509 

cable 

F-HDA 

14 

1615600 

Head  Disk  asm  10SR 

Media 

10 

Drive  D 

G-A1D2 

49 

5811834 

Servo  card  10SR 

5811890 

Servo  card  10SR 

• 

1615367 

Servo  card  10SR 

G-A1E5 

26 

1615509 

cable 

G-HDA 

14 

1615600 

Head  Disk  asm  10SR 

Media 

10 
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B02 


SRC 

- 
FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A60 

Drive  A 

Permanent  error  occurred. 

F-A1B2 

48 

2439875 

Access  Control  card 

Drive  A  F-XXXX  card 

F-A1C2 

24 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

locations  are  actually 
1  F-XXXX. 

1615639 

Data  Converter  card 

■VCM"  -  VCM  Driver  Asm 

F-A1D2 

15 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

A-A2C2 

2437374 

adapter  A  card  10SR 

"HDA"  -  Head/Disk  Asm 

F-VCM 

5811836 

VCM  Drive  assembly 

F-A1E5 

1615509 

cable 

Drive  B  G-XXXXcard 

F-A1A5 
F-A1A4 

1615662 
8636632 

Terminator  card 
cable 

locations  are  actually 
1G-XXXX. 

F-A1A3 

8636632 

cable 

F-HDA 

1615600 

Head  Disk  asm  iOSR 

F-A1 E2 

1615508 

cable 

Drive  B 

G-A1B2 

48 

2439875 

Access  Control  card 

G-A1C2 

24 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

1615339 

Data  Converter  card 

Drive  C   F-XXXX  card 

G-A1D2 

15 

5811834 
5811890 
1615367 

Servo  card  IOSR 
Servo  card  IOSR 
Servo  card  IOSR 

locations  are  actually 
2F-XXXX. 

A-A2D2 

2437374 

adapter  B  card  IOSR 

G-VCM 

5811838 

VCM  Drive  assembly 

G-A1E5 

1615509 

cable 

G-A1A5 

1615662 

Terminator  card 

G-A1A4 

8636632 

cable 

G-A1A3 

8636632 

cable 

G-HDA 

1615600 

Head  Disk  asm  IOSR 

Drive  D  G-XXXX  card 

G-A1E2 
Drive  C 

1615508 

cable 

locations  are  actually 
2G-XXXX. 

F-A1 B2 

48 

2439875 

Access  Control  card 

F-A1C2 

24 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 D2 

15 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

A-A2C4 

1 

2437374 

adapter  C  card  IOSR 
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B03 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A61 

Drive  A 

Permanent  error  occurrecj. 

F-A1 B2 
F-A1C2 

54 
23 

2439875 
1615631 
1615632 
1615639 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
■VCM'    -VCM  Driver  Asm 

F-A1D2 

19 

5811834 

Servo  card  10SR-1 

Dnve  B  G-XXXX  card 

5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 

locations  are  actually 
1  G-XXXX. 

F-VC^" 

1 

5811836 

VCM  Drive  assembly 

F-A1E5 

1 

1615509 

cable 

Drive  B 

DnveC   F-XXXX  card 

G-A1B2 
G-A1C2 

54 
23 

2439875 
1615631 
1615632 
1615339 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

locations  are  actually 
2F-XXXX. 

G-A1D2 

19 

5811834 

Servo  card  10SR 

Drive  D  G-XXXX  card 

5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 

locations  are  actually 
2G-XXXX. 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

G-A1E5 

1 

1615509 

cable 

Drive  C 

F-A1B2 

54 

2439875 

Access  Control  card 

F-A1C2 

23 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 D2 

19 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

F-A1E5 

1 

1615509 

cable 

Drive  D 

G-A1B2 

54 

2439875 

Access  Control  card 

G-A1C2 

23 

161E331 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1D2 

19 

5811834 

Servo  card  10SR 

.T-'- 

5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

■ 

G-A1E5 

1 

1615509 

cable 

BOA 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A63 

Drive  A 

Permanent  error  occurred. 

F-A1C2 

39 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

F-A1 B2 

33 

2439875 

Access  Control  card 

"HDA"  -  Head/Disk  Asm 

F-A1D2 

1 

5811834 

Servo  card  10SR-1 

Drive  B  G-XXXX  card 

5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 

locations  are  actually 
1G-XXXX. 

F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  B 

Drive  C   F-XXXX  card 

G-A1C2 

39 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

locations  are  actually 
2F-XXXX. 

G-A1B2 

33 

2439875 

Access  Control  card 

G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

Dr.ve  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 

G-A1E5 

1 

1615509 

cable 

G-HDA 

1 
1 

1615600 

Head  Disk  asm  10SR 

Drive  C 

F-A1C2 

39 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1B2 

33 

2439875 

Access  Control  card 

• 

F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

;' 

F-A1E5 

1 

1615509 

cable 

1 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

1 

Drive  D 

G-A1C2 

39 

1615631 
1615632 
1615339 

Data  Converter  catd 
Data  Converter  card 
Data  Converter  card 

■ 

G-A1B2 

33 

2439875 

Access  Control  card 

G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-A1E5 

^ 

1615509 

cable 

G-HDA 

1 

1615600 

Head  Disk  asm  10SR 
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B05 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A64 

Drive  A 

Permanent  error  occurred. 

F-A1C2 

48 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
"HDA"  -  Head/Disk  Asm 

F  AI  D2 

25 

5811834 

Servo  card  10SR-1 

Drive  B  G-XXXX  card 

5811890 

Servo  card  10SR-1 

locations  are  actually 

1615367 

Servo  card  1USR-1 

1  G-XXXX. 

F-A1E5 

13 

1615509 

cable 

F-HDA 

12 

1615600 

Head  Disk  asm  10SR 

Drive  C   F-XXXX  card 

Drive  B 

locations  are  actually 

G-A1C2 

48 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

2F-XXXX. 

G-A1D2 

25 

1615339 
5811834 

Data  Converter  card 
Servo  card  10SR 

Drive  D  G-XXXX  card 
locations  are  actually 

5811890 

Servo  card  10SR 

2G-XXXX. 

1615367 

Servo  card  10SR 

G-A1E5 

13 

1615509 

cable 

G-HDA 

12 

1615600 

Head  Disk  asm  10SR 

Drive  C 

F-A1C2 

48 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 D2 

25 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1E5 

13 

1615509 

cable 

F-HDA 

12 

1615600 

Head  Disk  asm  10SR 

Drive  D 

G-A1C2 

48 

1615631 
-!  61 5632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1D2 

25 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-A1E5 

13 

1615509 

cable 

G-HDA 

12 

1615600 

Head  Disk  asm  10SR 

B06 


201 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A65 

Drive  A 

Permanent  error  occurred. 

F-A1C2 

45 

•5615631 

Data  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

1615632 

Data  Converter  card 

1615639 

Data  Converter  card 

"hDA"  -  Head/Disk  Asm 

F-A1B2 

25 

2439875 

Access  Control  card 

Drive  B  G-XXXX  card 

F-A1E2 

15 

1615508 

cable 

locations  are  actually 

F-HDA 

12 

1615600 

Head  Disk  asrn  10SR 

1  G-XXXX. 

Drive  B 

G-A1C2 

45 

1615631 

Data  Converter  card 

Drive  C   F-XXXX  catd 

1615632 

Data  Converter  card 

locations  are  actually 

1615339 

Data  Converter  card 

2F-XXXX. 

G-A1B2 

25 

2439875 

Access  Control  card 

G-A1 E2 

15 

1615508 

cable 

Drive  D  G-XXXX  card 

G-HDA 

12 

1615600 

Head  Disk  asm  10SR 

locations  are  actually 

Drive  C 

2G-XXXX. 

F-A1C2 

45 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 B2 

25 

2439875 

Access  Control  card 

F-A1E2 

15 

1615508 

cable 

F-HDA 

12 

1615600 

Head  Disk  asm  10SR 

Drive  D 

G-A1C2 

45 

1615631 
1615632 
161 53:- 9 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1B2 

25 

2439875 

Access  Control  card 

G-A1E2 

15 

1615508 

cable 

G-HDA 

12 

1615600 

Head  Disk  asm  10SR 
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B07 


SRC 

FRU 

% 

P/N 

FRU  0F3CRIPTI0N 

SERVICE  COMMENTS 

1A67 

Drive  A 

Permanent  error  occurred. 

F-A1D2 

31 

5811834 
5811390 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  A  F-XXXX  card 
locations  are  actually 
1F-XXXX. 

F-A1C2 

27 

1615631 

Data  Converter  card 

1615632 

Data  Converter  card 

"HDA"  -  Head /Disk  Asm 

1615639 

Data  Converter  card 

"VCM"  -  VCM  Driver  Asm 

F-A1 B2 

13 

2439875 

Access  Control  card 

F-W1B1 

10 

2439838 

Data  channel  card 

DiiveB  G-XXXXcard 

F-A1 E2 

1615508 

cable 

locations  are  actually 

F-HDA 

1615600 

Head  Disk  asm  10SR 

1G-XXXX. 

F-VCM 

5811836 

VCM  Drive  assembly 

A-A2C2 

2437374 

adapter  A  card  10SR 

F  A1A3 

8636632 

cable 

Drive  B 

G-A1D2 

31 

5811834 

Servo  card  10SR 

G-A1C2 

27 

5811890 
1615367 
1615631 
1615632 
1615339 

Servo  card  10SR 
Servo  card  10SR 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1 B2 

13 

2439875 

Access  Control  card 

G-W1B1 

10 

2439838 

Data  channel  card 

G-A1E2 

1 

1615508 

cable 

G-HDA 

1 

1615600 

Head  Disk  asm  10SR 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  D  G-XXXX  card 

A-A2D2 
G-A1A3 

1 
1 

2437374 
8636632 

adapter  B  card  10SR 
cable 

locations  are  actually 
2G-XXXX. 

Drive  C 

F-A1D2 

31 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1C2 

27 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F  A1 B2 

13 

2439875 

Access  Control  card 

F-W1B1 

10 

2439833 

Data  channel  card 

F-A1 E2 

1 

1615508 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

A-A2C4 

1 

2437374 

adapter  C  card  10SK 

BOS 


203 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A68 

Drive  A 

Permanent  error  occurred. 

F-A1D2 

44 

5811834 

Servo  card  10SR-1 

Drive  A  F -XXXX  card 

5811890 
1615367 

Serve  card  10SR-1 
Servo  card  10SR-1 

locations  are  actually 

1F-XXXX. 

"VCM"  -  VCM  Driver  Asm 

F-A1B2 

31 

2439875 

Access  Control  card 

F-A1C2 

18 

1615631 

Data  Converter  card 

"HDA "  -  Heod/Disk  Asm 

1615632 

Data  Converter  card 

Drive  B   G-XXXX  card 

F-VCM 

1 

1615639 
5811836 

Data  Converter  card 
VCM  Drive  as'^  ^mbly 

locations  ore  actually 
1G-XXXX. 

F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  B 
G-A1D2 

44 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1B2 

31 

2439875 

Access  Control  card 

G-A1C2 

18 

1615631 

Data  Converter  card 

1615632 
1615339 

Data  Converter  card 
Data  Converter  card 

Drive  D  G-XXXX  card 
locations  are  actually 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

2G-XXXX. 

G-A1 E5 

1 

1615509 

cable 

G-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  C 

F-A1D2 

44 

5811834 
5811890 
1615367 

Servo  card  10SR  1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1 B2 

31 

2439875 

Access  Control  card 

F-A1C2 

18 

1615631 
1615632 
1615633 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  D 

G-A1D2 

44 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  lOSR 
Servo  card  10SR 

G-A1 B2 

31 

2439875 

Access  Control  card 

G-A1C2 

18 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

1615339 

Data  Converter  card 

204 


B09 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A69 

Drive  A 

Permanent  error  occurred. 

F-A1D2 

45 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  A   F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
■VCM"  -  VCM  Drivet  Asm 

F-A1B2 

27 

2439875 

Access  Control  card 

F-A1C2 

21 

1615631 

Data  Converter  card 

"HDA"  -  Head/Disk  Asm 

FVCM 

1 

1615632 
1615639 
5811836 

Data  Converter  card 
Data  Converter  card 
VCM  Drive  assembly 

Corrective  Action: 
Reseat  power  distribution 
cables  to  10SR.  Check 
"Power  Good"  (FLDGA915) 

F-A1E5 

1 

1615509 

cable 

Drive  B  G-XXXX  card 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

locations  are  actually 

Power 

1 

1G-XXXX. 

Cable 

1 

Drive  B 

G-A1D2 

45 

5811834 

Servo  card  10SR 

5811890 

Servo  card  10SR 

Drive  C   F-XXXX  card 

G-A1B2 

27 

1615367 
2439875 

Servo  card  10SR 
Access  Control  card 

locations  are  actually 
2F-XXXX. 

G-A1C2 

21 

1615631 
1315632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-VCM 

5811836 

VCM  Drive  assembly 

G-A1E5 
G  HDA 

1615509 
1615600 

cable 

Head  Disk  asm  10SR 

Drive  D  G-XXXX  card 
locations  are  actually 

Power 

2G-XXXX. 

Cable 

Drive  C 

F-A1D2 

45 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Sei^o  card  10SR-1 
Servo  card  10SR-1 

F-A1B2 

27 

2439875 

Access  Control  card 

F-A1C2 

21 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

FVCM 

5811836 

VCM  Drive  assembly 

F-A1 E5 

1615509 

cable 

F-HDA 

1615600 

Head  Disk  asm  10SR 

Power 

Cable 

Drive  D 

G-A1D2 

45 

5811834 

Servo  card  10SR 

BiO 


205 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A6A 

Drive  A 

Permanent  error  occurred. 

F-A1C2 

30 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
"HDA"  -  Head/Disk  Asm 

F-A1B2 

33 

2439875 

Access  Control  card 

F-W1B1 

8 

2439838 

Data  channel  card 

F-HDA 

7 

1615600 

Head  Disk  asm  10SR 

F-A1E2 

1 

1615508 

cable 

A-A2C2 

1 

2437374 

adapter  A  card  10SR 

F-A1A3 

1 

8636632 

cable 

F  A1D2 

1 

5811834 

Servo  card  10SR  1 

Drive  B  G-XXXX  card 

5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 

locations  are  actually 
1  G-XXXX. 

F-A1E5 

1 

1615509 

cable 

F  A1A5 

1 

1615662 

Terminator  card 

F-A1A4 

1 

8636632 

cable 

Drive  B 

G-A1C2 

30 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1B2 

33 

2439875 

Access  Control  card 

DnveC   F-XXXX  card 

G-W1B1 
G-HDA 

8 
7 

2439838 
1615600 

Data  channel  card 
Head  Disk  asm  10SR 

locations  are  actually 
2F-XXXX. 

G  A1 E2 

1 

1615508 

cable 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

G-A1A3 

1 

8636632 

cable 

G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-A1E5 

1 

1615509 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

Drive  D  G-XXXX  card 

G-A1A4 
Drive  C 

1 

8636632 

cable 

locations  are  actually 
2G-XXXX. 

F-A1C2 

30 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1B2 

33 

2439875 

Access  Control  card 

F-W1B1 

8 

2439838 

Data  channel  card 

F-HDA 

7 

1615600 

Head  Disk  asm  10SR 

F-A1E2 

1 

1615508 

cable 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

206 


Bll 


SRC 

FPU 

% 

P/N 

FPU  DESCPIPTION 

SERVICE  COMMENTS 

1A6b 

Drive  A 

Permanent  e  ror  occurred. 

F-A1B2 
F-A1C2 

57 
18 

2439875 
1615631 
1615632 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 
1F-XXXX. 
Corrective  Action: 

1615639 

Data  Converter  card 

Reseat  power  distribution 

F-A1E2 

1 

1615508 

cable 

cables  to  10SR.  Check 

F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

"Power  Good  "(FLD  GA915). 
Reseat  cards  and  cables. 
'HDA'  -  Head/Disk  Asm 
Drive  B  G-XXXX  card 

F-W1B1 

1 

2439838 

Data  channel  card 

locations  are  actually 
1G-XXXX. 

Power 

1 

F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  B 

G-A1B2 

57 

2439875 

Access  Control  card 

G-A1C2 

18 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1E2 

1 

1615508 

cable 

0 

G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-W1B1 

1 

2439838 

Data  channel  card 

Drive  D  G-XXXX  card 

Power 

1 

locations  are  actually 

G-A1E5 

1 

1615509 

cable                ' 

2G-XXXX. 

G-HDA 

1 

1615600 

Head  Disk  a;im  10SR 

Drive  C 

F-A1B2 

57 

2439875 

Access  Control  card 

F-A1C2 

18 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1E2 

1 

1615508 

cable 

F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-W1B1 

1 

2439838 

Data  channel  card 

1    . 

Power 

1 

F-A1 E5 

1 

1615509 

cable                   • 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  D 

> 

BI2 


207 


•.a&A^kiJHki 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A6C 

Drive  A 

Permanent  error  occurred. 

F-A1B2 
F  A1C2 

32 
24 

2439875 
1615631 
1615632 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 

Drive  A  F-XXXXcard 
locations  ate  actually 
1F-XXXX 

1615639 

Data  Converter  card 

VCM"  -  VCM  Driver  Asm 

F-A1D2 

23 

5811834 

Servo  card  10SR-1 

5811890 
1615367 

Servo  card  1USR-1 
Servo  card  10SR-1 

•HDA"  -  Head/Disk  Asm 

F-A1E2 

1615508 

cable 

F-VCM 

5811836 

VCM  Drive  assembly 

F-A1E5 

1615509 

cable 

A-A2D2 

F-HDA 

F-W1B1 

2437374 
1615600 
2439838 

adapter  B  card  10SR 
Head  Disk  asm  10SR 
Data  channel  card 

Drive  B  G-XXXX  card 
locations  are  actually 
1G-XXXX. 

F-A1A5 

1615662 

Terminator  card 

F-A1A3 

8636(^32 

cable 

F-A1A4 

8638632 

cable 

Drive  B 

G-A1B2 

32 

2439875 

Access  Control  card 

G-A1C2 

24 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

' 

G-A1 D2 

23 

1615339 
5811834 
5811890 
1615367 

Data  Converter  card 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1E2 

1615508 

cable 

G-VCM 

5811836 

VCM  Drive  assembly 

G-A1E5 

1615509 

cable 

A-A/D2 

2437374 

adapter  B  card  10SR 

G-HDA 

1615600 

Head  Disk  asm  10SR 

G-W1 B1 

2439838 

Data  channel  card 

G-A1A5 

1615662 

Terminator  card 

G-A1A3 
G-A1A4 

8636632 
8636632 

cable 
cable 

Drive  D  G-XXXX  card 
locations  are  actually 

Drive  C 

F-A1B2 

32 

2439875 

Access  Control  card 

F-A1C2 

24 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1D2 

23 

5811834 

Servo  card  10SR-1 

5811890 

Servo  card  10SR-1 

208 


Bi3 


SRC 
1A6d 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

Drive  A 

Permcinent  error  occurred. 

F-A1C2 

36 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

HDA"  -  Head/Disk  Asm 
Drive  A   F-XXXXcard 
locations  are  actually 

F-HDA 

12 

1615600 

Head  Disk  asm  10SR 

1F-XXXX. 

F-W1B1 

9 

2439838 

Data  channel  card 

A-A2C2 

1 

2437374 

adapter  A  card  10SR 

' 

F-A1A3 
F-A1D2 

1 
1 

8636632 
5811834 

cable 

Servo  card  10SR-1 

Drive  B  G-XXXX  card 
locations  are  actually 

5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 

1G-XXXX. 

F-A1E5 

1 

1615509 

cable 

F  A1E2 

1 

1615508 

cable 

Drive  B 

G-A1C2 

36 

1615631 

Data  Converter  card 

1615632 

Data  Converter  card 

Drive  C   F-XXXX  card 

G-HDA 

12 

1615339 
1615600 

Data  Converter  card 
Head  Disk  asm  10SR 

locations  are  actually 
2F-XXXX. 

G-W1B1 

9 

2439838 

Data  channel  card 

A-A2D2 

1 

243737.C 

adapter  B  card  10SR 

G-A1A3 

1 

8636632 

cable 

G-A1D2 

1 

5811834 

Servo  card  10SR 

5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 

Drive  D  G-XXXX  card 
locations  aie  actually 

G-A1E5 

1 

1615509 

cable 

2G-XXXX. 

G-A1E2 

1 

1615508 

cable 

Diive  C 

F-A1C2 

36 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-HDA 

12 

1615600 

Head  Disk  asm  10SR 

F-W1B1 

9 

2439838 

Data  channel  card 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

F-A1A3 

1 

8636632 

cable 

F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  1CSR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1 E5 

1 

1615509 

cable 

F-A1E2 

1 

1615508 

cable 

Drive  D 

G-A1C2 

36 

1615631 

Data  Converter  card 

209 


Bi4 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A6F 

Drive  A 

Permdnent  error  occurred. 

F-W1B1 

34 

2439838 

Data  channel  card 

F-A1C2 

27 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

"HDA"  -  Head/Disk  Asm 

1615639 

Data  Converter  card 

Drive  A  F-XXXX  card 

F-HDA 

'  J 

1615600 

Head  Disk  asm  10SR 

locations  are  actually 

F-A1E2 

10 

1615508 

cable 

1  F-XXXX. 

F-A1D2 

1 

5811834 

Servo  card  10SR-1 

5811890 

Servo  card  10SR-1 

Drive  B  G-XXXX  card 

1615367 

Servo  card  10SR-1 

locations  are  actually 

A-A2C2 

1 

2437374 

adapter  A  card  10SR 

1  G-XXXX. 

F-A1B2 

1 

2439875 

Access  Control  card 

F-A1E5 

1 

1615509 

cable 

F-A1A3 

1 

8636632 

cable 

Drive  B 

G-W1B1 

34 

2439838 

Data  channel  card 

G-A1C2 

27 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-HDA 

13 

1615600 

Head  Disk  asm  10SR 

G-A1 E2 

10 

1615508 

cable 

G-A1 02 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

G-A1 B2 

1 

2439875 

Access  Control  card 

Drive  D  G-XXXX  card 

G-A1E5 
G-A1A3 

1 
1 

1615509 
8636632 

cable 
cable 

locations  are  actually 
2G-XXXX. 

Drive  C 

F-W1B1 

34 

2439838 

Data  channel  card 

F-A1C2 

27 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-HDA 

13 

1615600 

Head  Disk  asm  10SR 

F-A1E2 

10 

1615508 

cable 

F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

F  A1B2 

1 

2439875 

Access  Control  card 

F-A1E5 

1 

1615509 

cable 

210 


BI5 


SRC 


FRU 


1A70 


Drive  A 
F-A1B2 
F-A1 D2 


A-A2C2 
A-A2E2 
F-A1C2 


F-A1A4 

F-A1A5 

F-A1A3 

F-VCM 

F-A1E5 

Channel 

A-A2J2 


F-HDA 
Media 
Drive  B 
G-A1B2 
G-A1 D2 


A-A2D2 
A-A2E2 
G-A1C2 


G-A1A4 

G-A1A5 

G-A1A3 

G-VCM 

G-A1E5 

Channel 

A-A2J2 


G-HDA 


% 


27 
19 


18 
14 
10 


1 
1 

27 
19 


18 
14 
10 


P/N 


2439875 
5811834 
5811890 
1615367 
2437374 
2462228 
1615631 
1615632 
1615639 
8636632 
1615662 
8636632 
5811836 
1615509 

4237136 
2597763 
2597727 
1615600 


2439875 
5811834 
5811890 
1615367 
2437374 
2462228 
1615631 
1615632 
1615339 
8636632 
1615662 
8636632 
5811836 
1615509 

4237136 
2597763 
2597727 
1615600 


FRU  DESCRIPT50N 


Access  Control  card 
Servo  card  IOSR-1 
Servo  caid  IOSR-1 
Servo  card  IOSR-1 
adapter  A  card  10SR 
Data  stor  adapter  1  cd 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
cable 

Terminator  card 
cable 

VCM  Drive  assembly 
cable 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Head  Disk  asm  10SR 


Access  Control  c.ird 
Servo  card  10SR 
Servo  card  lOSR 
Servo  card  10SR 
adapter  B  card  10SR 
Data  stor  adapter  1  cd 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
cable 

Terminator  card 
cable 

VCM  Drive  assembly 
cable 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Head  Disk  asm  10SR 


SERVICE  COMMENTS 


Permanent  error  occurred. 
Corrective  Action; 
Reseat  cards  and  cables. 
Run  Analysis  (MIM  01 -730) 
to  check  for  bad  sector  ID 
or  bad  data  written  on  the 
HDA. 


"VCM"  -  VCM  Driver  Asm 
Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

"HDA"  -  Head/Disk  Asm 
"Media"  -  Bad  data 
Drive  B  G-XXXX  card 
locations  arej  actually 
1  G-XXXX. 


Drive  C   F-XXXX  card 
locations  are  actually 
.F-XXXX. 


^^. 
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BI6 


SRC 


FRU 


1A71 


Drive  A 
F-A1C2 


A-A2C2 
F-A1B2 
A-A2E2 
F-W1B1 
F-A1 D2 


F-A1A5 

F-HDA 

F-A1A3 

F-A1A4 

F-A1A5 

F-A1E5 

Channel 

A-A2J2 


Media 
Drive  B 
G-A1C2 


A-A2D2 

G-A1B2 

A-A2E2 

G-W1B1 

G-A1D2 


G-A1A5 

G-HDA 

G-A1A3 

G-A1A4 

G-A1A5 

G-A1 E5 

Channel 

A-A2J2 


% 


34 


16 

16 

8 

1 

1 


34 


16 

16 

8 

1 

1 


1 
1 
1 
1 

■r' 
1 
1 
1 


P/N 


1616631 
1615632 
1615639 
2437374 
2439875 
2462228 
2439838 
5811834 
5811890 
1615367 
1615662 
1615600 
8636632 
8636632 
1615662 
1615509 

4237136 
2597763 
2597727 


1615631 
1615632 
1615339 
2437374 
2439875 
2462228 
2439838 
5811834 
5811890 
1615367 
1615662 
1615600 
8636632 
8G36632 
1615662 
1615509 

4237136 


FRU  DESCRIPTION 


Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
adapter  A  card  10SR 
Access  Control  card 
Data  stor  adapter  1  cd 
Data  channel  card 
Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 
Terminator  card 
Head  Disk  asm  10SR 
cable 
cable 

Terminator  card 
cable 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 


Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
adapter  B  card  10SR 
Access  Control  card 
Data  stor  adapter  1  cd 
Data  channel  card 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  lOlIR 
Terminator  c   .d 
Head  Disk  asm  10SR 
cable 
cable 

Terminator  card 
cab!e 

Data  stor  Ctrl  card 


SERVICE  COMMENTS 


Permanent  error  occurred. 
Corrective  Action: 
Reseat  cards  and  cables. 
Hun  Analysis  (MIM  01 -730) 
to  check  for  bad  sector  ID 
or  bud  data  written  on  the 
HDA. 

"HDA"  -  Head/Disk  Asm 

Dive  A  F-XXXXcard 
I'.oations  aro  actually 
1F-<XXX. 


"Media"  -  Bad  data 
Drive  B  G-XXXXcard 
location^  are  actually 
1G-XXXX. 


Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 
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BI7 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A72 

Drive  A 

Permanent  error  occurrad. 

F-A1C2 

38 

1615631 
1615632 
1615639 

Dat.'i  Conv^  ter  card 
Data  Converter  card 
Data  Converter  card 

Corrective  Action: 
Reseat  cards  and  cables 
Run  Analysis  (MIM  01 -730) 
to  check  for  bad  sector  ID 

F-A1 B2 

17 

243987S 

Access  Control  card 

or  bad  data  written  on  the 

F-HDA 

11 

1615600 

Head  Disk  asm  10SR 

HDA. 

F-A1E2 

F-W1B1 

A-A2C2 

10 
1 
1 

1615508 
2439838 
2437374 

cable 

Data  channel  card 

adapter  A  card  10SR 

"HDA"  -  Head/Disk  Asnn 
Drive  A  r-XXXX  card 
locations  are  actually 

F-AIA3 

1 

8636632 

cable 

1F-XXXX. 

F-A1D2 

1 

5811834 

Servo  card  10SH-1 

A-A2E2 

1 

5811890 
1615367 
2462228 

Servo  card  10SR-1 
Servo  card  10SR-1 
Data  stor  adapter  1  cd 

"Media"  -  Bad  da*;a 
Drive  B  G-XXXX  card 
locations  aie  actunlly 
1  G-XXXX. 

F-A1  F.5 

1 

1615509 

cable 

F-A1A5 

1 

1615662 

Terminator  card 

F-A1A4 

1 

8636622 

cable 

Media 

1 

Drive  B 

G-A1C2 

38 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1 B2 

17 

2439875 

Access  Control  card 

G-HlIA 

11 

1G15600 

Head  Disk  asm  10SR 

DnveC   F-XXXX  card 

G-A1E2 

10 

1613508 

cable 

locations  are  ijctually 

G-W1 B1 

1 

2439838 

Data  channel  card 

2F-XXXX. 

A  A2D2 

1 

2437374 

adapter  B  card  10SR 

G-A1A3 

1 

8636632 

cable 

G-A1 D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  ""rd  10SR 

A-A2E2 

1 

2462:^28 

Data  stor  adapter  1  cd 

G-A1E5 

1 

1615J")09 

cable 

G-A1A5 

1 

1615662 

Terminator  card 

G-A1A4 

1 

8636632 

cable 

IViedia 

1 

Drive  C 

F-A1C2 

38 

161563. 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1B2 

17 

2439875 

Access  Control  card 

Bid 
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^m 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A3b 

Drive  A 

Permanent  error  occurred. 

F-A1B2 

61 

2439875 

Access  Control  card 

F-A1C2 

24 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 

1615639 

Data  Converter  card 

1  F-XXXX. 

F-A1 D2 

6 

5811834 

Servo  card  10SR-1 

fKlKlCl 

1 

5811890 
1615367 
2437374 

Servo  card  10SR-1 
Servo  card  10SR-1 
adapter  A  card  10SR 

Drive  B  G-XXXX  card 
locations  are  actually 
1  G-XXXX. 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

F-A1A 

1 

1615662 

Terminator  card 

F-A1A4 

1 

8636632 

cable 

Drive  B 

G-A1B2 

61 

2439875 

Access  Control  card 

Drive  C   p-XXXX  card 

G-A1C2 

24 

1615631 

Data  Converter  card 

locations  are  actually 

1615632 

Data  Converter  card 

2F-XXXX. 

1615339 

Data  Converter  card 

G-A1 D2 

6 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

Drive  D  G-XXXX  card 

fK-IKlEl 
G-A1A5 

1 
1 

2462228 
1615662 

Data  stor  adapter  1  cd 
Terminator  «ard 

locations  are  actually 
2G-XXXX. 

G-A1A4 

1 

8636632 

cable 

Drive  C 

F-A1B2 

61 

2439875 

Access  Control  card 

F-A1C2 

24 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1D2 

6 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

fK-MEl 

1 

2462228 

Data  stor  adapter  1  cd 

F-A1A5 

1 

1615662 

Terminator  card 

F-A1A4 

1 

8636632 

cable 

Drive  D 

G-A1B2 

61 

2439875 

Access  Control  card 

G-A1C2 

24 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

1615339 

Data  Converter  card 
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AOI 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A3C 

Drive  A 

Permanent  error  occurre'1. 

F-A1 B2 

37 

2439875 

Access  Control  card 

A-A2C2 
F-A1A3 

25 
14 

2437374 
8636632 

adapter  A  card  10SR 
cable 

Drive  A  F-XXXX  card 
locations  are  actually 

F-A1A4 

11 

8636632 

cable 

1  F-XXXX. 

F-A1A5 

10 

1615662 

Terminator  card 

F-A1C2 

1 

1615S31 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  B  G-XXXX  card 
locations  are  actually 
1  G-XXXX. 

Drive  B 

G-A1B2 

37 

2439875 

Access  Control  card 

A-A2D2 
G-A1A3 
G-A1A4 

25 
14 
11 

2437374 
8636632 
8636632 

adapter  B  card  10SR 

cable 

cable 

Drive  C   F-XXXX  card 
locations  are  actually 
2f"-XXXX. 

G-A1A5 

10 

1615662 

Terminator  card 

G-A1C2 

1 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

1615339 

Data  Converter  card 

Drive  D  G-XXXX  card 

Drive  C 

locations  are  actually 

F  A1B2 

37 

2439875 

Access  Control  card 

2G-XXXX 

A-A2C4 

25 

2437374 

adapter  C  card  10SR 

F-A1A3 

14 

8636632 

cable 

F-A1A4 

11 

8636632 

cable 

, 

F  AlAFi 

10 

1615662 

Terminator  card 

F-A1C2 

1 

1615631 
1815532 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  D 

G-A1B2 

37 

2439875 

Access  Control  card 

A-A2D4 

25 

2437374 

adapter  D  card  10SR 

G-A1A3 

14 

8636632 

cable 

G-A1A4 

11 

8636632 

cable 

G-A1A5 

10 

161566: 

Terminator  card 

G-A1C2 

1 

1615631 
1615632 

Data  Converter  card 
L^  ra  Converter  card 

1615339 

Z    la  Converter  card 

HHii 


A02 


■Bi 
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iBii 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A3d 

Drive  A 

Permanent  error  occurred. 

F-A1B2 

64 

2439875 

Access  Control  card 

A-A2C2 
F-A1C2 

13 
11 

2437374 
1615531 

adapter  A  card  10SR 
Data  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 

1615632 

Data  Converter  card 

1  F-XXXX. 

1615639 

Data  Converter  card 

F-A1A5 

1 

1615662 

Terminator  card 

Drive  B  G-XXXX  card 

F-A1A4 
F-A1A3 

1 

1 

8636632 
8636632 

cable 
cable 

locations  are  actually 
1  G-XXXX. 

Drive  B 

GA1B2 

64 

2439875 

Access  Control  card 

A-A2D2 

13 

2437374 

adapter  B  card  10SR 

G-A1C2 

11 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 

1615339 

Data  Converter  card 

2F-XXXX. 

G-A1A5 

1 

1615662 

Terminator  card 

G-A1A4 

1 

8636632 

cable 

G-A1A3 

1 

8836632 

cable 

Drive  D  G-XXXX  card 

Drive  C 

locations  are  actually 

F-A1 B2 

64 

2439875 

Access  Control  card 

2G-XXXX. 

A-A2C4 

13 

2437374 

adapter  C  card  10SR 

F-A1C2 

11 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1A5 

1 

1615662 

Terminator  card 

F-A1A4 

1 

8636632 

cable 

F-A1A3 

1 

8636632 

cable 

Drive  D 

G-A1B2 

64 

2439875 

Access  Control  card 

A-A2D4 

13 

2437374 

adapter  D  card  10SR 

G-A1C2 

U 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1A5 

1 

1615662 

Terminator  card 

G-A1A4 

1 

8636632 

cable 

G-A1A3 

1 

8636632 

cable 
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A03 


^k_^.&^l^bAB 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A3E 

Drive  A 

Permanent  error  occurred. 

F-A1B2 

46 

2439875 

Access  Control  card 

A-A2C2 
F-A1C2 

16 
15 

2437374 
16k    31 
161b..J2 
1615639 

adapter . .  card  10SR 
Data  Converter  c^ird 
Data  Converter  card 
Dc5ta  Converter  card 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

IKP^lEl 

2462228 

Data  stor  adapter  1  cd 

F-A1A4 

8636632 

cable 

F-A1A3 

8636632 

cable 

Drive  B  G-XXXX  card 

F-A1A5 

1615662 

Terminator  card 

locations  are  actually 

F-A1 D2 

5811834 
5811890 

Servo  cad  10SR-1 
Servo  card  10SR-1 

1  G-XXXX. 

1615367 

Servo  c<ird  10SR-1 

i 

Channel 

1 

Drive  B 

G-A1B2 

46 

2439875 

Access  Control  card 

-^' 

A-A2D2 
G-A1C2 

16 
15 

2437374 
1615631 

adaptfir  B  card  10SR 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

1615632 

Data  Converter  card 

1615339 

Data  Converter  card 

A-A2E2 

2462228 

Data  stor  adapter  1  cd 

G-A1A4 

8636632 

cable 

G-A1A3 

8636632 

cable 

G-A1A5 

1615662 

Terminator  card 

G-A1D2 

5811834 

Servo  card  lOSR 

5811890 

Servo  card  10SR 

Drive  D  G-XXXX  card 

Channel 

1 

1615367 

Servo  card  10SR 

locations  are  actually 
2G-XXXX. 

Drive  C 

F-A1 B2 

46 

2439875 

Access  Control  card 

A-A2C4 

16 

2437374 

adapter  C  card  10SP 

F-A1C2 

15 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2E2 

7 

2462228 

Data  stor  adapter  1  cd 

F-A1A4 

1 

8636632 

cable 

F-A1A3 

1 

8636632 

cable 

F-A1A5 

1 

1615662 

Terminator  card 

' 

F-A1 D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

A04 


K>«««HHrtMI 


SRC 

FRU 

% 

P/I\i 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A40 

Drive  A 

-• 

Permanent  error  occurred. 

F-Ali  B2 

50 

2439875 

Access  Control  card 

rrii __i        _i                      1                            LI 

F-A1C2 

1 

1615631 

Data  Converter  card 

Unseated  card  or  cable 

rhprk" 

1615632 

Data  Converter  card 

Corrective  Action: 

1615639 

Data  Converter  card 

Reseat  all  10SR  CSA  cards 

F-A1D2 

1 

5811834 

Servo  card  10SR-1 

and  cables. 

F-A1  f2 

1 

5811890 
1615367 
1615508 

Servo  card  10GR-1 
Servo  card  10SR-1 
cabl'> 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
Drive  B  G-XXXX  card 

F-A1E5 

1 

1615509 

cable 

locations  are  actually 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

1  G-XXXX. 

F-W1B1 

1 

2439838 

Data  channel  card 

Drive  B 

G-A1B2 

50 

2439875 

Access  Control  card 

DnveC   F-XXXX  card 

G-A1C2 

1 

1615631 

Dat^  Converter  card 

locations  are  actually 

1615632 

Data  Converter  card 

2F-XXXX. 

1615339 

Data  Converter  card 

G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-A1E2 
G-A1E5 
G-HDA 

1 
1 
1 

1615508 
1615509 
1615600 

cable 
cable 
Head  Disk  as.  ^  10SR 

Drive  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 

G-W1B1 

1 

2439838 

Data  channel  card 

Drive  C 

F- A1 B2 

50 

2439875 

Access  Control  card 

F-A1C2 

1 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1E2 

1 

1615'j08 

cable 

F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

161Ii600 

Head  Disk  asm  10SR 

F-W1B1 

1 

2439838 

Data  channel  card 

Drive  D 

G-A1B2 

50 

2439875 

Access  Control  card 

G-A1C2 

1 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

182 


A05 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

1 
SERVICE  COMMENTS 

1A41 

Drive  A 
F-A1 B2 
F-A1E2 

Drive  B 
G-A1B2 
G-A1 E2 
Drive  C 
F-A1B2 
F-A1E2 
Drive  D 
G-A1B2 
G-AI  E2 

98 

1 

98 
1 

98 
1 

98 
1 

2439875 
1615508 

2439875 
1615508 

2439875 
1615508 

2439875 
1615508 

Access  Control  card 
cable 

Access  Control  card 
cable 

Access  Control  card 
cable 

Access  Control  card 
cable 

Permanent  error  occurred. 

Drive  A  F-XXXX  card 

locations  are  actually 

1  F-XXXX. 

Drive  B  G-XXXX  card 

locations  are  actually 

1  G-XXXX. 

Drive  C   F-XXXX  card 

locations  a'e  actually 

2F-XXXX. 

Drive  D  G-XXXX  card 

locations  are  actually 

2G-XXXX. 

1A42 

Drive  A 
F-A1 B2 
F-A1A3 

Drive  B 
G-A1B2 
G-A1m3 
Drive  C 
F-A1 B2 
F-A1A3 
Drive  D 
G-A1B2 
G-AI  A3 

66 

33 

66 
33 

66 
33 

66 
33 

2439875 
3636632 

2439875 
8636632 

2439875 
8636S32 

2439875 
863(5632 

Access  Control  card 
cable 

AcGGaS  Control  card 
cable 

Access  Control  card 
cable 

Access  Control  card 
cable 

Permanent  error  occurred. 

Drive  A  F-XXXX  card 

locations  are  actually 

1  F-XXXX. 

Drive  B  G-XXXX  card 

locations  are  actually 

1  G-XXXX. 

Drive  C  F-XXXX  card 

locations  are  actually 

2F-XXXX. 

Drive  D  G-XXXX  card 

locations  are  actually 

2G-XXXX. 

A06 


183 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A43 

Drive  A 

Permanent  error  occurred. 

F-A1C2 

r 

98 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

DnveA  F-XXXX  card 

locations  are  actually 

1  F-XXXX 

Drive  B  G-XXXX  card 

locations  are  actually 

1G-XXXX. 

Drive  B 
G-A1C2 

98 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 

locations  are  actually 

2F-XXXX. 

Drive  D  G-XXXX  card 

1615339 

Data  Converter  card 

locations  are  actually 
2G-XXXX. 

Drive  C 

F-A1C2 

98 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  D 

G-A1C2 

93 

161563. 
1615632 
1615339 
1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

» 


18 


1 


A07 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A45 

Drive  A 

Permanent  error  occurred. 

F-A1B2 

82 

2439875 

Access  Control  card 

Drive  A  F-XXXX  card 

F-A1C2 

17 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

locations  are  actually 

1  F-XXXX. 

Drive  B  G-XXXX  card 

1615639 

Data  Converter  card 

locations  are  actually 
1  G-XXXX. 

Drive  B 

Drive  C   F-XXXX  card 

G-A1B2 
G-A1C2 

82 
17 

2439875 
1615631 

Acces&  Control  card 
Data  Converter  card 

locat'ons  are  actually 

2F-XXXX 

Drive  D  G-XXXX  card 

1615632 

Data  Converter  card 

locations  are  actually 

1615339 

Data  Converter  card 

2G-XXXX. 

Drive  C 

F-A1 E2 

82 

2439875 

Access  Control  card 

F-A1C2 

17 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

i 

Drive  D 

G-A1B2 

82 

2439875 

Access  Control  card 

G-A1C2 

17 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

1615339 

Data  Converter  card 

»^b  ^Aj^Mi-tf^a^iAa 


A08 


185 


V 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A46 

Drive  A 

Permanent  error  occurred. 

F-A1C2 

60 

1615631 
1615632 
1615839 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A  F-XXXXcard 

locations  are  actually 

1F-XXXX. 

Drive  B  G-XXXX  card 

F-A1B2 

35 

2439875 

Access  Control  card 

locations  are  actually 

F-A1A3 

1 

8636632 

cable 

1  G-XXXX. 

Drive  B 
G-A1C2 

60 

1615631 

Data  Converter  card 

Drive  C  F-XXXXcard 
locations  are  actually 
2F-XXXX. 

1615632 

Data  Converter  card 

1615339 

Data  Converter  card 

G-A1B2 

35 

2439875 

Access  Control  card 

Drive  D  G-XXXX  card 

G-A1A3 
Drive  C 

1 

86366?>2 

cable 

locations  are  actually 
2G-XXXX. 

F-A1C2 

60 

1615631 
1615632 
1615639 

Data  Converter  c  "-d 
Data  Converter  card 
Data  Converter  card 

F-A1B2 

35 

2439875 

Access  Control  card 

F-A1A3 

1 

8636632 

Cctble 

Drive  D 

G-A1C2 

60 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1B2 

36 

2439875 

Access  Control  card 

G-A1A3 

1 

8636632 

cable 

186 


A09 


I 


1 

SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A47 

Drive  A 

Permanent  error  occirred. 

F-A1B2 

64 

2439875 

Access  Control  card 

Dnve  A  F-XXXX  card 

F-A1C2 

35 

1615631 
1615632 

Data  Convert«r  card 
Data  Converter  card 

locations  are  actually 

1  F-XXXX. 

Drive  B  G~XXXX  card 

1615639 

Data  Converter  card 

locations  are  actually 

F-A1A3 

1 

8636632 

cable 

1G-XXXX. 

Drive  B 
G-A1B2 

64 

2439875 

Access  Control  card 

Drive  C   F-XXXX  card 
locations-are  actually 
2F-XXXX. 

G-A1C2 

"5 

1615631 

Data  Converter  card 

1615632 

Data  Converter  card 

G-A1A3 
Drive  C 

1 

1615339 
8636632 

Data  Converter  card 
cable 

Drive  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 

F-A1B2 

64 

2439875 

Access  Control  card 

F-A1C2 

35 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1A3 

1 

8636632 

cable 

Drive  D 

G-A1B2 

64 

2439875 

Access  Control  card 

G-A1C2 

35 

1616631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1A3 

1 

8636632 

cable 

187 


AlO 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A48 

Drive  A 

Permanent  error  occurred. 

F  A1C2 

70 

1615631 

Data  Converter  card 

Drive  A   F-XXXX  card 

1615632 
1615639 

Data  Converter  cart! 
Data  Converter  card 

locatioob  are  actually 

1F-XXXX. 

Drive  B  G-XXXX  card 

F-A1B2 

35 

2439875 

Access  Control  card 

locations  are  act'-ally 
1G-XXXX. 

Drive  B 

Drive:   F-XXXX  card 

G-A1C2 

70 

1615631 
1615632 

Data  Converter  oard 
Data  Converter  card 

locations  are  actually 

2F-XXXX. 

DnveD  G-XXXX  card 

1615339 

Data  Converter  card 

locations  are  actually 

G-A1B2 

35 

2439875 

Access  Control  card 

2G-XXXX. 

Drive  C 

F-A1C2 

70 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 B2 

35 

2439875 

Access  Contirol  card 

Drive  D 

G-A1C2 

70 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Conve.ter  card 

G-A1B2 

35 

2439875 

Access  Control  card 

188 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A4A 

Drive  A 

Permanent  error  occurred. 

F-A1C2 

71 

1615631 

Data  Converter  card 

Drive  A  F-XXXX  card 

1615632 
1615639 

Data  Converter  card 
Data  Converter  card 

locations  are  actual'y 

1  F-XXXX. 

Drive  B  G-XXXX  card 

F  W1B1 

18 

2433838 

Data  channel  card 

locations  are  actually 

F-A1E2 

10 

1615508 

cable 

1G-XXXX. 

Drive  B 
G-A1C2 

71 

151 5631 
1015632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-W1BI 

18 

2439838 

Data  channel  card 

Drive  D  G-XXXX  card 

G-A1L2 
Drive  C 

10 

1615508 

cable 

locations  are  actually 
2G-XXXX. 

F-A1C2 

71 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

c 

F  W1B1 

18 

2439838 

Data  channel  card 

F-A1 E2 

10 

1615508 

cable 

Drive  D 

G-A1C2 

71 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G  W1B1 

18 

2439838 

Data  channel  card 

G-A1E2 

10 

1615508 

cable 

AI2 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SEi^VICE  COMMENTS 

1A4b 

Drive  A 

Permanent  error  occurred. 

F-A1C2 

44 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  A  F-XXXX  card 
locations  aru  actually 
1F-XXXX. 

F-W1B1 

35 

2439838 

Data  channel  ^ard 

Drive  B  G-XXXX  card 

F-A1 E2 
F-A1B1 

20 
1 

1615508 

cable 

locations  are  actually 
1G-XXXX. 

Drive  B 

G-A1C2 

44 

1615631 

Data  Converter  card 

Drive  C  F-XXXX  card 

1615632 

Data  Converter  cai  d 

'ocations  are  actually 

1615339 

Data  Converter  card 

::f-xxxx. 

G-WIBi 

35 

2439838 

Data  channel  card 

G-A1E2 

G-Arsi 

Drive  C 

20 
1 

1615508 

cable 

Drive  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 

F-A1C2 

44 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-W1B1 

35 

2439838 

Data  channel  card 

F-A1E2 

20 

1615508 

cable 

F-A1B1 

1 

Drive  D 

G-A1C2 

44 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-W1B1 

35 

2439838 

Data  channel  card 

G-A1E2 

20 

1615508 

cable 

1 

G-A1B1 

1 

190 


AI3 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A50 

Drive  A 

Permanent  error  occurroci. 

F-A1D2 

98 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
ServocfjjJ  10SR-1 

DnveA  F-XXXX  card 

locations  are  actually 

1  F-XXXX. 

Drive  B   G-XXXX  card 

locations  are  actually 

1G-XXXX. 

Drix/p  R 

Drive  C   F-XXXX  card 

G-A1 D2 

98 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 

locations  are  actually 

2F-XXXX. 

Drive  D  G-XXXX  card 

1615367 

Servo  card  10SR 

locations  are  actually 
2G-XXXX. 

Drive  C 

■ 

F-A1D2 

98 

5811834 
5811890 

Servo  card  10SR-1 
Servo  card  10SR-1 

1615367 

Servo  card  10SR-1 

> 

Drive  D 

G-A1D2 

98 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

AI4 


MMBJiMidi 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A52 

Drive  A 

Permanent  error  occurred. 

F- A1 B2 

50 

2439875 

Access  Control  card 

Drive  A  F-XXXXcard 

F-A1A3 

f-aid:^ 

27 
22 

8636632 
5811834 

cable 

Servo  card  10SR-1 

locations  are  actually 

1F-XXXX. 

Drive  B  G-XXXX  card 

1 

5811890 

Servo  card  10SR-1 

locations  are  actually 

1615367 

Servo  card  10SR-1 

1G-XXXX. 

Drive  B 
G-A1B2 
G-A1A3 

50 
27 

2439875 
8636632 

Access  Control  card 
cable 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1D2 

22 

5311834 

Servo  card  10SR 

58118S0 

Servo  caid  10SR 

Drive  D  G-XXXX  card 

Drive  C 

1615367 

Servo  card  10SR 

locations  are  actually 
2G-XXXX. 

F-A1B2 

50 

2439875 

Acceso.  Control  card 

F-A1A3 

27 

8636632 

cable 

F-A1D2 

22 

5811834 
5811890 
16-55367 

Servo  card  10S1-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  D 

G-A1B2 

50 

2439875 

Access  Control  .card 

G-A1A3 

27 

8636632 

cabia 

G-A1D2 

22 

581 1834 
5811390 

Sorvocard  10SR 
Servo  card  10SR 

1615367 

Servo  card  10SR 

192 


AI5 


SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


IA54 


Drive  A 
F-A1B2 
F-A1C2 


F-A1D2 


Drive  B 
G-A1B2 
G-A1C2 


G-A1D2 


Drive  C 
F-A1B2 
F-A1C2 


F-A1D2 


Drive  D 
G-A1B2 
G  A1C2 


G-A1D2 


67 
25 


67 
25 


67 
25 


67 
25 


2439875 
1615631 
1615632 
1615639 
5811834 
5811890 
1615367 

2439875 
1615631 
1315632 
1615339 
5811834 
5811890 
1615367 

2439875 
1615631 
1615632 
1615639 
5811834 
5811890 
1615367 

2439875 
1615631 
1615632 
1615339 
5811834 
5811890 
1615367 


Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 


Permanent  error  occurred. 
Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

Drive  B   G-XXXX  card 
locations  are  actually 
1  G-XXXX. 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

Drive  D  G-.XXXX  card 
locations  are  actually 
2G-XXXX. 


Al(' 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A55 

Drive  A 

Permanent  error  occurred. 

F-A1D2 

87 

5811834 
5811890 
1615367 

Servo  card  10SR  1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
Drive  B  G-XXXX  card 

F-A1C2 

12 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

locations  are  actually 

IG-XXXX. 

Drive  C  F-XXXX  card 

locations  are  actually 

2F-XXXX. 

Drive  B 

» 

Drive  D  G-XXXX  card 

G  A1 D2 

87 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

locations  are  actually 
2G-XXXX. 

G-A1C2 

12 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C 

F-A1D2 

87 

5811834 
5811890 
1615367 

Servo  card  lOSR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

• 

F-A1C2 

12 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

1 

Drive  D 

G-A1D2 

87 

5811834 
5811890 
1615367 

JJervo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G  A1C2 

12 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

1615339 

Data  Converter  card 

t94 


Ai7 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1A58 

Drive  A 

Permanent  error  occurreci. 

_ 

F-A1D2 

71 

5811834 

Servo  card  10SR-1 

DnveA  F-XXXXcard 

5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 

locations  are  actually 

1F-XXXX. 

■VCM'    -  VCM  Driver  Asm 

F-A1C2 

12 

1615631 

Data  Converter  card 

Drive  B  G-XXXX  card 

1615632 

Data  Converter  card 

locations  ate  actually 

1615639 

Data  Converter  card 

1G-XXXX. 

F-A1B2 

10 

2439875 

Access  Control  card 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  C   F-XXXX  card 

Drive  B 

locations  are  actually 

G-A1D2 

71 

5811834 
5811890 

Servo  card  10SR 
Servo  card  10SR 

2F-XXXX. 

G-A1C2 

12 

1615367 
1615631 

Servo  card  10SR 
Data  Converter  card 

Drive  D  G-XXXX  card 
locations  are  actually 

1615632 

Data  Converter  card 

2G-XXXA. 

1615339 

Data  Converter  card 

G-A1B2 

10 

2439875 

Access  Control  card 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  C 

F-A1D2 

71 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-?^AlC2 

12 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 B2 

10 

2439875 

Access  Control  card 

F-VCM 

1 

5811836 

VCM  Drive  assembly 

Drive  D 

G-A1D2 

71 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  lOSR 
Servo  card  10SR 

■  ■    -    ■' 

G-A1C2 

12 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1B2 

10 

2439875 

Access  Control  card 

G-VCM 

1 

5811836 

VCM  Drive  assembly 

-n 


AI8 


195 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C80b 

A-A1K2 

75 

4177000 

SLCA  Comm  card 

Timer  test  failed,  system 

A-A1N2 

20 

2597716 

CSP  Stage  2 

clocks  possibly  bad  to 

A-A1B3/ 

3 

4234073 

Channel  terminator 

comm  board.  A-A1B3/A-A2U 
terminates  system  clock 

A-A2U3 

lines. 

A-Al  N2  IS  source  for 

system  clocks. 

C80C 

A  A1G2 

95 

5167248 

1200  NonSw(WT)  card 

1200  I.M.  internal  wrap 

8564508 

1200  Sw  (US)  card 

TU  failed. 

6173448 

1200  NonSw  (US)  card 

5167246 

1200  Sw(WT)  card 

A-A1 K2 

5 

4177000 

SLCA  Comm  card 

C80d 

A-A1G2 

95 

8527032 

DDSA  card 

DDSA  internal  wrap  TU 

A-A1K2 

5 

4177000 

SLCA  Comm  card 

failed. 

C80E 

A-A1 K2 

90 

4177000 

SLCA  Comm  card 

MDITUT8107,  T8110 

A-A1N2 

5 

2597716 

CSP  Stage  2 

through  T81 18  and  T81 20 
through  T8128  can  cause 
this  SRC. 

C810 

A-A3S2 

90 

4177036 

Controller  card  16  KW 

Bus  coupler  TUs  to 

4177037 

Controller  card  32  KW 

communications  controller 

4237136 

Ctrif  cd  64KW  stage  2 

failed.  Ignore  any  other 
C8xx  SRCs. 

2597763 

Ctrlr  cd  64KW  stage  2 

For  TU  Select,  select  MLCA 

A-A1L2 

5 

4234069 

CSP  Channel  card 

controller  option. 

Channel 

5 

NOTE;  A32KWor64KW 

Cables 

controller  is  required 
forX.21  Switched  or  X. 25. 

C811 

A-A3S2 

95 

4177036 

Controller  card  16  KW 

Controller  TUs  to 

4177037 

Controller  card  32  KW 

communications  controller 
failed  TUs  6106,  6108 
through  610C,  610F,  6110 

4237136 

Ctrlr  cd  64KW  stage  2 

2597763 

Ctrlr  cd  64KW  stage  2 

through  61 16  and  6118. 
Ignore  any  other  C8xx  SRCs 
NOTE:  A32KWor64KW 
cont'-olier  is  required 
for  X.21  Switchec'  or  X.2b. 

340 


EOl 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C812 

A-A3R2 
A-A3S2 

95 
5 

4177000 
4177036 
4177037 
4237136 
2597763 

Comm  card  Line  1 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

If  all  comm  lines  fail 

with  C8x2,  suppect  A-A3S2 

(50  %). 

NOTE:  A32KWor64KW 

controller  is  required 

for  X.21  Switched  or  X. 25. 

C813 

A-A3R2 
A-A3IVI2 

95 
5 

4177000 
5864683 
5864668 
8527032 
6173448 
8564508 
5167246 
5167248 

Comm  card  Line  1 
X.21  card 
EIA  card 
DDSA  card 
1200  NonSw  US  card 
1200  Sw  US  card 
1200  SwWT  card 
1200  NonSw  wt  card 

internal  wrap  of  control 
output  register. 

C814 

A-A3R2 
A-A1 L2 
A-A3U3 
Channel 
Cables 

75 

20 

3 

2 

4177000 
4234069 
4234073 

Comm  card  Line  1 
CSP  Channel  card 
Terminator  card 

Timer  test  failed.  If  only 
one  line  fails  with  C8x4, 
rule  out  A-AiL2,  A-A3U3, 
channel  cables.  This  is 
common  logic  to  all  MLCA 
lines. 

C815 

A-A3R2 

95 

4177000 

Comm  card  Line  1 

If  new  installation,  check 
NRZswitch(SW4)on 
A-A3R2  card.  Must  be  off. 

C817 

A-A3U2 
A-A3R2 

90 
10 

4177019 
4177000 

Clock  card 
Comm  card  Line  1 

If  new  installation, 

verify  configuration  is 

ok.  MDITUT81 19  runs  only 

when  configured  for 

internal  clock. 

C818 

A-A3R2 

95 

4177000 

Comm  card  Line  1 

MDITUT8107,  T8110 
through  T81 18  and  T81 20 
through  T8128  can  cause 
this  SRC. 

C819 

A-A3M2 
A-A3R2 

95 
5 

5864683 
4177000 

X.21  card 

Comm  card  Line  1 

X.21  (SW)  internal  wrap '1  U 
failed. 

m 


E02 


34' 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CSIb 

A-A3R2 

A-A1N2 

A-A3U3 

Channel 

Cables 

75 

20 

3 

2 

4177000 
2597716 
4234073 

Comm  card  Line  1 
CSP  Stage  2 
Terminator  card 

Timer  test  failed.  If  OMly 
one  line  fails  with  C8x4, 
ruleout  A-A1N2,  A-A3U3, 
channel  cables.  This  is 
common  logic  to  all  MLCA 
lines. 

C81C 

A-A3M2 
A-A3R2 

95 
5 

6173448 
8564508 
5167246 
5167248 
4177000 

1200  NonSw  US  card 
1200  Sw  US  card 
1200  SwWT  card 
1200  NonSw  wt  card 
Comm  card  Line  1 

1200  I.M.  internal  wrap  TU 
failed. 

C81d 

A-A3M2 
A-A3R2 

95 
5 

8527032 
4177000 

DDSA  card 
Comm  card  Line  1 

DDSA  internal  wrap  TU 
failed. 

C822 

A-A3Q2 
A-A3S2 

95 
5 

4177000 
4177036 
4177037 
4237136 
2597763 

Comm  card  Line  2 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

If  all  comm  lines  fail 

with  C8x2,  suspect  A-A3S2 

(50  %). 

NOTE:  A32KWor64KW 

controller  is  required 

for  X.21  Switched  or  X. 25. 

C823 

A-A3Q2 
A-A3L2 

95 
5 

4177000 
5864683 
5864668 
8527032 
8564508 
6173448 
5167246 
5167248 

Comm  card  Line  2 
X.21  card 
EIA  card 
DDSA  card 
1200  Sw  US  card 
1200  NonSw  US  card 
1200  SwWT  card 
1200  NonSw  wt  card 

Internal  wrap  of  control 
output  register. 

C824 

A-A3Q2 

A-A1L2 

A-A3U3 

Channel 

Cables 

75 

20 

3 

2 

4177000 
4234069 
4234073 

Comm  card  Line  2 
CSP  Channel  card 
Terminator  card 

Timer  test  failed.  If  only 
one  line  fails  with  C8x4, 
rule  out  A-A1L2,  A-A3U3, 
channel  cables.  This  is 
common  logic  to  all  MLCA 
lines. 

C825 

A-A3Q2 

95 

4177000 

Comm  card  Line  2 

If  new  installation,  check 
Nf^Z  switch  (SW4)  on 
A-A3Q2  card.  Must  be  off. 

342 


E03 


SRC 

FRU 

% 
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FRU  DESCRIPTION 

SERVICE  COP/IMENTS 

C827 

A-A3U2 
A-A3Q2 

90 
10 

4177019 
4177000 

Clock  card 
Comm  card  Line  2 

If  new  installation 
verify  configuration  is 
ok.  MDITJT81 19  runs  only 
when  conrigured  for 
internal  clock. 

C828 

A  A3Q2 

95 

4177000 

Comm  card  Line  2 

MDITUT8107,  78110 
tfirough  r8118andT8120 
through  T8128  can  cause 
this  SRC. 

C829 

A-A3L2 
A-A3Q2 

95 
5 

5864683 
4177000 

X.21  card 

Comm  card  Line  2 

X.21  (SW)  internal  wrap  TU 
failed. 

C82b 

A-A3Q2 
A-A1N2 
A-A3U3 
Channel 
Cables 

75 

20 

3 

2 

4177000 
2597716 
4234073 

Comm  card  Line  2 
CSP  Stage  2 
r*>rminator  card 

Timer  test  failed.  If  only 
one  line  fails  with  C8x4, 
rule  out  A-A1N2,  A-A3U3, 
channel  cables.  This  is 
common  logic  to  all  MLCA 
lines. 

C82C 

A-A3L2 
A-A3Q2 

95 
5 

8564508 
6175448 
5167246 
5167248 
4177000 

1200  Sw  US  card 
1200  NonSw  US  card 
1200  SwWT  card 
1200  NonSw  wt  card 
Comm  card  Line  2 

1200  I.M.  internal  wrap! U 
failed. 

C82d 

A-A31.2 
A-A3Q2 

95 
5 

8527032 
4177000 

DDSA  card 
Comm  card  Line  2 

DDSA  internal  wrap  TU 
failed. 

C832 

A-A3P2 
A-A3S2 

95 
5 

4177000 
4177036 
4177037 
4237136 
2597763 

Comm  card  Line  3 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KVV  stage  2 
Ctrlr  cd  64KW  stage  2 

if  all  comm  lines  fail 

with  C8x2,  suspect  A-A3S2 

(50  %). 

NOTE:  A32KWor64KW 

controller  is  required 

for  X.21  Switched  or  X.25. 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

C833 

A-A3P2 
A-A3M4 

95 
5 

4177000 
5864683 
5864668 
8527032 
6173448 
8564508 
5167246 
5167248 

Comm  card  Line  3 
X.21  card 
EIA  card 
DDSA  card 
1200  NonSw  US  card 
1200  Sw  US  card 
1200  SwWT  card 
1200  NonSw  wtcard 

Internal  wrap  of  control 
output  register. 

C834 

A-A3P2 
A-A1 L2 
A-A3U3 
Channel 
Cables 

75 

20 

3 

2 

4177000 
4234069 
4234073 

Comm  card  Line  3 
CSP  Channel  card 
Terminator  card 

Timer  te^t  failed.  If  only 
one  line  fails  with  C8x4, 
rule  out  A-A1L2,  A-A3U3, 
channel  cables.  This  is 
common  logic  to  all  MLCA 
lin«3S. 

C835 

A-A3P2 

95 

4177000 

Comm  card  Line  3 

If  new  installation,  check 
NRZ  switcfi  (SW  4)  on 
A-A3P2  card.  Must  be  off. 

C837 

A-A3U2 
A-A3P2 

90 
10 

4177019 
4177000 

Clock  card 
Comm  card  Line  3 

If  new  installation, 
verify  configuration  is 
ok.  MDI  TUT81 19  runs  only 
when  configured  for 
internal  clock. 

C838 

A-A3P2 

95 

41 77000 

Comm  card  Line  3 

MDITUT8107,  TB1 10 
through  T8118  and  TBI  20 
through  TBI  28  can  cause 
this  SRC. 

C839 

A-A3M4 
A-A3P2 

95 

5 

5864683 
4177000 

X.21  card 

Comm  card  Line  3 

X.21  (SW)  internal  wrap  TU 
failed. 

C83b 

A-A3P2 

A-A1N2 

A-A3U3 

Channel 

Cables 

75 

20 

3 

2 

4177000 
2597716 
4234073 

Comm  card  Line  3 
CSP  Stage  2 
Terminator  card 

Timer  test  failed.  If  only 
one  line  fails  with  C8x4, 
rule  out  A-A1N2,  A-A3U3, 
channel  cables.  This  is 
common  logic  to  all  MLCA 
lines. 
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FRU  DESCRIPTION 

SER>"CE  COMMENTS 

C83C 

A-A3M4 
A-A3P2 

95 
5 

6173448 
8564503 
5167246 
5167248 
4177000 

1200  NonSw  US  card 
1200  Sv^  US  card 
1200  SwWT  card 
1200  NonSw  wt  card 
Comm  card  Line  3 

1200  I.M.  internal  wrap  TU 
failed. 

C83d 

A-A3M4 
A-A3P2 

95 
5 

8527032 
4177000 

DDSA  card 
Comtn  card  Line  3 

DDSA  in'ternal  wrap  TU 
failed. 

C842 

A-A3N2 
A-A3S2 

95 
5 

4177000 
4177036 
4177037 
4237136 
2597763 

Comm  card  Line  4 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrir  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

If  all  comm  '  nes  fail 

with  Cax2,  suspect  A-A3S2 

(50  %). 

NOTE:  A32KWor64KW 

controller  is  required 

forX.:n  Switched  or  X. 25. 

C843 

A-A3N2 
A-A3L4 

95 
5 

4177000 
4176994 
5864683 
5864668 
8527032 
8564508 
6173448 
5167246 
5167248 

Comm  card  Line  4 
V.35  card 
X.21  card 
EIA  card 
DDSA  card 
1200  Sw  US  card 
1200  NonSw  US  card 
1200  SwWT  card 
1200  NonSw  wtcard 

Internal  wrap  of  control 
output  register. 

C844 

A-A3N2 
A-A1 L2 
A-A3U3 
Channel 
Cables 

75 

20 

3 

2 

4177000 
4234069 
4234073 

Comm  card  Line  4 
CSP  Channel  card 
Terminator  card 

Timer  test  failed.  If  only 
one  line  fails  with  C8x4, 
rule  out  A-A1L2,  A-A3U3, 
channel  cables.  This  is 
common  logic  to  all  MLCA 
lines. 

C845 

A-A3N2 

95 

4177000 

Comm  card  Line  4 

If  new  installation,  check 
NRZ  switch  (SW4)on 
A-A3N2  card.  Must  be  off. 

C847 

A-A3U2 
A-A3N2 

90 
10 

4177019 
4177000 

Clock  card 
Comm  card  Line  4 

If  new  installation, 
verify  configuration  is 
ok.  MDITUT81 19  runs  only 
when  configured  for 
internal  clock. 
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P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C848 

A-A3N2 

95 

4177000 

Comm  card  Line  4 

MDITUT8107,  T8110 
through  T8118  and  T8120 
through  181 28  can  cause 
this  SRC. 

C849 

A-A3L4 
A-A3N2 

S5 
5 

5864683 
4177000 

X.21  card 

Comm  card  Line  4 

X.21  (SW)  internal  wrap  TU 
failed. 

C84b 

A-A3N2 
A-A1 N2 
A-A3U3 
Channel 
Cables 

75 

20 

3 

2 

4177000 
2597716 
4234073 

Comm  card  Line  4 
CSP  Stage  2 
Terminator  card 

Timer  test  failed.  If  only 
one-  line  fails  with  C8x4, 
ruleout  A-A1N2,  A-A3U3, 
channel  cables.  This  is 
common  logic  to  all  MLCA 
lines. 

C84C 

A-A3L4 
A-A3N2 

95 
5 

8564508 
617344S 
5167246 
5167248 
4177000 

1200  Sw  US  card 
1200  NonSw  US  card 
1200  SwWT  card 
1200  NonSw  wt  cakd 
Comm  card  Li   e  4 

1200  I.M.  internal  wrap  TU 
failed. 

C84d 

A-A3L4 
A-A3N2 

95 
5 

8527032 
4177000 

DDSA  card 
Comm  card  Line  4 

DDSA  internal  wrrp  TU 
failed. 

C851 

A-A3F2 
A-A3P2 

96 
1 

2597759 
4237136 
2597763 

ElA/CCITT/auto  call 
ELCA  coi«trol  card 
ELCA  control  card 

EIA/CCITT  communications 
adapter  failure  line  1. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C852 

A-A3G2 
A-A3P2 

96 
1 

2597759 
4237136 
2597763 

ElA/CCITT/auto  call 
ELCA  control  card 
ELCA  control  card 

EIA/CCII  1  communications 
adapter  failure  line  2. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 
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P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C353 

A-A3H2 
A  A3P2 

96 
1 

2597759 
4237136 
2597763 

ElA/CCITT/auto  call 
ELCA  control  card 
ELCA  control  card 

EIA/CCITT  communications 
adapter  failure  line  3. 
Note:  If  moro  than  one 
cornin  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C854 

A-A3J2 
A-A3P2 

96 

1 

2597759 
4237136 
2597763 

ElA/CCITT/auto  call 
ELCA  control  card 
ELCA  control  card 

EIA/CCITT  communications 
adapter  failure  line  4. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C855 

A-A3K2 
A-A3P2 

96 
1 

2597759 
4237136 
2597763 

ElA/CCITT/auto  call 
ELCA  control  card 
ELCA  control  card 

FlA.'CCin  communications 
adapter  failure  line  5. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C856 

A-A3U 
A-A3P2 

96 
1 

2597759 
4237136 
2597763 

ElA/CCITT/auto  call 
ELCA  control  card 
ELCA  control  card 

blA/CCIl  1  communications 
adapter  failure  line  6. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C857 

A-A3IVI2 
A-A3P2 

96 
1 

2597759 
4237136 
2597763 

ElA/CCITT/auto  call 
ELCA  control  card 
ELCA  control  card 

EIA/CCII  1  communications 
adapter  tailure  line  7. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C858 

A-A3N2 
A-A3P2 

1 
,1, 

96 
1 

2597759 
4237136 
2597763 

ElA/CCITT/auto  call 
ELCA  control  card 
ELCA  control  card 

EIA/CCITT  communications 
adapter  failure  line  8. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

C861 

A-A3F2 
A-A3P2 

96 

1 

2597761 
4237136 
2597763 

DDSA  card 
ELCA  control  card 
ELCA  control  card 

DDSA  communications 
adapter  failure  line  1. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C862 

A-A3G2 
A-A3P2 

96 
1 

2597761 
4237136 
2597763 

DDSA  card 
ELCA  control  card 
ELCA  control  card 

DDSA  communications 
adapter  failure  line  2. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C863 

A-A3H2 
A-A3P2 

96 
1 

2597761 
4237136 
2597763 

DDSA  card 
ELCA  control  card 
ELCA  control  card 

DDSA  communications 
adapter  failure  line  3. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C864 

A-A3J2 
A-A3P2 

96 
1 

2597761 
4237136 
2597763 

DDSA  card 
ELCA  control  card 
ELCA  control  card 

DDSA  communications 
adapter  failure  line  4. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(bO%). 
CSIPL  failure. 

C865 

A-A3K2 
A-A3P2 

96 
1 

2597761 
4237136 
2597763 

DDSA  card 
ELCA  control  card 
ELCA  control  card 

DDSA  communications 
adapter  failure  line  5. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C866 

A-A3L2 
A-A3P2 

96 
1 

2597761 
4237136 
2597763 

DDSA  card 
ELCA  control  card 
ELCA  control  card 

DDSA  communications 
adapter  failure  line  6. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 
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SERVICE  COMMENTS 

C867 

A-A3IVI2 
A-A3P2 

96 
1 

2597761 
4237136 
2597763 

ODSA  card 
ELCA  control  card 
ELCA  control  card 

DDSA  coinniunioations 
adapter  failure  line  7. 
Note:  If  more  thiin  one 
comm  SRC  appears,  suspeci 
A-A3P2(50%). 
CSIPL  failure. 

C868 

A-A3N2 
A-A3P2 

96 

1 

2597761 
4237136 
2597763 

DDSA  card 
ELCA  control  card 
ELCA  control  card 

DDSA  communication'^ 
adapter  failure  line  8. 
Note:  If  more  than  oce 
comm  SRC  appears  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C871 

A-A3F2 
A-A3P2 

96 

1 

2597762 
4237136 
2597763 

X.21  card 

ELCA  contioi  card 

ELCA  control  card 

X.21    communications 
adapter  failure  line  1. 
Note:  If  more  than  one 
comm  SRC  jppears.  suspect 
A-A3P2(50%). 
CSIPL  faihre. 

C872 

A-A3G2 
A-A3P2 

96 

1 

2597762 
4237136 
2597763 

X.21  card 

ELCA  control  card 

ELCA  control  card 

X.21    communications 
adapter  failure  line  2 
Note:  If  more  than  one 
con.in  SRC  appears,  suspect 
A-A3P2(50%). 
CSiPL  failure. 

C873 

A-A3H2 
A-A3P2 

96 

1 

2597762 
4237136 
2597763 

X.21  card 

FLCA  control  card 

Ek.CA  control  card 

X.21    communications 
adapter  failure  line  3. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C874 

A-A3J2 
A  A3P2 

96 
1 

2597762 
4237136 
2597763 

X.21  card 

ELCA  control  card 

ELCA  control  card 

X.21    commun  cations 
adapter  failure  line  4. 
Note:  if  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 
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SERVICE  COMMENTS 

C875 

A-A3K2 
A-A3P2 

96 
1 

2597762 
4237136 
2597763 

X.21  card 

ELCA  control  card 

ELCA  control  card 

x.21    communications 
ad'jpte-  failure  line  5. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C876 

A-A3L2 
A-A3P2 

96 

1 

2597762 
4237136 
2597763 

X.21  card 

ELCA  control  card 

ELCA  control  card 

X.21    communications 
adapter  failure  line  6 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C877 

A-A3M2 
A-A3P2 

96 
1 

2597762 
4237136 
2597763 

X.21  card 

ELCA  control  card 

ELCA  control  card 

X.21    communications 
adapter  failure  line  7. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%), 
CSIPL  failure. 

C878 

A-A3N2 
A-A3P2 

96 

1 

2597762 
4237136 
2597763 

X.21  card 

ELCA  control  card 

ELCA  control  card 

X,21    communications 
adapter  failure  line  8. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C881 

A-A3F2 
A-A3P2 

96 

'i 

2597760 
4237136 
2597763 

V.35  card 

ELCA  control  card 

ELCA  control  card 

V.35  communications 
adapter  failure  line  1 . 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C882 

A-A3G2 
A-A3P2 

96 
1 

2597760 
4237136 
2597763 

V.35  card 

ELCA  control  card 

ELCA  control  card 

V.35  communications 
adapter  failure  line  2. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 
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SERVICE  OOMMFNTS 

A-A3H2 
A-A3P2 

96 
1 

2597760 
4237136 
2597763 

V.35  card 

ELOA  control  card 

ELCA  control  card 

v. 35  communicationf 
adapter  failure  line  3. 
Note;  If  more  than  one 
comm  SRC  appear?.,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

C884 

A-A3J2 
A-A3P2 

96 

1 

2597760 
4237136 
2597763 

V.35  card 

ELCA  control  card 

ELCA  control  card 

V.3!j  comniuni'.atlons 
adapter  failure  /me  4. 
Note:  If  more  (han  one 
comm  SRC  a  jpears,  suspect 
A-A3P2(50/o), 
CSIPL  failure. 

0885 

A-A3K2 
A-A3P2 

96 
1 

2597760 
4237136 
2597763 

V.35  card 

ELCA  control  card 

ELCA  control  card 

V.35  conmunications 
adapter   ailure  line  5. 
Note:  1'  more  than  one 
comm  SRC  appears,  suspect 
A- A3 ^2  (50%). 
CSIFi.  failure. 

0886 

A-A3L2 
A-A3P2 

96 
1 

2597760 
4237136 
2597763 

V.35  card 

ELCA  control  card 

ELCA  control  card 

V  35  communications 
adapter  failure  line  6. 
IvJote:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%). 
CSIPL  failure. 

0887 

A-A3M2 
A-A3P2 

96 
1 

2597760 
4237136 
2597763 

V.35  card 

ELCA  control  card 

ELCA  control  card 

V.35  communications 
adapter  failure  line  7. 
Note:  If  more  than  one 
comm  SRC  appears,  suspect 
A-A3P2(50%>. 
CSIPL  failure. 

0888 

A-A3N2 
A-A3P2 

96 
1 

2597760 
4237136 
2597763 

V.35  card 

ELCA  control  card 

ELCA  control  card 

V.35  communications 
adapter  failure  line  8. 
Note:  !f  more  than  one 
comm  SRC  appears,  suspoct 
A-A3P2{50%). 
CSIPL  failure. 

EI2 


35  i 


SRC 

FRU 

% 

P/IM 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C8AA 

A-A3P2 

A-A1N2 

Channel 
cables 
A-A3U4 
A-A 

90 
2 
2 
2 

4237136 
2597763 
8248087 
4234097 

4234073 

ELCA  control  card 
ELCA  control  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

Terminator  card 

Bus  coupler  TUs  to  Comm 
controller  failed. 
Note:  CSIPL  failure. 

(Ignore  any  other  CSxx 
SRCv) 
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EI3 


SRC     FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


C8Ab 


A-A3P2 
A-A3F2 

A-A3G2 

A-A3H2 

A-A3J2 

A-A3K2 

A-A3L2 

A-A3M2 

A-A3N2 

A-A3U4 


90 


4237136 

2597763 

2597759 

2597761 

2597762 

2597760 

2597759 

2597761 

2597732 

2597760 

2597759 

2597761 

2597762 

2597760 

2597759 

2597761 

2597762 

2597760 

2597759 

2597761 

2597762 

2597760 

2597/59 

2597761 

2597762 

2597760 

2597759 

2597761 

2597762 

2597760 

2597759 

2597761 

2597762 

2597760 

4234073 


ELCA  control  card 
ELCA  control  card 
ElA/CCITT/auto  call 
DOS  A  card 
X.21  card 
V.35card 

ElA/CCITT/auto  call 
DDSA  card 
X.21  card 
V.35  card 

ElA/CCITT/auto  call 
DDSA  card 
X  21  card 
V.35  card 

ElA/CCITT/auto  call 
DDSA  card 
X.21  card 
V.35  card 

ElA/CCITT/auto  call 
DDSA  card 
X.21  card 
V.35  card 

ElA/CCITT/auto  call 
DDSA  card 
X.21  card 
V.35  card 

ElA/CCITT/auto  call 
DDSA  card 
X.21  card 
V.35  card 

ElA/CCITT/auto  call 
DDSA  card 
X.21  card 
V.35  card 
Terminator  card 


Controller  TUs  to  comm 
controller  failed. 
(Ignore  any  other  C8xx 
SRCs.) 
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EI4 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C8AC 

A-A3P2 

90 

4237136 

ELCA  control  card 

Bus  coupler  TUs  to  comm 

2597763 

ELCA  control  card 

controller  failed. 

A-A1L2 

2 

^234069 

CSP  Channel  card 

Note:  CSIPL  failure 
(Ignore  any  other  C8xx 

Channel 

2 

SRCs.) 

Cables 

A-A3U4 

2 

4234073 

Terminator  card 

C911 

A  A1C2/ 
A-A2C2 

60 

259770?. 

adapter  A  card  21  ED 

Adapter  reg  wrap  failed. 

A-AiE2/ 

lii 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1A2/ 

4 

xxxxxxx 

Signal  cable 

C912 

A-A2A2 

A-A1C2/ 

60 

2597702 

adapter  A  card  21  ED 

Set  interrupt  req  failed. 

A-A2C2 

Run  Drive  A  MDIs. 

A-A1E2/ 

15 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1A2/ 

4 

xxxxxxx 

Signal  cable 

A-A2A2 

C913 

A-A1C2/ 
A-A2C2 

50 

2597702 

adaptci  A  card  21  ED 

Adapter/Disk  interface 
wrap  failed.  Run  MDIs  for 

F-A1A2 

45 

1616312 

Digital  card  21  ED 

Drive  A 

A-A1A2/ 

4 

xxxxxxx 

Signal  cable 

A-A2A2 

C914 

Drive  A 

95 

Motor  Stop/POR  test  failed 

A-A1C2/ 

5 

2597702 

adapter  A  card  21  ED 

Run  Disk  MDIs  for  Drive  •>. 

A-A2C2 

C915 

F-A1A2 

75 

1616312 

Digital  card  21  ED 

Disk  interface  register 

A-A1C2/ 

20 

2597702 

adapter  A  card  ?1  ED 

wrap  failed.  Run  MDIs  for 

A-A2C2 

Drive  A. 

A-A1A2/ 

5 

xxxxxxx 

Signal  cable 

A-A2A2 

C917 

Motor  Start  test  failed. 
Run  Disk  MDIs  for  Drive  A. 

C918 

Recalibrate  Head  0  faiiec. 
Run  Disk  MDIs  for  Drive  A. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C919 

Recalibrate  Head  1  failed. 
Run  Disk  MDIs  for  Drive  A 

C91A 

Muln-cvlinder  Seek  failed 
Run  Disk  MDIs  for  Dnve  A. 

C91b 

Multi-cvlir>der  seek  failed 
Run  Disk  MDIs  for  Drive  A. 

C91C 

Diagnostic  Seek  i     ed. 
Run  Disk  MDIs  for  Dnve  A. 

C91d 

Servo  Surface  Analysis 

Heads  0  &  1  failed. 

Run  Disk  MDIs  for  Drive  A. 

C91E 

Data  time  interval  timing 

test  failed. 

Run  Disk  MDIs  for  Drive  A. 

C91F 

Sector/ Index  timing  test 

failed. 

Run  Disk  MDIs  for  Drive  A. 

C920 

A-A1C2/ 
A-A2C2 
Drive  A 

60 
40 

2597702 

adapter  A  card  21  ED 

Adapter  access  test  failed 
Run  Disk  MDIs  for  Drive  A. 

C921 

A-A1C2/ 
A-A2C2 
A-A1E2/ 
A-A2E2 
Drive  A 

80 
10 
10 

2597702 
2462228 

adapter  A  card  21  ED 
Data  stor  adapter  1  cd 

Loop  VFO  test  failed. 

Run  Disk  MDIs  for  Drive  A. 

C922 

Read  ID  all  heads  failed. 
Run  Disk  MDIs  for  Drive  A. 

C923 

A-A1C2/ 
A-A2C2 
Drive  A 

80 
20 

2597702 

adapter  A  card  21  ED 

Read  ID  Head  0  failed. 
Run  Disk  MDIs  for  Drive  A. 

C924 

A-A1C2/ 
A-A2C2 
Drive  A 

60 
20 

2597702 

adapter  A  card  21  ED 

Read  Data  Head  0  failed. 
Run  Disk  MDIs  for  Drive  A. 
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KM 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C925 

A-A1C2/ 
A-A2C2 
Drive  A 

80 
20 

2597702 

adapter  A  card  21  ED 

Read  Verify  faileu. 

Run  Disk  MDIs  for  Drive  A. 

C926 

Write  Data  all  heads 
faded   Run  Disk  MDIs  for 
Drive  A. 

C927 

A-A1C2/ 
A-A2C2 
Drive  A 

60 
40 

2597702 

adapter  A  card  21  ED 

Write  Data  Head  0  failed 
Run  Disk  MDIs  for  Drive  A. 

C928 

A-A1C2/ 
A-A2C2 
Drive  A 

60 
40 

2597702 

adapter  A  card  21  ED 

Read  !?, agnostic  failed. 
Run  Disk  MDIs  for  Drive  A. 

C929 

A-A1C2/ 
A-A2C2 
Drive  A 

60 
40 

2597702 

adapter  A  card  21  ED 

Correct  ECC  failed. 

Run  Disk  MDis  for  Drive  A. 

C92A 

Servo  Surface  Analysis 

Heads  2  &  3  failed. 

Run  Disk  MDIs  for  Drive  A. 

C931 

A-A1D2/ 
A-A2D2 

80 

2597702 

adapter  B  card  21  ED 

Adapter  reg  wrap  failed. 
Run  Disk  MDIs  for  Drive  B. 

A-A1E2/ 

15 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1A3/ 

4 

xxxxxxx 

Signal  cable 

A  A2A3 

C932 

A-A1D2/ 
A-A2D2 

80 

2597702 

adapter  B  card  21  ED 

Set  interrupt  req  failed. 
Run  Disk  MDIs  for  Drive  B. 

A-A1 E2/ 

15 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A1A3/ 

4 

xxxxxxx 

Signal  cable 

A-A2A3 

C933 

A-A1 D2/ 

A-A2D2 

G-A1A2 

50 
45 

2597702 
1616312 

adapter  B  card  21  ED 
Digital  card  21  ED 

Adapter/ Disk  interface 

wrap  failed. 

Run  Disk  MDIs  for  Drive  B. 

A-A1A3/ 

4 

xxxxxxx 

Signal  cable 

A-A2A3 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C934 

Drive  B 

A-A1D2/ 

A-A2D2 

95 
5 

2597702 

adapter  B  card  21  ED 

Motor  Stop/POR  test  failed 
Run  Disk  MDIs  for  Drive  B. 

C935 

G  ArA2 

A-A'(D2/ 

A-A2D2 

A-A1A3/ 

A-A2A3 

75 
20 

5 

1616312 
2597702 

xxxxxxx 

Digital  card  21  ED 
adapter  B  card  21  ED 

Signal  cable 

Disk  interffjce  register 

wrap  failftd. 

Run  Disk  MDIs  for  Drive  B. 

C937 

Motor  Start  test  failed. 
Run  Difk  MDIs  for  Drive  B. 

C938 

Recalibrate  Head  0  failed. 
Run  Disk  MDIs  for  Drive  B. 

C939 

Recalibrate  Head  1  failed. 
Run  Disk  MDIs  for  Drive  B. 

C93A 

Multitrack  Seek  1  failed. 
Run  Disk  MDIs  for  Drive  B. 

C93b 

Multitrack  Seek  2  failed. 
Run  Disk  MDIs  for  Drive  B. 

C93C 

Diagnostic  Seek  failed. 
Run  Disk  MDI    for  Drive  B 

C93d 

Servo  Surface  Analysis 

Heads  0  &  1  failed. 

Run  Disk  MDIs  for  Drive  B. 

C93E 

Data  time  interval  timing 

test  failed. 

Run  Disk  MDIs  for  Drive  B. 

C93I- 

Sector/Index  timing  test 

failed. 

Run  Disk  MDIs  for  Drive  8. 

C940 

A-A1D2/ 
A-A2D2 
Drive  B 

60 
40 

2597702 

adapter  B  card  21  ED 

Adapter  access  test  failed 
Run  Disk  MDIs  for  Dnve  B. 

CONTINUED  ON 
FRAME   A01 
CARD    05 


Eld 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

A1C2 

A-A1J2 

50 

4177027 

WS  adapter  card 

Work  station  I/O  hardware 

A-A1H2 

40 

4177036 
4177038 
4237136 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 

error. 

FIRST,   Go  to  MAP  7001. The 
problem  could  also  be  a 
bad  cable  on  PORT  0.  See 

2537763 

WSC  card  64  KW 

cable  checkout  procedure 

A-A1V4 
WScb! 

3 
3 

8636624 

WS  cable  assembly 

in  the  w/s  attachment  MIM. 
SECOND,   If  the  problem 
occurred  during  IPL,  go  to 
MAP  0190  before  replacing 
any  FRUs.  This  SRC  can 
come  up  if  the  UDT  is  not 
configured  correctly  (see 
MIM  01-290).  If  this  SRC 
comes  up  during  operations 
replace  FRUs  indicated, 
then  go  to  MAP  0190  only 
if  the  FRUs  did  not  fix 
the  problem. 
TWINAX/IBM  cabling  system. 

A1C3 

Mcode 

79 

Work  station  functional 

A-A1Q2 

10 

2597706 

MSP  Data  Flow  card 

microcode  not  found. 
Could  be  a  failing 
diskette  or  misconfigured 
disk  or  diskette. 

A-A1H2 

10 

4177036 
4177038 

WSC     dse  card  16  KW 
WSC  card  48  KW 

4237136 

WSC  card  64  KW 

If  there  have  net  b'^en  any 

2597763 

WSC  card  64  KW 

changes  made  to  your  disk 
or  diskette,  you  may  have 
a  hardware  error.  Go  to 
MAP  0190,  A. 

1 
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DOI 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

A1E0 

Printer  I/O  error. 
DCP,  system  hardware  or 
diskette  is  bad;  disk  or 
diskette  is  rfisconfigured. 
Press  CSP  Start  tc  retry. 
If  the  error  occurred 
during  IPL  then  re-IPL 
using  0000,  FFS^O,  or  FFOO 
to  bypass  the  error. 

A2A0 

Disk  I/O  module  not  found 
on  IPL  diskette. 
Bad  diskette  media.  Go  to 
MAP  0101,  Entry  Point  C. 

A2E0 

Printer  I/O  module  not 
found  on  IPL  diskette. 
Bad  diskette  media.  Go  to 
MAP  0101,  Entry  Point  C. 

AF90 

Disk  error  while  loading 
SSP  microcode.  Bad  or 
misconfigured  diskette. 

AF91 

A-A1C2/ 
A-A2C2 

30 

2597702 
2597702 
243737^ 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 

Disk  drive  A  error  while 
loading  SSP  microcode. 
MAPref  if  21ED=9500,  if 
10SR=9700. 

AF92 

A-A1E2/ 
A-A2E2 

80 

2462228 

Data  stor  adapter  1  cd 

Disk  drive  error  while 
loading  SSP  microcode. 
MAPref  if  21ED=9500,  if 
10SR=9700. 

AF93 

A-A1C2/ 
A-A2C2 

80 

2597702 
2597702 
2437374 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 

Disk  drive  A  error  while 
loading  SSP  microcode. 
MAPref  if  21  FD=9500,  if 
10SR=97U0. 

D02 
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d^_^ta^ab 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

AFF2 

Unexpected  nterrupt 
on  Interrupt  level  2. 
Devices  on  this  interrupt: 
Data  Communication  Adapt 
(MIM  30-2051 
CSP  (Interval  Timer) 
(MIM  10-200) 

AFF4 

Unexpected  interrupt  on 
Interrupt  Level  4 
Attempt  to  restart  the 
current  operation. 
Devices  on  this  interrupt; 
Work  Station  Controller 
(MIM  70-210) 
System  Printer  Adapter 
(MIM  50-210) 
Data  Storage 
Attachment  -  1 
(MIM  90-210) 
Data  Storage 
Attachment  -  2 
(MIM  90-210) 
Data  Storage  Controller 
(MIM  90-210) 

bUxx 

Work  station  TU  select 
stop  code  (XX  =  the  last 
two  characters  of  the  TU 
that  just  ran)  see  the 
work  station  attachment 
MIM  70-420  to  interpret 
the  result  bytes  in  work 
registers  WR6  and  WR7. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

b2xx 

The  wo.k  station  MDI  MAP 

stop  code  (XX  =  the  MAP 

ID)  rjo  to  hard  copy  MAP 

and  entry  point  indicated 

in  work  registers  WR4  and 

WR5  (L)  respect  vely. 

To  read  out  WR4  and  WR5: 

Select  mode  1 . 

Enter  0004. 

Press  Display  Output  and 

record  contents. 

Enter  0005. 

Press  Display  Output  and 

record  contents. 

b421 

Normal  halt  for  work 
station  MDIs. 
Press  CSP  Start  to 
continue  ruining  work 
station  MDIs. 

b500 

The  selected  work 

station  MDI  MAP  was  not 

found. 

Check  for  proper  diskette 

or  damaged  diskette. 

b501 

The  selected  work 
stfition  load  module  was 
not  found.  Check  for 
proper  or  damaged  diskette 

b502 

The  selected  work 

station  TU  was  not 

found. 

Verify  the  TU  selected  is 

valid  or  check  diskette. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

b503 

The  selected  work  station 
IS  not  configured  or  may 
be  c  infigured  wrongly. 
Use  the  system  configure 
utility  (01-290)  to 
configure  the  work 
station. 

COOO 

Default  wrap  supervisor 
halt  code;  RelPL. 

C001 

Wrap  module  not  found. 

Misconfigured  or  bad  disk 

or  diskette. 

Check  UDT  for  correct 

configuration  (see  MIM 

01-290). 

C002 

System  reference  code 
module  ID  (WFEOO)  not 
found  in  wrap  address 
table.  Misconfigured  or 
bad  disk  or  diskette. 

C003 

Primary  system  reference 
code  table  entr\'  missing. 
Misconfigured  or  bad  disk 
or  diskette. 

C004 

Secondary  system  reference 
code  table  entry  missing. 
Misconfigured  or  bad  disk 
or  diskette. 

C005 

Proc  Check  while  sensing 
file  configuration. 
Channel  or  file  attachment 
error. 
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D05 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C201 

MS 
A-A1Q2 

90 
10 

4233694 
2597704 
2597584 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

Bad  2Kb  main  storage 

page.  Use  MAP  1 100  to  find 

the  bad  card. 

Possible  configuration 

error. 

MS  =  main  storage 

C301 

A-A2J2 

90 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

if  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  dislcette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

C302 

A-A2J2 

99 

4237136 
2597763 

Data  stor  ctri  card 
Data  stor  Ctrl  card 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perform  the 
activity  defined  for  the 
disk/diskettrj  SRCs  first. 

C303 

A-A2J2 

99 

4237136 
2597763 

Data  stor  ctr!  card 
Data  stor  Ctrl  card 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

C304 

fK-fKlJl 

99 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  ctri  card 

1 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cdxx),  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

D06 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C306 

A-A2J2 
A-A2K2 

80 
20 

4237136 
2597763 
2462228 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
Data  Stor  Adapter  2  cd 

If  you  have  wr.'p  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

C308 

A-A2J2 
A-A2L2 

94 
5 

4237136 
2597763 
2597725 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
Tape  adapter  card 

If  you  have  wrap  error 
SRCs  i:..r  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx)  perform  the 
activiiy  defined  for  the 
disk/diskette  SRCs  first. 

C309 

A-A2J2 

99 

4237136 
2597763 

Data  stor  ctrl  card 
Data  stor  Ctrl  card 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

C310 

A-A2J2 
A-A2K2 

80 
20 

4237136 
2597763 
2462228 

Data  stor  Ctrl  card 
Data  stor  ctrl  card 
Data  Stor  Adapter  2  cd 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

C311 

A-A2J2 

99 

4237136 
2597763 

Data  stor  ctrl  card 
Data  stor  ctrl  card 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 
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SRC 

1 
FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C312 

PK-M.M 

99 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxy)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx)  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

C313 

A-A2J2 

99 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

C314 

A-A2J2 

1)9 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx',  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

C315 

fK-fKlM 

99 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CA>):)  or  diskette  (Cdxx) 
rilong  with  the  tape  SRC 
(Cbxx),  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

C316 

A-P<2J2 

99 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

If  you  have  wrap  error 
SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perform  the 
.activity  defined  for  the 
disk/diskette  SRCs  first. 

DOS 
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SRC 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C317 

fK-MJl 

99 

4237136 

Data  sior  Ctrl  card 

It  you  have  wrap  error 

25977F3 

Data  stor  Ctrl  card 

SRCs  for  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perform  the 
activity  defined  for  the 
disk/diskette  SRCs  first. 

C318 

A-A2J2 

99 

4237136 

Data  stor  Ctrl  card 

If  you  have  wrap  error 

2597763 

Data  stor  Ctrl  card 

SRCs  tor  disk  (C9xx  or 
CAxx)  or  diskette  (Cdxx) 
along  with  the  tape  SRC 
(Cbxx),  perfornn  the 
activitv  defined  for  the 
disk/diskette  SRCs  first. 

C510 

A-A2N2 

70 

8528166 

adapter  card  1255 

Initialization 

A-A2P2 

25 

4238420 

Controller  card  1255 

C511 

A-A2P2 

70 

4238420 

Controller  card  1255 

ALU 

A-A2N2 

25 

8528166 

adapter  card  1255 

C512 

A-A2N2 

20 

8528166 

adapter  card  1255 

Failing  TUs:401C,  14, 

A-A2Q2 

20 
20 

4238420 
8528167 

Controller  card  1255 
Driver/Rec  card  1255 

16-18,  21.  22,  24,  27, 
67,  68,  69  See  TUSELECT 
for  descnption. 

A  A2L4 

10 

4238422 

stor  card  i255 

A-A2M4 

10 

4238422 

stor  card  1255 

C513 

FK-IKIPI 

50 

4238420 

Controller  card  1255 

Control. 

IKJKl^l 

20 

8528166 

adapter  card  1255 

Pi-fKlL^ 

10 

4238422 

stor  card  1255 

A-A2M4 

10 

4238422 

stor  card  1255 

C514 

A-A2L4 

30 

4238422 

stor  card  1255 

Memory. 

A-A2IVI4 

30 

4238422 

stor  card  1255 

A-A2P2 

10 

4238420 

Controller  card  1255 

A-A2N2 

10 

8528166 

adapter  card  1255 

C515 

A-A2N2 

30 

8528166 

adapter  card  1255 

IK-PKlPl 

30 

4238420 

Controller  card  1255 

IK-/K1LA 

15 

4238422 

stor  card  1255 

A-A2IV14 

15 

4238422 

stor  card  1255 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C516 

A-A2N2 

30 

8528166 

a.Japter  card  1255 

Failing  TUs:40B1  to  40B9, 

A  A2Q2 
Cables 

30 
30 

8528167 

Driver/Rec  card  1255 

and  40C0  to  40C8 
inclusive. 

Manufacturing  wrap  test, 
requires  wrap  plug. 

C517 

A-A2N2 

20 

8528166 

adapter  card  1255 

Failing  TUs:  4053,  4054, 

A-A2P2 
A-A2L4 

20 
20 

4238420 
4238422 

Controller  card  1255 
stor  card  1255 

4055  4056,  4057   See 
TUSElECT  for  description. 

A-A2M4 

20 

4238422 

stor  card  1255 

C518 

A-A2N2 

45 

8528166 

adapter  card  1255 

Manufacturing  wrap  test, 

A-A2P2 

45 

4238420 

Controller  card  1255 

requires  plug 

C519 

A-A2N2 

90 

8528166 

adapte:  card  1255 

Requires  1255  wrap  plug. 
See  TU-Select  Menu  for 
1255,  for  description  of 
failing  FRU.  See  1255 
TMM  SY24-3555-3. 

C51A 

1255 

95 

Requires  1 255  wrap  plug. 
See  TU-Select  Menu  for 
1 255  for  description  of 
failing  TU. 

C601 

A-A1  ri2 

95 

4177036 

WSC  Base  card  16  KW 

The  Al  H2  card  is  unable 

4177038 
4237136 

WSC  card  48  KW 
WSC  card  64  KW 

to  perform  an  initial 
address  load  operation. 
If  FRU  replacement  does 
not  fix,  return  to  MAP 

2597763 

WSC  card  64  KW 

A-A1J2 

2 

4177027 

WS  adapter  card 

0101,  Entry  Point  B. 

C602 

A-A1H2 

95 

4177036 

WSC  Base  card  16  KW 

The  Al  H2  card  was  unable 

4177038 

WSC  card  48  KW 

to  perform  a  sense  data 

4237136 
2597763 

WSC  card  64  KW 
WSC  card  64  KW 

buffer  operation. 

If  FRU  replacement  does 

not  fix,  return  to  MAP 

A-A1J2 

2 

4177027 

WS  adapter  card 

0101,  Entry  Point  B. 

1 
1 

DIO 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

C603 

A-A1H2 

A-A1J2 
A-A1L2 
A-A1M2 

95 

2 

2 

1 

4177036 
4177038 
4237136 
2597763 
4177027 
4234069 
4234080 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSCcatd64KW 
WSC  card  64  KW 
WS  adapter  card 
CSP  Channel  card 
CSP  Data  Flow  card 

The  A1 H2  card  was  unable 
to  perform  a  loacj  cycle 
steal  counter  operation. 
If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C604 

A-A1H2 

A-A1J2 
A-A1 L2 
A-A 1 M2 

95 

2 
2 

1 

4177036 
4177038 
4237136 
2597763 
4177027 
4234069 
4234080 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 
CSP  Channel  card 
CSP  Data  Flow  card 

TfieA1H2  card  failed  tfie 
processor  interrupt  test. 
1*  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C606 

A-A1 H2 

A-A1J2 
A-A1 L2 
A-A1M2 

90 

4 
2 
1 

4177036 
4177038 
4237136 
2597763 
4177027 
4234069 
4234080 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 
CSP  Channel  card 
CSP  Data  Flow  card 

If  FRU  replacement  does 
not  fix,  go  to  MAP  0105, 
Entry  Point  A. 

C608 

A-A1H2 

A-A1J2 
A-A1 L2 
A-A1IVI2 

90 

4 

2 

4177036 
4177038 
4237136 
2597763 
4177027 
4234069 
4234080 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 
CSP  Channel  card 
CSP  Data  Flow  card 

If  FRU  replacement  does 
not  fix,  go  to  MAP  0105, 
Entry  Point  A. 

C609 

A-A1H2 

A-A1J2 
A-A1 L2 
A-A1M2 

90 

4 
2 
1 

4177036 
4177038 
4237136 
2597763 
4177027 
4234069 
4234080 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 
CSP  Channel  card 
CSP  Data  Flow  card 

If  FRU  replacement  does 
not  fix,  go  to  MAP  0105, 
Entry  Point  A. 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

C610 

A-A1H2 

65 

4177036 

WSC  Base  card  ''6  KW 

The  A1H2  card  faded  the 

4177038 

WSC  card  48  KW 

branch  instruction  test 

4237136 

WSC  card  64  KW 

The  A1,J2  card  can  cause 
this  failure  also. 

2597763 

WSC  card  64  KW 

If  FRU  replacement  does 

A-A1J2 

32 

4177027 

WS  adapter  card 

not  fix,  return  to  MAP 

A-A1M2 

2 

42:i4080 

CSP  Data  Flow  card 

0101,  Entry  Point  B. 

C611 

A-A1H2 

95 

4177036 

WSC  Base  card  16  KW 

The  A1H2  card  failed  the 

4177038 

WSC  card  48  KW 

register  instruction 

4237136 

WSC  card  64  KW 

test. 

if  FRU  leplacement  does 

2597763 

WSC  card  64  KW 

not  fix,  return  to  MAP 

A-A1J2 

2 

4177077 

WS  adapter  card 

0101,  Entry  i^Oint  B. 

C612 

A-A1H2 

95 

4177036 

WSC  Base  card  16  KW 

The  A1H2  c^rd  failed  the 

4177038 

WSC  card  48  KW 

arithmetic  instruction 

4237136 

WSC  card  64  KW 

test. 

If  FRU  replacement  does 

not  fix,  return  to  MAP 

2597763 

WSC  card  64  KW 

A-A1J2 

2 

4177027 

WS  adapter  card 

0101,  Entry  Point  B, 

C613 

A-A1H2 

95 

4177036 

WSC  Base  card  16  KW 

The  A1H2  card  failed  the 

4177038 

WSC  card  48  KW 

register  to  storage 

4237136 

WSC  card  64  KW 

instruction  test. 

If  FRU  replacement  does 

2597763 

WSC  card  64  KW 

not  fix,  return  to  MAP 

A-A1J2 

2 

4177027 

WS  adapter  card 

0101,  Entry  Point  B. 

C614 

A-A1H2 

95 

4177036 

WSC  Base  card  16  KW 

The  A1 H2  card  failed  the 

4177038 

WSC  card  48  KW 

channel  processor  check 

4237136 

WSC  card  64  KW 

test. 

If  FRU  replacement  does 

2597763 

WSC  card  64  KW 

not  fix,  return  to  MAP 

A-A1J2 

2 

4177027 

WS  adapter  card 

0101,  Entry  Point  B. 

C615 

A-A1H2 

95 

4177036 

WSC  Baseca.d16KW 

The  A1H2  card  failed  the 

4177038 

WSC  card  48  KW 

new  attachment  controller 

4237136 

WSC  card  64  KW 

micro  instruction  test. 
If  FRU  replacement  does 

2597763 

WSC  card  64  KW 

not  fix,  return  to  MAP 

A-A1J2 

2 

4177027 

WS  adapter  card 

0101,  Entry  Point  B. 
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% 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

C616 

A-A1H2 

95 

4177036 

WSC  Base  card  16  KW 

The  A1 H2  card  failed  the 

4177038 
4237136 
2597763 

WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

base  displacement 
instruction  test. 
If  FRU  replacement  does 
fiot  fix,  return  to  MAP 

A-A1J2 

2 

4177027 

WS  adapter  card 

0101,  tntry  Point  B 

C617 

A-A1H2 

95 

4177036 

WSC  Base  card  16  KW 

Tfie  A1H2  card  failed  the 

4177038 
4237136 
2597763 

WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

storage  test.  This  TU 
tests  only  the  first  32Kb 
words  of  attachment 
controller  storage. 

A-A1J2 

2 

4177027 

WS  adapter  card 

If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C618 

A-A1H2 

95 

4177036 

WSC  Base  card  16  KW 

The  A1H2  card  failed  the 

4177038 

WSC  card  48  KW 

storage  test.  This  TU 

4237136 

WSC  card  64  KW 

tests  all  of  the 

controller  storage. 

If  FRU  replacement  does 

2597763 

WSC  card  64  KW 

A-A1J2 

2 

4177027 

WS  adapter  card 

not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C623 

A-A1H2 

95 

4177036 

WSC  Base  card  16  KW 

The  A1 H2  card  was  unable 

A-A1J2 

2 

4237136 
2597763 
4177027 

WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 

to  perform  a  load  cycle 
steal  counter  operation, 
if  FRU  replacement  does 
not  fix,  return  to  MAP 

A-A1N2 

2 

2597716 

CSP  Stage  2 

0101,  Entry  Point  B. 

C624 

A-A1H2 
A-A1J2 

95 
2 

4177036 
4237136 

2597763 

4177027 

WSC  Base  card  16  KW 
WSC  card  64  KW 

WSC  card  64  KW 

WS  adapter  card 

The  A1H2  card  failed  the 
processor  interrupt  test. 

If  FRU  replacement  does 

not  fix,  return  to  MAP 

0101,  Entry  Point  B. 

A-A1N2 

2 

2597716 

CSP  Stage  2 
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SERVICE  COMMENTS 

C626 

A  A1H2 

A-A1J2 
A-A1N2 

90 

4 
2 

4177036 
4237136 
2597763 
4177027 
2597716 

WSC  Base  card  16  KW 
WSC  card  64  KV\/ 
WSC  card  64  KW 
WS  adapter  card 
CSP  Stage  2 

If  FRU  replacement  does 
not  fix,  go  to  MAP  0105, 
tntry  Point  A. 

C628 

A-A1H2 

A-A1J2 
A-A1IM2 

90 

4 
2 

4177036 
4237136 
2597763 
4177027 
2597716 

WSC  Base  card  16  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 
CSP  Stage  2 

If  FRU  replacement  does 
not  fu,  go  to  MAP  0105, 
Entry  Point  A. 

C629 

A-A1H2 

A-A1J2 
A-A1N2 

90 

4 
2 

4177036 
4237136 
2597763 
4177027 
2597716 

WSC  Base  card  IF  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 
CSP  Stage  2 

If  FRU  replToement  does 
not  fix,  go  to  MAP  0105, 
Entry  Point  A. 

C630 

A-A1H2 

A-A1J2 
A-A1N2 

65 

32 
2 

4177036 
4237136 
2597763 
4177027 
2597716 

WSC  Base  card  16  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 
CSP  Stage  2 

The  A1H2  card  failed  the 
branch  instruction  test 
The  A1J2  card  can  cause 
this  failure  also. 
If  FRU  replacoment  does 
not  fix,  return  to  MAP 
0101,  Entry  Pont  B. 

C631 

AA3S2 
A-A3T2 

95 
2 

4237136 
2597763 
4177027 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 

The  A3S2  card  is  unable 
to  perform  an  initial 
address  load  operation. 
If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C632 

A-A3S2 
A-A3T2 

95 
2 

4237136 
2597763 
4177027 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 

The  A3S2  card  was  unable 
to  perform  a  sense  data 
buffer  operation. 
If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

C633 

A-A1H2 

95 

4177036 

WSC  Base  card  16  KW 

The  A1H2  card  failed  the 

4177038 

WSC  card  48  KW 

W/SMDIs, 

4237136 

WSC  card  64  KW 

2597763 

Wv''^  card  64  KW 

A-A1J2 

4 

4177027 

WS  adapter  card 

C641 

A-A3S2 

95 

4237136 

Ctrlr  cd  B'tKW 

The  ^^352  card  failed  the 

2597763 

Ctrlr  cd  64KW 

register  instruction 

A-A3T2 

2 

4177027 

WS  Adapter  card 

test. 

If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C642 

A-A3S2 

95 

4237136 

Ctrlr  cd  64KW 

The  A3S2  card  failed  the 

2597763 

Ctrlr  cd  64KW 

arithmetic  instruction 

M-A3T2 

2 

4177027 

WS  Adapter  card 

test. 

If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C643 

A-A3S2 

95 

4237136 

Ctrlr  cd  64KW 

The  A3S2  card  failed  the 

A-A3T2 

2 

2597763 
4177027 

Ctrlr  cd  64KW 
WS  Adapter  card 

register  to  storage 
instruction  test. 
If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C644 

A-A3S2 

95 

4237136 

Ctrlr  cd  64KW 

The  A3S2  card  failed  the 

2597763 

Ctrlr  cd  64KW 

channel  processor  check 

AA3T2 

2 

4177027 

WS  Adapter  card 

test. 

If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C645 

A-A3S2 

95 

4237136 

Ctrlr  cd  64KW 

The  A3S2  card  failed  the 

A-A3T2 

2 

2597763 
4177027 

Ctrlr  cd  64KW 
WS  Adapter  card 

new  attachment  controller 
micro  instruction  test. 
If  FRU  replacement  does 
not  fix,  return  to         P 
0101,  Entry  Poii     ; 
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C646 

A-A3S2 
A-A3T2 

95 
2 

4237136 
2597763 
4177027 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 

The  A3S2  card  failed  the 
base  displacement 
instruction  test. 
If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C647 

A-A3S2 
A-A3T2 

95 
2 

4237136 
2597763 
4177027 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 

The  A3S2  card  failed  the 
storage  test.  This  TU 
tests  only  the  first  32Kb 
words  of  attachment 
controller  storage. 
If  FRU  replajement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C648 

A-A3S2 
A-A3T2 

95 
2 

4237136 
2597763 
4177027 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 

The  A3S2  card  failed  the 
storage  test.  This  TU 
tests  all  of  the 
controller  storage. 
If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C653 

A-A3S2 

A-A3T2 
A-A1N2 

95 

2 
2 

4237136 
2597763 
4177027 
2597716 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 
CSP  Stage  2 

The  A3S2  card  was  unable 
to  perform  a  load  cycle 
steal  counter  operation. 
If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C654 

A-A3S2 

A-A3T2 
A-A1N2 

95 

2 
2 

4237136 
2597763 
4177027 
2597716 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 
CSP  Stage  2 

The  A3S2  card  failed  the 
processor  interrupt  test. 
If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C656 

A-A3S2 

A-A3T2 
A-A1N2 

90 

4 
2 

4237136 
2597763 
41 77027 
2597716 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 
CSP  Stage  2 

If  FRU  replacement  does 
not  fix,  goto  MAP  0101, 
Entry  Point  B. 
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C658 

A-A3S2 

A-A3T2 
A-A1N2 

90 

4 
2 

4237136 
2597763 
4177027 
2597716 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter-  card 
CSP  Stage  2 

!f  FRU  replacement  does 
not  fix,  go  to  MAP  0101, 
Entry  Point  B. 

C659 

A-A3S2 

A-A3T2 
A-A1N2 

90 

4 

2 

4237136 
2597763 
4177027 
2597716 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 
CSP  Stage  2 

If  FRU  replacement  does 
not  fix.  go  to  MAP  0101, 
Entry  Point  B. 

C660 

A-A3S2 

A-A3T2 
A-A1N2 

65 

32 
2 

4237136 
2597763 
41770^7 
2597716 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 
CSP  Stage  2 

The  A3S2  card  failed  the 
branch  insti^uctlon  tePt 
The  A3T2  card  can  cause 
this  failuie  also. 
If  FRU  replacement  does 
not  fix,  return  to  MAP 
0101,  Entry  Point  B. 

C663 

A-A3S2 
A-A3T2 

95 
4 

4237136 
2597763 
4177027 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 

The  A3S2  card  failed  the 
theW/SMDIs. 

C800 

A-A3S2 

A-A1N2 
Channel 
Cables 

90 

5 
5 

4177036 
4177037 
4237136 
2597763 
2597716 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
CSP  Stage  2 

Bus  coupler  TUs  to  comm 

controller  failed.  Ignore 

any  other  C8XX  SRCs  fur  TU 

Select  MLCA  controller 

option. 

NOTE:  A32KWor64KW 

controller  is  required 

for  X.21  Switched  or  X. 25. 

C801 

A-A1K2 
A-A1G2 

A-A1N2 

90 
5 

5 

4177000 
5864683 
5864668 
8527032 
8564508 
6173448 
5167246 
5167248 
2597716 

SLCA  Comm  card 
X.21  card 
EIA  card 
DDSA  card 
1200  Sw  (US)  card 
1200  NonSw  (US)  card 
1200  Sw  (WT)  card 
1200  NonSw  (WT)  card 
CSP  Stage  2 

Internal  wrap  of  control 
output  register. 
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C802 

A-A1K2 

90 

4177000 

SLCA  Comm  card 

If  new  installation,  check 

Channel 
Cables 

10 

device  adr  switches  on 
connm  adapter  card  (SW  5  & 
6)  should  be  on /off). 

C803 

A-A1K2 

90 

4177000 

SLCA  Comm  card 

Internal  wrap  of  control 

A-A1G2 

5 

5864683 
5864668 
8527032 
85G4508 
6173448 
5167246 
5167248 

X.21  card 

EIA  card 

DDSA  card 

1200  Sw  (US)  card 

1200  NonSw  (US)  card 

1200  Sw(WT)  card 

1200  NonSw  (WT)  card 

output  register. 

A-A1L2 

5 

4234069 

CSP  Channel  card 

C804 

A-A1K2 

75 

4177000 

SLCA  Comm  card 

Timer  test  failed,    ysiem 

A-A1L2 

A-A1B3/ 

A-A2U3 

20 
3 

4234069 
4234073 

CSP  Channel  card 
Chanrfel  terminator 

clocks  possibly  bad  to 

comm  beard.  A-A1B3/A-A2U 

terminates  system  clock 

lines. 

A-A1L2  IS  source  for 

system  clocks 

C805 

A-A1 K2 

95 

4177000 

SLCA  Comm  card 

If  new  Installation,  check 
NRZswitch(SW4)on 
A-A1 K2  cfird  must  be  set 
to  off. 

C807 

A-A1B2 

90 

41/7019 

Internal  Clock  card 

If  new  installation. 

A-A1K2 

10 

4177000 

SLCA  Comm  card 

Verify  ^configuration  is 
ok.  MDITUT81 19  runs  only 
when  internal  clock  is 
configured. 

C808 

A-A1K2 

90 

4177000 

SLCA  Comm  card 

MDITUT8107,  T&110 

A-A1 L2 

5 

4234069 

CSP  Chanrsei  card 

through  T81 18  and  T81 20 
through  T81 28  can  cause 
this  SRC. 

C809 

A-A1G2 

95 

5864683 

X.21  card 

X.21  (SW)  internal  wrap 

A-A1K2 

5 

4177000 

SLCA  Comm  card 

TU  failed. 
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2032 

Diskette  operation  - 
orient  -  SIPLML. 

2033 

Diskette  operation  - 
select  -  $IPLML. 

2034 

Diskette  operation  - 
recalibrate  -  $IPLML. 

2035 

Diskette  operation  - 
read  valid -SIPLML. 

2036 

Diskette  operation  - 
read  bootstrap  -  $IPLML. 

2040 

Start  logging  table 
initialization  -  $IPLML 

240F 

Program 

System  Entry  not  in  system 
UDT.  Run  Configure. 

24CC 

Custmiz 
Program 

Diskette  I/O  error. 

24E1 

Custmiz 
Program 

The  Personal  Computer 
DSKT01  is  not  in  the 
microcode  level  table. 

24E2 

Custmiz 
Program 

The  DSKT01  cm  number 
does  not  mat':jh  the  part 
number  in  the  microcode 
level  table. 

24E3 

Custmiz 
Program 

The  RPQ  table  in  the 
microcode  level  table 
is  full. 

24E4 

Custmiz 
Program 

The  first  message  library 
is  not  on  the  diskette. 

24E5 

Custmiz 
Program 

The  second  message  library 
is  not  on  the  diskette. 

24E6 

Custmiz 
Program 

The  third  message  library 
is  not  on  the  diskette. 
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24E7 

Custmiz 
Program 

The  fourth  message  library 
is  not  on  the  diskette. 

24E8 

Custmiz 
Program 

The  display  code  is  not 
on  the  microcode  diskette. 

24E9 

Custmiz 
Program 

Tho  PARM  table  is  not 
on  the  microcode  diskette. 

24EA 

Custmiz 
Program 

An  invalid  screen  number 
was  specified  or  screen 
not  found. 

24EE 

Custmiz 
F  ogram 

An  invalid  message  number 
was  specified  or  message 
not  found. 

24EF 

Custmiz 
Program 

Diskette  I/O  error. 

24FF 

Custmiz 
Program 

Program  error.  See  Setting 
Up  Your  Computer  Manuai. 

3006 

Permanent  disk  error. 
Dump  could  not  be  taken. 
Go  to  MAP  9500,A  (2       )) 
or9700,A(10SR). 

300b 

Permanent  disk  error. 
Dump  could  not  be  taken. 
GotoMAP9500,A(21ED) 
or9700,A(10SR). 

301 E 

Permanent  disk  errc. 
D^mp  could  not  be  taken. 
GotoMAP9500,A(21ED) 
or9700,A(10SR). 

3032 

Permanent  disk  error. 
Dump  could  not  be  taken. 
Goto  MAP9500,A(21ED) 
or9700,A(10SR). 
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3035 

Permanent  ciisk  error. 
Dump  could  net  be  taken. 
GotoMAP9500,A(21F.D) 
or9700,A(10SR). 

3039 

A-A1H2 
A-A1J2 

75 
20 

4177036 
4177038 
4237136 
2597763 
4177027 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 

First  work  station 
controller  error  occurred. 
See  MAP  7001. 

3043 

Permanent  disk  error. 
Dump  could  not  be  taken. 
GotoMAP9500,A(21ED) 
or9700,A(10SR). 

3049 

Work  station  error.  System 
dump  could  not  be  taken 
because  of  an  error  with 
work  station  controller. 

304A 

Diskette  error  during 
system  dump. 

304C 

Permanent  disk  erior  oi 
work  station  error. 
GotoMAP9500,A(21ED) 
or9700,A(10SR). 
If  the  disk  MAP  does  not 
identify  a  failure,  then 
go  to  work  station  MAP 
7001,  A. 

304d 

Permanent  tape  error 
during  system  dump.  The 
dump  could  not  be  taken. 

3069 

A-A3S2 
A-A3T2 

75 
20 

4237136 
2597763 
4177027 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  Adapter  card 

Second  work  station 
controller  error  occurred. 
See  MAP  7001. 
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30CA 

Permanent  disk  error. 
Dump  could  not  be  taken. 
GotcMAP9500,A(21ED) 
or9700,A(10SR). 

30F1 

Permanent  disk  error 
during  condense  of 
system  library. 
GotoMAP9500,A(21ED) 
or9700,A(10SR). 

5010 

An  error  occurred  on  the 
display  station  address 
X  on  port  Y. 

Options  are:  0  to  bypass 
1  to  retry 

5020 

The  work  station  printer 
address  X  on  port  Y  is 
not  ready. 

Options  are:  0  to  bypass 
1  to  retry 

5021 

The  work  station  printer 
address  X  on  port  Y  is 
out  of  forms. 
Options  are:  0  to  bypass 
1  to  retry 

5022 

\ 

The  work  station  printer 
address  X  on  port  Y  has 
a  forms  check. 
Options  are:  0  to  bypass 
1  to  retry 

5023 

The  work  station  printer 
address  X  on  por1  Y  has 
a  graphic  check. 
Options  are:  0  to  bypass 
1  to  retry 

C04 
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5024 

The  work  station  printer 
address  X  on  port  Y  has 
a  print  check. 
Options  are:  0  to  bypass 
1  to  retry 

5025 

The  work  station  printer 
address  X  on  port  Y  has 
a  machine  check. 
Options  are:  0  to  bypass 
1  to  retry 

5026 

The  work  station  printer 
address  X  on  port  Y  has 
a  paper  jam. 

Options  are:  0  to  bypass 
1  to  retry 

5027 

The  work  station  printer 
address  X  on  port  Y  has 
a  ribbon  jam. 
Options  are:  0  to  bypass 
1  to  retry 

5028 

The  work  station  printer 
address  X  on  port  Y  has 
an  unrecoverable  error. 
Options  are:  0  to  bypass 

5030 

A  communications  error 
has  occurred  on  line  N. 
Options  are:  0  to  bypass 
1  to  retry 

50CE 

The  UDT  is  bad  or  3262 
I/O  not  found  on  disk. 

5099 

CSU  pass  2  driver  module 
not  found  on  diskette  in 
slot  1  or  diskette  I/O 
error. 
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51CE 

MSP  error    bad  diskette 
PMSDIF  not  found  ,  bad 
diskette. 

52CE 

MSP  error ,  bad  diskette 
PMSDIF  not  found  ,  bad 
diskette. 

5360 

CSU  pass  1  completed 
correctly. 

5b4F 

A  tape  drive  has  a  cable 
connection  problem. 

5b7C 

A  tape  drive  is  not  ready. 

5bA6 

A  file  protect  ring  is  not 
installed. 

5bCE 

A  tape  drive  has  an 
unrecoverable  error. 

5bd3 

A  tape  drive  has  a  media 
probiem. 

5bFF 

Tape  drive  1  is  not 
installed. 

5CCE 

The  system  console  has 
an  error. 

5E43 

The  3262  printer  has  a 
forms  jam. 

Options  are:  0  to  bypass 
1  to  retry 

5E50 

The  3262  printer  is  out 
of  forms. 

Options  are:  0  to  bypass 
1  to  retry 

5E51 

The  3262  printer  is  not 
ready.                                            ' 
Options  are:  0  to  bypass 
1  to  retry 
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5E80 

The  3262  printer  has  a 
cable  interlock  check. 
Options  are:  0  to  bypass 
1  to  retry 

5E83 

The  3262  printer  is  not 
powered  on. 
Options  are:  0  to  bypass 
1  to  retry 

5E87 

The  3262  printer  unit  or 

belt  cover  is  not  in 

place. 

The  only  option  is: 

0  to  bypass 

5ECE 

The  3262  printer  has  an 
unrecoverable  error. 
Options  are:  0  to  bypass 
1  to  retry 

7151 

'^"ogram 

Work  station  error  code 
program  problem. 
SNA  function  not  supported 
(work  station  display). 

7154 

Undefined  remote  error 
(work  station  display). 
Run  communications  problem 
determination. 

7156 

Program 

Work  station  error  code 
program  problem. 
SNA  state  error 
(work  station  display). 

7157 

Program 

Work  station  error  code 
program  problem. 
SNA  RH  usage  error 
(work  station  display). 
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7158 

Program 

Work  station  error  code 
program  problem. 
SNA  path  error 
(work  station  display). 

7163 

Program 

Work  station  error  code 

program  problem. 

Undefined  data  link 

protocol  (DLP)  detected 

error 

(work  station  display). 

7164 

Program 

Work  station  error  code 
program  problem. 
Request-on-line  received 
(work  station  display). 

7165 

DLP  time-out  condition 
(work  station  display). 
Run  communications  problem 
determination. 

7166 

Severe  line  degradation 
(work  station  display). 
Run  communications  problem 
determination. 

7167 

Program 

Work  station  error  code 
program  problem. 
Protocol  violation 
(work  station  display). 

7168 

Permanent  DLP  hardware 

error 

(work  station  display) 

Run  communications  problem 

determination. 

7169 

SNA  request  not  valid 
(work  station  display). 
Run  communications  problem 
determination. 

COS 


311 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

71 6A 

Program 

Work  station  error  code 
program  problem. 
DLP  communication  error 
(work  station  display). 

716b 

DLP  communication  reset 
(work  station  display). 
Run  communications  problem 
determination. 

7251 

Program 

Work  station  nrror  code 
program  problem. 
SNA  function  not  supported 
(work  station  printer). 

7254 

Undefined  remote  error 

(work  station  printer). 

Run  communications  problem 

determination. 

7255 

Program 

Work  station  error  code 

program  problem. 

Change  direction  sent  to 

printer 

(work  station  printer). 

7256 

Program 

- 

Work  station  error  code 
program  problem. 
SNA  state  error 
(work  station  printer). 

7257 

Program 

Work  station  error  code 
program  problem. 
SNA  RH  usage  error 
(work  station  printer). 

7258 

Program 

Work  station  error  code 
program  problem. 
SNA  path  error 
(work  station  printer). 
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7263 

Progrc»fn 

Work  station  error  cods 

proyram  problem. 

Undefined  data  link 

protocol  (DLP)  detected 

error 

(work  station  printer). 

7264 

Program 

Work  station  error  code 
progrann  problem. 
Request-on-line  received 
(work  station  printer). 

7265 

DLP  time-out  condition 

(work  station  printer). 

Run  communications  problem 

determination. 

7266 

* 

Severe  line  degradation 

(work  station  printer). 

Run  communications  prob'em 

determination. 

7267 

- 
Program 

Work  station  error  code 
program  problem. 
Protocol  violation 
(work  station  printer). 

7268 

Permanent  DLP  hardware 

error 

(work  station  printer). 

Run  communications  problem 

determination. 

7269 

Program 

Work  station  error  code 
program  problem. 
SNA  request  not  valid 
(work  station  printer). 

726A 

Program 

Work  station  error  code 
program  problem. 
DLP  communication  error 
(work  station  printer). 
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726b 

DLP  communication  reset 

(work  station  printer). 

Run  communications  problem 

determinatior. 

8101 

Premature  end  of  the  data 

stream  detected 

(work  station  display). 

Run  communications  problem 

determination. 

8102 

Program 

Work  station  error  code 
program  problem. 
Invalid  row/column  address 
(work  station  display). 

8103 

Program 

Work  station  error  code 
program  problem. 
Fields  not  defined  in 
ascending  address  order 
(work  station  display). 

8104 

Program 

Work  station  error  code 
program  problem. 
Either  there  is  an  escape 
character  missing  or 
there  is  an  invalid 
command  code  after  an 
escape  character 
(work  station  display). 

8105 

Program 

Work  station  error  code 
program  problem. 
Invalid  start  field  length 
(work  station  display). 

8106 

Program 

Work  station  error  code 

program  problem. 

Invalid  start  field 

address 

(work  station  display). 
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8107 

Program 

Work  station  error  code 

program  problem 

A  restore  command  has  been 

sent  to  the  wrong  display 

or  data  not  completed  has 

been  sent  with  the  restore 

command 

(work  station  display). 

8108 

Program 

Work  station  error  code 
program  problem. 
An  attempt  has  been  made 
to  define  an  input  field 
that  extends  passed  the 
end  of  the  display  screen 
(work  station  display). 

8109 

Program 

Work  station  error  code 
program  problem. 
Format  table  overflow. 
Too  many  input  fields 
have  been  defined 
(work  station  display). 

8110 

Program 

Work  station  error  code 
program  problem. 
An  attempt  has  been  made 
to  write  data  passed  the 
end  of  the  display  screen 
(work  station  display). 

8111 

Program 

Work  station  error  code 
program  problem. 
Start  of  header  length 
does  not  equal  3 
(work  station  display). 
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8112 

Program 

Work  station  error  code 

program  problem 

Roll  parameter  error 

Invalid  data  following 

a  roll  command  has  been 

detected 

(work  station  display). 

8113 

Program 

Work  station  error  code 
program  problem. 
Missing  or  invalid  start 
field  attribute  or  field 
format  word 
(work  station  display). 

8114 

Program 

Work  station  error  code 
program  problem. 
Invalid  load  display 
station  memory  command 
(work  station  display). 

8115 

Program 

Work  station  error  code 
program  problem. 
Invalid  clear  unit 
alternate  parameter 
(work  station  display). 

8116 

Program 

Work  station  error  code 

program  problem. 

Invalid  structured  field 

length 

(work  station  display). 

8117 

Program 

Work  station  error  code 
program  problem. 
Invalid  structured  field 
class  or  type  value 
(work  station  display). 
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8118 

Program 

Work  station  error  code 
program  problem 
Invalid  structured  field 
parameter  value 
(work  station  display). 

8131 

Program 

Work  station  error  code 
program  problem. 
Invalid  field  length. 
An  invalid  input  field 
length  has  been  detected 
on  the  display  screen 
(work  station  display). 

8132 

Program 

Work  station  error  code 
program  problem. 
Resequence  error. 
There  is  an  invalid 
resequencing  field  control 
word  in  the  format  table 
(work  station  display). 

8134 

Program 

Work  station  error  code 
program  problem. 
Shift  character  omission 
or  misplacement  in  an  IGC 
open  field 
(work  station  display). 

8142 

Program 

Work  station  error  code 

program  problem. 

Invalid  data  stream  byte 

count  of  a  request  to 

configure  a  new  work 

station 

(work  station  display). 

8143 

Program 

( 

Work  station  error  code 

program  problem. 

Invalid  work  station  unit 

address 

(work  station  display). 

CI4 
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8144 

Program 

Work  station  error  code 

program  problem 

Unit  address  already 

configured 

(work  station  display). 

8145 

Program 

Work  station  error  code 
program  problem. 
Attempt  to  configure  too 
many  work  stations 
(work  station  display). 

8160 

Program 

Work  station  error  code 
program  problem. 
System  detects  a  value 
greater  than  4096  in  the 
length  field  of  a  display 
station  lOB 
(work  station  display). 

8161 

Program 

Work  station  error  code 

program  problem. 

lOB  command  modifier  is 

invalid 

(work  station  display). 

8162 

Program 

Work  station  error  code 

program  problem.  The        - 

work  station  controller 

has  detected  a  value  of 

zero  (0)  in  the  length 

field  of  a  display  station 

lOB 

(work  station  display). 

8163 

Program 

/ 

Work  station  error  code 
program  problem. 
Invalid  unit  address 
(work  station  display). 
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8164 

Program 

Work  station  error  code 

program  problem. 

Byte  count  for  read  fields 

not  equal  to  number  of 

field  positions 

(work  station  display). 

8166 

Prcyram 

Work  station  error  code 

program  problem. 

Display  station  in  eiror 

mode 

(work  station  display). 

8167 

Program 

Work  station  error  code 

program  problem. 

Display  station  not  in 

session 

(work  station  display). 

8169 

Program 

Work  station  error  code 

program  problem.  Not  ready 

because  (A  operator  eiror 

mode  or  system  request 

mode 

(work  station  display). 

8170 

Program 

Work  station  error  code 

program  problem. 

Read  issued  to  unlocked 

keyboard 

(work  station  display). 

8260 

Program 

Work  station  error  code 

program  problem. 

Value  greater  than  4096 

in  length  field  of  printer 

lOB 

(work  station  printer). 
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F,^U  DESCRIPTION 

SERVICE  COMMENTS 

8261 

Program 

Work  station  error  code 
program  problem. 
lOB  modifier  is  invalid 
(work  station  printer). 

8262 

Program 

Work  station  error  code 
program  problem. 
Invalid  bvte  count  in 
pnnter  lOB 
(work  station  printer). 

8263 

Program 

Work  station  error  code 
program  problem. 
Invalid  unit  address  m 
unit  address  iield  of 
printer  lOB 
(work  station  printer). 

8265 

Program 

Work  station  error  code 
program  problem. 
Print  bufter  not  available 
(work  station  printer). 

8266 

Program 

Work  station  error  code 
program  problem. 
Printer  in  error  mode 
(work  station  printer). 

8267 

Program 

Work  station  error  code 
program  problem. 
Printer  not  in  session 
(work  station  printer). 

8269 

Program 

Work  station  error  code 
program  problem. 
Cancel  request 
(work  station  printer). 
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FRU  DESCRIPTION 

SERVICE  COIVjMENTS 

AOOO 

Unexpected  error. 
Ro-customize  and /or  use  a 
nevj  set  of  diskettes.  If 
problem  persists, 
mitiHlizo  disk  A  and 
re-C'JStomize. 

A001 

Unexpected  error. 
Re-custonnize  and/or  use  a 
new  set  of  diskettes  If 
problem  persists, 
initiRiize  disk  A  and 
re-customize. 

A1bO 

Disk  lOB  program  error. 

A1A0 

Disk  I/O  error.  Press  CSP 
Start  to  retry.  Run  System 
Customize  from  DCP  Menii 
with  "CECE"  entered  on 
the  panel  display 
MAPRef  if  21ED=9500,  If 
10SR=9700. 

A1C1 

Workstation  I/O  data 
stream  error. 

Ensure  that  lie  console  was 
powered  or'   Ensure  that 
system  con',.)le  tiddress  is 
0.  Attempt  a  different 
diskette  or  go  to  MAP 
0101. 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

IbAI 

8809-G2 
8809- F2 
8809-HD 

50 
30 
10 

4449955 
4469628 

8809  logic  card 
8809  logic  card 

Write  bus  parity  check. 

'bA2 

8809- H  2 
8809-HD 

50 
40 

4733684 

8809  logic  card 

Write  current  failure. 

1bA3 

8809-H2 
8809-HD 

50 
40 

4733684 

8809  logic  card 

Write  enable  failure. 

1bA4 

8809-F2 
8809-G2 
8809-HD 

40 
30 
10 

4469628 
4449955 

8809  logic  card 
8809  logic  c«rd 

Read  bus  parity  check. 

1bA5 

8809-G2 
8809-C2 
8809-H2 

50 
30 
10 

4449955 
4733758 
4733684 

8809  logic  card 
8809  logic  card 
8809  logic  card 

Select  alert  and  no 
error  condition  on. 

1bA6 

8809-H2 
8809-TD 
8809-G2 

40 
30 
10 

4733684 
2337810 
4449955 

8809  logic  card 
8809  Transducer  card 
8809  logic  card 

Write  enable  error. 

1bA7 

8809-F2 
8S09-G2 
880;j-H2 
8809-HD 

40 
30 
10 
10 

4469628 
4449955 
4733684 

8809  logic  card 
8809  logic  card 
8809  logic  card 

Not  capable  space  disk. 

IbCO 

8809-H2 
8809-TD 

40 
40 

4733684 
2337810 

8809  logic  card 
8809  Transducer  card 

Data  check  on  write. 
EOT  after  a  write  op. 

IbCI 

8809-G2 

90 

4449955 

8809  logic  card 

Data  check  on  read. 
Tape  mark  detected. 

1bC3 

8809-G2 

8809-H2 

8809-C2 

A-A2I  ? 

A-A2Kr. 

A-A2U4 

40 
25 
15 
10 
5 
5 

4449955 
^733684 
4733758 
2597725 
2462228 
8636630 

8809  logic  card 
8809  logic  card 
8809  logic  card 
Tape  adapter  card 
Data  Stor  Adapter  2  cd 
Cable 

Data  overrun. 

1bC4 

8809G2 
8809- H2 
8809- F2 

40 
30 
20 

4449955 
4733684 
4469628 

8809  logic  card 
8809  logic  card 
8809  logic  card 

Not  capable  after  wrt  0. 
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FRU  DESCRIPTION 

1 
SERVICE  COMMENTS 

1bC5 

8809-G2 
8809-H2 
8809- F2 
8809- HD 

40 
30 
20 
10 

4449955 
4733684 
4469628 

8809  logic  card 
8b09  logic  card 
8809  logic  card 

PEID  check  after  wd  0. 

1bC6 

8809-F2 
8809-G2 
8809- HD 

40 
30 
10 

4469628 
4449955 

8809  logic  card 
8809  logic  card 

Write  tape  mark  error. 

1bC7 

8809-F2 
8809-G2 
8809- HD 

40 
30 
10 

4469628 
4449955 

8809  logic  card 
8809  logic  card 

Multitrack  error  after 
wrt  op. 

IbCA 

8809-F2 
8809-G2 
8809-H2 
8809- HD 

40 
3C 
10 
10 

4469628 
4449955 
4733684 

8809  logic  card 
8809  logic  card 
8809  logic  card 

Envelope  check  after 
wrt  op  (media). 

IbCb 

8809-G2 
8809-F2 
8809-HD 

40 
30 
10 

^V449955 
4469628 

8809  logic  card 
8309  logic  card 

Start  read  check  after 
wrt  cp. 

IbCC 

8809-G2 
8809- H2 
880i*-F2 
8809-HD 

30 
20 
20 
10 

4449955 
4733684 
4469628 

8809  logic  card 
8809  logic  card 
8809  logic  card 

End  data  check  after 
wrt  op. 

IbCd 

8809-G2 
8809- F2 
8809-H2 
8809-HD 

40 
20 
20 
10 

4449955 
4469628 
4733684 

8809  logic  card 
8809  logic  card 
8809  'ogic  card 

Not  capable  after  non 
wrt  op. 

IbCE 

8809-F2 
»809-G2 
8809-HD 

40 
30 
20 

4469628 
44499G5 

88U9  logic  card 
8809  logic  card 

Crease  after  A  non  wrt 
op  (media). 

IbCF 

1 

8809-F2 

8809-G2 

8809-HD 

A-A2L2 

A-A2K2 

A-A2U4 

30 
30 
10 
10 
5 
5 

4469628 
4449955 

2597725 
2462228 
8636630 

8809  logic  card 
8809  logic  card 

Tape  adapter  card 
Data  Stor  Adapter  2  cd 

Cable 

1 

No  track  pointer  after 
wrt  op  (media). 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

IbdO 

8809-F2 

40 

4469628 

8809  logic  card 

Multitrack  error  after 

8809-G2 
8S09-HD 

30 
10 

444S955 

8809  logic  card 

a  non  write  op. 

Ibdl 

8809- F2 

40 

4469628 

8809  logic  card 

Skew  error  after  non 

8809-G2 
8809- HD 

30 
10 

4449955 

8809  logic  card 

write  op. 

1bd2 

8B09-G2 

40 

4449955 

8809  logic  card 

Start  read  check  after 

8809-H2 

20 

4733684 

8809  logic  card 

8809-F2 
8809-HD 

10 
10 

4469628 

8809  logic  card 

a  non  write  op. 

1bd3 

8809-G2 

40 

4449955 

8ri09  logic  card 

Read  data  check  after 

8809-H2 

20 

4733684 

8809  logic  card 

8809- F2 
8809-HD 

20 
10 

4469628 

8809  logic  card 

a  non  write  op. 

1bd4 

8809-G2 

30 

4449955 

8809  logic  card 

PE ID  check-  LWR. 

8809-C2 

20 

4733758 

8809  logic  card 

8809-F2 

20 

4469628 

8809  logic  card 

8809-H2 

10 

4733684 

8809  logic  card 

8809-HD 

10 

1bd5 

8809-G2 

40 

4449955 

8809  logic  card 

End  data  check  on  LWR. 

8809- F2 

30 

4469628 

8809  logic  card 

8809-HD 

20 

1bd6 

8809-G2 

40 

4449955 

8809  logic  card 

Multitrack  error  after  a 

8809- F2 

30 

4469628 

8809  logic  card 

LWR. 

8809-HD 

20 

8809-H2 

10 

4733684 

8809  logic  card 

1bd7 

&809-G2 

40 

4449955 

8809  logic  card 

Envelope  checl;  after  a 

8809-F2 

30 

4469628 

8809  logic  card 

LWR. 

8809-HD 

20 

A-A2U5 

5 

8636630 

Cable 

IbdA 

8809-G2 

30 

4449955 

8809  logic  card 

Start  read  check  after  a 

8809-F2 

20 

4469628 

8809  logic  card 

LWR. 

8809-H2 

20 

4733684 

8809  logic  card 

8809-HD 

10 

288 


B03 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

Ibdb 

8809-G2 

30 

4449955 

8809  logic  card 

End  data  check  after  a 

8809- F2 

20 

4469528 

8809  logic  card 

LWR. 

8809-H2 

20 

4733634 

8809  logic  card 

8809- HD 

10 

IbFO 

8809-C2 

50 

4733758 

8809  logic  card 

Timeout  on  data  transfer 

8809-H2 

40 

4733684 

8809  logic  card 

IbFI 

8809-C2 

80 

4733758 

8809  logic  card 

Select  alert  but  sense 

A-A2L2 

10 

2597725 

Tape  adapter  card 

data  does  not  specify 

A-A2U5 

10 

8636630 

Cable 

cause. 

1bF2 

8809-C2 

80 

4733758 

8809  logic  card 

Check  end  but  no  data 

A-A2L2 

10 

2597725 

Tape  adapter  card 

check. 

A-A2U5 

10 

8636630 

Cable 

1bF4 

8809-C2 

75 

4733758 

8809  logic  card 

Tinneout  on  data  transfer. 

A-A2L2 

10 

2597725 

Tape  adapter  card 

A-A2K2 

10 

2462228 

Data  Stor  Adapter  2  cd 

A-A2J2 

5 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  ctrl  card 

1bF5 

Tape  OLPD  detected  an 
error  condition. 

IbFF 

8809-C2 

30 

4733758 

8809  logic  card 

Time  out  waiting  for 

8809-G2 

20 

4449955 

8809  logic  card 

tag  valid  on  selection. 

A-A2U4 

10 

8636630 

Cable 

A-A2U5 

10 

8636630 

Cable 

A-A2L2 

10 

2597725 

Tape  adapter  card 

A-A2K2 

10 

2462228 

Data  Stor  Adapter  2  cd 

1C00 

A-A1H2 

69 

4177036 

WSC  Base  card  16  KW 

Default  error  code  for 

4177038 

WSC  card  48  KW 

w/s  attacnment. 

4237136 

WSC  card  64  KW 

2597763 

WSC  card  64  KW 

A-A1J2 

30 

4177027 

WS  adapter  card 

1C01 

A-A1H2 

69 

4177036 
4177038 
4237136 
2597763 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

Failure  in  w/s  attachment. 

A-A1J2 

30 

4177027 

j  WS  adapter  card 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

1C02 

A-A1H2 

99 

4177036 
4177038 
4237136 
2597763 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

W/S  attachment  controller 
failed. 

1C03 

A-A1J2 
A-A1H2 

A-A1V4 

95 
2 

2 

4177027 
4177036 
4177038 
4237136 
2597763 
8636624 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  cable  assembly 

Failure  with  w/s  adapter. 

1C04 

Mcode 
A-A1H2 

A-A1J2 

89 
5 

5 

4177036 
4177038 
4237136 
2597763 
4177027 

WSC  Base  card  lb  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  adapter  card 

A  w/s  microcode  error 
has  been  detected. 

IdOl 

A-A1 F2/ 

A-A2F2 

A-A1E2/ 

A-A2E2 

70 
25 

4247739 
4247740 

2462228 

Diskette  adapter  card 
Diskette  adapter  card 

Data  stor  adapter  1  cd 

DSA  detected  parity  error 
during  data  transfer  or 
DPC  sense  of  adapter  card. 
Run  MDIs  for  additional 
isolation  before  replacing 
FRUs. 

1d02 

A-A1F2/ 

A-A2F2 
A-A1 E2/ 
A-A2E2 
A-A1G4/ 

A-A2G4 

70 

25 
4 

4247739 
4247740 

2462228 

2462692 
8562949 

Diskette  adapter  card 
Diskette  adapter  card 

Data  stor  adapter  1  cd 

Diskette  VFO  card  72M 
Diskette  VFO  card  51TD 

Adapter  card  timed  out. 
Adapter  ca'd  interface 
busy  time  cut.  Ru'i  MDIs 
for  additional  isolation 
before  replcicing  FRUs. 

1d03 

Channel 
A-A1 E2/ 
A-A2E2 

90 
10 

2462228 

Data  stor  adapter  1  cd 

DSA  detected  a  not  valid 
parity  during  a  cycle 
steal  opera;ion  on 
system  channel. 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

1d04 

A-A1E2/ 
A-A2E2 

70 

2462228 

Data  stor  adapter  1  cd 

DA  detected  not  valid 
parity  during  data 

A-A1F2/ 

25 

4247739 

Diskette  adapter  card 

transfer  or  DPC  load  to 
DA.  Run  MDIs  for 

4247740 

Diskette  adapter  card 

additional  isolation 

A-A2F2 

before  replacing  FPUs. 

1d05 

A-A1E2/ 
A-A2E2 

55 

2462228 

Data  stor  adapter  1  cd 

Overrun  or  underrun 
condition  sensed  during 

A-A1F2/ 

30 

4247739 

Diskette  adapter  card 

data  operation.  Run  MDIs 
for  additional  isolation 

4247740 

Diskette  adapter  card 

before  replacing  FRUs. 

A-A2F2 

System 

15 

1d06 

A-A1F2/ 

75 

4247739 

Diskette  adapter  card 

Not  a  valid  write  gate/ 

A-A2F2 

4247740 

Diskette  adapter  card 

erase  gate  wrap  or 

unsafe. 

DCC  =  drive  control  card. 

DCC 

18 

Drive  Co 

troi  card 

Check  for  open  read /write 
or  erase  coils  or 

Head 

5 

connector. 

A-A1V5/ 

2 

8636636 
8636635 

Diskette  cable  72IVID 
Diskette  cable  51TD 

A-A2V5 

ld07 

Drive 

50 

Diskette  not  at  speed 
(quick);  hard-sector 

Diskete 

50 

■* 

(multiple  hole)  dskt. 
Run  MDIs  for  additional 
isolation  before  replacing 
FRUs. 

1d08 

A-A1F2/ 

88 

4,?47739 

Diskette  adapter  card 

72  MD  parity  error. 

4247740 

Diskette  adapter  card 

DCC  =  drive  control  card. 
Run  MDIs  for  additional 

A-A2F2 

isolation  before  replacing 

DCC 

10 

Drive  Co 

trol  card 

FRUs. 

A  A1V5/ 

02 

3636636 
8636635 

Diskette  cable  72MD 
Diskette  cable  51TD 

A-A2V5 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

1d09 

Auto 

loader 

hdware 

80 

72MD  motion  check 
detected  or  wrap  error. 
Picker  fails  or  no 

diskette  in  slot  selected. 

DCC  =  drive  control  card. 

Run  MDIs  for  additional 

DCC 

20 

Drive  Co 

trol  card 

isolation  before  replacing 
FRUs. 

IdOA 

Media/ 
op 

60 

Diskette  not  at  speed 
(stopped  or  slow).  No 

diskette  in  drive.  If 

unable  to  separate  media/ 

Drive 

JO 

operator,  go  to  MAP  01 79, 

A-A1F2/ 

10 

4247739 
4247740 

Diskette  adapter  card 
Diskette  adapter  card 

Entry  Point  A. 

A-A2F2 

IdOb 

User 
Program 

95 

System  received  not  valid 
parameter  (noop). 

A-A1V5/ 

8636636 
8636635 

Diskette  cable  72MD 
Diskette  cable  51 TD 

A-A2V5 

DCC 

Drive  Co 

trol  card 

IdOC 

A-A1F2/ 

40 

4247739 

Diskette  adapter  card 

Cylinder  mismatch.  Run 

4247740 

Diskette  adapter  card 

MDIs  for  additional 
isolation. 

A-A2F2 

DCC  =  drive  control  card. 

DCC 

30 

Drive  Co 

trol  cs;d 

Drive 

1 

30 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

IdOF 

Media/ 

op 

A-A1F2/ 

94 

CRC  error;  missing  AM;  ID 
not  found;  invokerJ  ECC; 

1 

4247739 

Diskette  adapter  card 

not  a  valid  control 
record; 

4247740 

Diskette  adapter  card 

write  verify  mismatch; 

fK-M.?l 

72MD  cover  not  closed 

DCC 

1 

Drive  Co 

trol  card 

or  cover  switch  foiling. 

A-A1G4/ 
A-A2G4 

1 

2462692 
8562949 

Diskette  VFO  card  72M 
Diskette  VFO  card  51TD 

If  unable  to  separate 
media /operator /hardware 
go  to  MAP  01 79,  Entry 
Point  A. 

A-A1V5/ 

1 

8636636 
8636635 

Diskette  cable  72MD 
Diskette  cable  51 TD 

A-A2V5 

Head 

1 

Pwr  cbl 

1 

IdAO 

A-A1F2/ 

95 

4247739 

Diskette  adapter  card 

Write  control  or  read 

A-A2F2 

4247740 

Diskette  adapter  card 

control  error  while 
running  diskette  drive 

test.   Run  diskette  MDIs 

for  FRU  isolation. 

IdAI 

A-A1F2/ 

25 

4247739 

Diskette  adapter  card 

Cannot  read  cylinder  0 

DCC 

25 

4247740 
Drive  Co 

Diskette  adapter  card 
trol  card 

head  0  while  running 
diskette  drive  test. 
Run  diskette  MDIs  for 
additional  FRU  isolation. 

A-A1G4/ 

20 

2462692 
8562949 

Diskette  VFO  card  72M 
Diskette  VFO  card  51  TD 

A-A2G 

Head 

29 

1dA2 

A-A1F2/ 

20 

4247739 

Diskette  adapter  card 

Worn-head  test  fails  on 

DCC 

30 

4247740 
Drive  Co 

Diskette  adapter  card 
trol  card 

head  0  while  running 
diskette  drive  test. 
Run  diskette  MDIs  for 
additional  FRU  isolation. 

Head 

48 

A-A1V5/ 

1 

8b36636 
8636635 

Diskette  cable  72MD 
Diskette  cable  51TD 

A-A2V5 

A    » 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

Id  A3 

A-A1F2/ 

20 

4247739 

Diskette  adapter  card 

Worn-head  test  fails  on 

A-A2F2 

4247740 

Diskette  adapter  card 

head  1. while  running 
diskette  drive  test. 
Hun  diskijtte  MUls  tor 

DCC 

30 

Drive  Co 

tro!  card 

additional  FRU  isolation. 

Head 

48 

A-A1V5/ 

1 

8636636 
8636635 

Diskette  cable  72MD 
Diskette  cable  51 TD 

A-A2V5 

1dA4 

A-A1F2/ 

20 

4247739 

Diskette  adapter  card 

Worn-head  tesi  fails  on 

4247740 

Diskette  adapter  card 

both  0  and  1  while  running 
{  skette  drive  test. 

A-A2F2 

Run  diskette  MDIs  for 

DCC 

30 

Drive  Co 

trol  card 

additional  FRU  isolation. 

Head 

48 

A-A1V5/ 

1 

8636636 
8636635 

Diskette  cable  72MD 
Diskette  cable  51  TD 

A-A2V5 

1dA5 

DCC 

80 

Drive  Co 

trol  card 

Scan  test  fails  (hardware 

A-A1 F2/ 

20 

4247739 

Diskette  adapter  card 

error)  during  OLPD  after 

4247740 

Diskette  adapter  card 

drive  test  ran  correctly. 
Run  diskette  MDIs  for 

A-A2F2 

additional  FRU  isolation. 

1E11 

A-A2T2 

60 

4177009 

Print  State  Seq  card 

Hex  86  controller  error 

A-A2R2 

30 

4238420 

Printer  Ctrl  card  3262 

caused  by  a  program  loop 

A-A2S2 

8 

4177002 

Print  adapter  cd  3262 

time  out. 

The  131  milisecond  clock 

A-A1 L2 

1 

4234069 

CSP  Channel  card 

may  be  the  cause  of  the 

TCC/ 

1 

problem. 

A-A2 

1E12 

A-A2S2 

70 

4177002 

Print  adapter  cd  3262 

Hex  96  controller  error 

A-A2R2 

20 

4238420 

Printer  Ctrl  card  3262 

caused  by  a  DBI/  DBO  parity 

A-A2T2 

9 

4177009 

Print  State  Seq  card 

error. 

TCC/ 

1 

A-A2 
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1E13 


FRU 


A-A2T2 
A  A2R2 
A  A2S2 
TCC/ 
A-A2 


% 


75 

20 

4 

1 


P/N 


4177009 
<4  238420 
4177002 


FRU  DESCRIPTION 


Print  State  Seq  card 
Printer  Ctrl  card  3262 
Print  adapter  cd  3262 


SERVICE  COMMENTS 


Hex  B6  controller  error 
caused  by  a  storage  parity 
error. 


1E26 


Program 
error 


99 


Unprintable  character 
check.  The  data  sent  to 
the  3262  printer  has  a 
character  not  in  the 
belt  image  and  the 
option  to  stop  on 
unprintable  characters  has 
been  set.  See  the 
functions  reference 
manual. 


1E28     Program 
error 


99 


Program  error  occurred 
while  using  the  3262 
printer. 

Not  a  valid  SCS  command. 
This  error  indicates  that 
there  is  a  character 
string  in  the  range  of  hex 
00  through  3F  data  stream 
and  it  is  not  a  valid  SCS 
command.  This  error  may 
be  the  result  of  a  spool 
job  having  been  abnormally 
terminated  because  the 
system  was  either  powered 
down  or  an  IPL  was 
attempted  while  the  job 
was  running.  See  the 
functions  reference 
manual. 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

1E29 

Program 
error 

99 

Program  error  occurred 
while  i.sing  the  3262 
printer. 

Not  a  valid  SCS  parameter. 
(This  er-or  may  be  caused 
by  the  same  condition 
described  for  not  valid 
SCS  command.  It  may  also 
be  the  result  of  directing 
output  to  a  printer  which 
cannot  process  correctly). 
See  ihfj  functions 
reference  manual. 

1E30 

3262 

A-A2S2 

I/O  cbl 
A-A2R2 
TCC/ 
A-A2 

80 

10 
5 
3 
1 
1 

4177002 
4177009 

4238420 

Print  adapter  cd  3262 
Print  State  Seq  card 

Printer  Ctrl  card  3262 

Go  to  3262  Printer  Entry 

MapOGIO. 

Any  hammer-  on  check 

occurred  (a  hammer  driver 

is  on  in  the  3262  printer 

during  not  print  time). 

1E31 

A-A2S2 

3262 

A-A2T2 

I/O  cbl 

A-A2R2 

TCC/ 

A-A2 

69 

15 

10 

4 

1 

1 

4177002 
4177009 
4238420 

Print  adapter  cd  3262 
Print  State  Seq  card 
Printer  Ctrl  card  3262 

Firp  tier  check  (fire 

tier  pulses  are  out  of 

sequence). 

Go  to  3262  Printer  Entry 

MAP  0010. 

1E32 

3262 

A-A2S2 

A-A2T2 

I/O  cbl 

A-A2R2 

TCC/ 

A-A2 

68 
23 
5 
2 
1 
1 

4177002 
4177009 

4238420 

Print  adapter  cd  3262 
Print  State  Seq  card 

Printer  Ctrl  card  3262 

Go  to  3262  Printer  Entry 
MAP  0010. 

Hammer  echo  check  (an 
optioned  hammer  failed  to 
fire  or  a  hammer  that  was 
not  optioned  is  on). 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

1E33 

3262 

95 

Go  to  326?  Printer  Entry 
MAP  0010. 

A-A2S2 

3 

4177002 

Print  adapter  cd  3262 

Carnige  pedestal  check  (a 
short  circuited  carriage 

l/Ocbl 

1 

pedestal  driver  in  the 

TCC/ 

1 

3262  Printer  has  been 

A-A2 

detected). 

1E34 

3262 

58 

Go  to  3262  Printer  Entry 

A-A2S2 

25 

4177002 

Print  adapter  cd  3262 

MAP  0010, 

A-A2T2 

14 

4177009 

Print  State  Soq  card 

Printer  subscan  emitter 
check  (an  expected 
♦ransition  in  the  PSS 

A-A2R2 

1 

4238420 

Printer  Ctrl  card  3262 

I/O  cbl 

1 

emitter  did  not  occur  or 

TCC/ 

1 

occurred  too  soon). 

A-A2 

1E35 

3262 

80 

Go  to  3202  Pnrter  Entry 

A     A2S2 

10 

MAP  0010. 

A-A2R2 

2 

4238420 

Printer  Ctrl  card  3262 

Belt  sync  check  (possible 
that  the  print  belt 
installed  on  the  printer 

A-A2T2 

2 

4177009 

Print  State  Seq  card 

I/O  cbl 

2 

does  not  m  Uch  the  belt 

TCC/ 

1 

image  defined  to  the 

A-A2 

'f 

system). 

Program 

(•■ 

Error 

3 

1E36 

3262 

80 

Go  to  3262  Printer  Entry 
MAP  0010. 

A-A2S2 

15 

4177002 

Print  adapter  cd  3262 

Belt  up  to  speed  check 
(the  print  belt  did  not 

I/O  cbl 

4 

reach  running  speed  in  4.5 

TCC/ 

1 

seconds). 

A-A2 

1E37 

3262 

85 

Go  to  3262  Printer  Entry 

A-A2S2 

12 

4177002 

Print  adapter  cd  3262 

MAP  0010. 

I/O  cbl 

2 

i 

Belt  speed  check  (belt  up 

to  speed  inactive  while 

TCC/ 

1 

belt  go  was  active). 

A-A2 

BI2 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

1E38 

3262 

A-A2S2 
I/O  cbl 
TCC/ 
A-A2 

95 

3 
1 
1 

4177002 

P;int  adapter  cd  3262 

Go  to  3262  Printer  Entry 
MAP  0010. 

Print  busy  too  lony  cneck 
(printer  l:>usy  was  active 
longer  than  three  seconds 
during  a  print  cycle). 

1E39 

3262 

I/O  cbl 
A-A2R2 
TCC/ 
A-A2 

43 
35 
10 
10 
1 
1 

4177009 
4177002 
4238420 

Print  State  Seq  card 
Print  adapter  cd  3262 
Printer  Ctrl  card  3262 

Data  parity  check  (even 
oarity  on  the  hammer 
address  bus  was  detected 
during  a  print  cycle). 
Go  to  3262  Printer  bntry 
MAP  0010. 

1E40 

3262 

A-A2S2 
I/O  cbl 
TCC/ 
A-A2 

77 

20 
2 
1 

4177002 

Print  adapter  cd  3262 

Go  to  3262  Printer  Entry                 i 

MAP  0010. 

Carriage  check  4  (the 

1st  3  carriage  advance 

pulses  were  not  received 

in  6  ms  after  activating 

carriage  go). 

Note;  Noise  on  the  512 

msec  clock  may  be  a 

cause  of  this 

problem. 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

1E41 

3262 

77 

Go  to  3262  Printer  Entry 
MAP  0010. 

A-A2S2 

20 

4177002 

Print  adapter  cd  3262 

Carriage  check  3 
(indicates,  on  carnage 

l/Ocbl 

2 

skips  beyond  one  line, 

TCC/ 

1 

any  five  consecutive 

A-A2 

carriage  advance  pulses 
were  not  received  in  2.7 
ms(+0.0,  -0.7)  to  6.6 
ms  (0.6,  -0.0  MS)  while 
carriage  go  was  active). 
Note;  Noise  on  the  512 
msec  clock  may  be  a  cause 
of  this  problem. 

1E42 

3262 

77 

Go  to  3262  Printer  Entry 
MAP  0010. 

A-A2S2 

20 

4177002 

Print  adapter  cd  3262 

Carriage  check  1 
(indicates  that  the  third 

I/O  cbl 

2 

(last)  carriage  advance 

TCC/ 

1 

pulse  after  the  fall  of 

A-A2 

carriage  go  was  not 

received  by  the 

controller  in  10  ms 

(+/  0.5MS1). 

Note:  Noise  on  the  512 

msec  clock  may  be  a  cause 

of  this  problem. 

1E43 

3262 

77 

Go  to  3262  Printer  Entry 
MAP  0010. 

A-A2S2 

20 

4177002 

Print  adapter  cd  3262 

Forms  jam  (no  forms 
movement  was  detected  in 

I/O  cbl 

2 

the  last  10  to  22  lines 

TCC/ 

1 

of  print). 

A-A2 

BI4 
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% 
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FRU  DESCRIPTION 

SERVICE  COMMEMTS 

1E49 

• 

UndefiriHd  error  (the 
system  printer  error 
determination  procedure 
(EDP)  could  not  identify 
the  failure). 

Goto  MAP  0105,  Entry 
Point  A. 

1E50 

3262 
A-A2S2 
I/O  cbl 
TCC/ 
A-A2 

95 
3 

1 
1 

4177002 

Print  adapter  cd  3262 

Go  to  3262  Printer  Entry 
MAP  00 10.  End  of  forms. 

1E51 

3262 

A-m2R2 
A-A2S2 
I/O  cbl 
TCC/ 
A-A2 

80 
10 
5 
3 
1 
1 

4177009 
4238420 
4177002 

Print  State  Seq  card 
Printer  Ctrl  card  3262 
Print  adapter  cd  3262 

Printer  Is  not  ready. 
May  be  the  result  of  the 
stop  reset  key  being 
pressed. 

1E52 

3262 
A-A2S2 
I/O  cbl 

95 
4 
1 

4177C02 

Print  adapter  cd  3262 

Go  t'j  3282  Printer  Entry 

MAfOOIO. 

3262  CE  switch  is  on. 

1E53 

3262 
A-A2S2 
I/O  cbl 
TCC/ 
A-A2 

95 
3 
1 
1 

4177002 

4 — 

Print  adapter  cd  3262 

Go  to  3262  Printer  Entry 
MAP  0010. 
Print  unit  open  or  belt 
cover  not  in  place. 
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% 
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FRU  DESCRIPTION 


SERVICE  COMMENTS 


1E61 


1E62 


Program 
error 


99 


Program 
error 


1F30 


99 


3262 

A-A2S2 
I/O  cbl 
TCC/ 
A-A2 


90 

5 
4 
1 


4177002 


Print  adapter  cd  3262 


Program  error  occurred 
while  using  the  3262 
printer 

Not  valid  lOB  connmand, 
command  modifier  or  data 
length  is  not  valid. 
This  error  indicates  that 
the  command  or  command 
modifier  field  of  the 
printer  lOB  contains  a  not 
valid  value  or  that  the 
data  length  field  contains 
a  value  largei  than  256. 
See  the  funct  ons 
reference  manual. 


Program  error  occurred 
while  using  the  3262 
printer. 

Data  stream  reject. 
The  printer  control  unit 
has  detected  a  procedural 
problem  with  the  data 
stream  it  received.  See 
the  functions  reference 
manual. 


Go  to  3262  Printer  Entry 
MAP  0010. 
Cable  interlock  check 
has  occurred. 
Either  the  cabins  are 
installed  correctly  or 
the  system  contains  tiie 
hardware  for  a  3262 
printer  but  the  printer  is 
not  attached  to  the 
system. 


BI6 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

1E81 

3262 

A-A2S2 
I/O  cbl 
TCC/ 
A-A2 

95 

3 
1 
1 

4177002 

Print  adapter  cd  3262 

Go  to  3262  Printer  Entry 

MAP  0010. 

Th-^rmal  check  1  (thermal 

switch  opened  in  belt 

motor,  hammer  unit  fan, 

hammer  unit  or  power 

supply). 

1E82 

3262 

A-A2S2 
I/O  cbl 
TCC/ 
A-A2 

95 

3 

1 
1 

4177002 

Print  adapter  cd  3262 

Go  lu  3262  Printer  Entiy 

MAP  0010. 

Thermal  check  2  (indicates 

a  circuit  protector  m  the 

3262  has  tripped  because 

of  an  overcurrent 

condition). 

1E83 

3262 

A-A2T2 
A-A2S2 
I/O  cbl 
TCC/ 
A-A2 

85 

10 
3 
1 
1 

4177009 
4177002 

Print  State  Seq  card 
Print  adapter  cd  3262 

Go  to  3262  Printer  Entry 

MAP  0010. 

Printer  not  powered  on. 

Power  is  turned  off  or 

power  failure  has 

occurred. 

1E84 

A  A2T2 
A-A2S2 

Program 
Error 

49 
49 

2 

4177009 
4177002 

Print  State  Seq  card 
Print  adapter  cd  3262 

Data  transfer  check  (this 
error  occurs  when  either 
data  is  lost  or  too  much 
data  is  transferred 
between  the  input/oiitput 
control  iiandlei  (lOCH)  and 
the  printer  control  unit). 

-SE89 

3262 
A-A2S2 
I/O  cbl 
TCC/ 
A-A2 

95 
3 
1 
1 

4177002 

Print  adapter  cd  3262 

Go  to  3262  Printer  Entry 

MAP  0100. 

Ribbon  check  (the  ribbon 

is  stuck  or  is  moving  too 

slow  or  both  ribbon 

reverse  switches  are  on). 
1 

2000 

CSIPL  load  1  start  -  $IPL 

302 
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P/N 

FRU  DESCRIPTION 

SERVICF  COMMENTS 

2001 

lni(ialii:<>  pago  fobles  - 

2002 

Initialise  mam  storage  - 
$IPL. 

2010 

CSIPL  load  2  start  - 
$IPLML. 

2012 

First  disk  operation  - 
SIPLML. 

2013 

First  disk  operation 
complete  -  $IPLML. 

2014 

Process  unit  definition 
table  -  $IPLML. 

2016 

Call  $IPLOG  tor  logging 
tables  -  $IPL.ML. 

2018 

Start  communications 

controller 

load  -  $IPLML 

201 A 

DSA  controller  load  - 
SIPLML. 

201 C 

Work  station  controller 
load  -  SIPLML. 

201 E 

3262  controller  load  - 
SIPLML 

2020 

MSIPL  from  disk  -  mode  0 
-  SIPLML. 

2021 

Disk  operation  -  read 
bootstrap  -  SIPLML. 

2030 

MSIPL  from  diskette  - 
mode  F  -  SIPLML 

2031 

Diskette  operation  - 
abort  -  SIPLML. 

Bid 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

IAEA 

Drive  A 

Temporary  error  occurred. 

F-A1C2 
F-A1B2 

30 
33 

1615631 
1615632 
1615639 
2439875 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Access  Control  card 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
"HDA"  -  Head/Disk  Asm 

F-W1 B1 

8 

2439838 

Data  channel  card 

F-HDA 

7 

i 61 5600 

Head  Disk  asm  10SR 

F-A1E2 

1 

1615508 

cable 

A-A2C2 

1 

2437374 

adapter  A  card  10SR 

F-A1A3 

1 

8636632 

cable 

F-A1D2 

1 

5P11834 
5.    1890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

Drive  B  G-XXXX  card 
locations  are  actually 
1  G-XXXX. 

F-A1E5 

1 

1615509 

cable 

F-A1A5 

1 

1615662 

Terminator  card 

F-A1A4 

1 

8636632 

cable 

Drive  B 

G-A1C2 

30 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1B2 
G-W1B1 
G-HDA 

33 
8 
7 

2439875 
2439838 
1615600 

Access  Control  card 
Data  channel  card 
Head  Disk  asm  10SR 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1E2 

1 

1615508 

cable 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

G-A1A3 

1 

8636632 

cable 

G  A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-A1E5 

1 

1615509 

cable 

G-A1A5 
G-A1A4 
Drive  C 

1 
1 

1615662 
8636632 

Terminator  card 
cable 

Drive  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 

F-A1C2 

30 

1615631 
1615632 
1615839 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1B2 

33 

2439375 

Access  Control  card 

F-W1B1 

8 

2439838 

Data  channel  caid 

F  HDA 

7 

1615600 

Head  Disk  asm  10SR 

FA1E2 

1 

1615508 

cable 

A-A2C4 

1 

243737a 

adapter  C  card  10SR 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAEb 

Drive  A 

Temporary  error  occurred. 

F-A1B2 

57 

2439875 

Access  Control  card 

Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 
Corrective  Action: 

F-A1C2 

18 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

1615639 

Data  Converter  card 

Reseat  power  distribution 

F-A1E2 
F-A1 D2 

1615508 
5811834 
5811890 
1615367 

cable 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

cables  to  1USR.  Check 
"Power  Good'IFLD  GA915). 
Reseat  cards  and  cables. 
"HDA"  -  Head /Disk  Asm 
Drive  B  G-XXXX  card 

F-W1B1 

2439838 

Data  channel  card 

locations  are  actually 

Power 

1G-XXXX. 

F-A1E5 

1615509 

cable 

F-HDA 

1615600 

Head  Disk  asm  10SR 

Drive  B 

G-A1B2 

57 

2439875 

Access  Control  card 

G-A1C2 

18 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Drive  C  F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-A1  E:2 

1 

1615508 

cable 

G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

G-W1B1 

•< 

2439838 

Data  channel  card 

Drive  D  G-XXXX  card 

Power 

1 

locations  are  actually 

G-A1E5 

1 

1615509 

cable 

2G-XXXX. 

G-HDA 

1 

16  5600 

Head  Disk  asm  10SR 

Drive  C 

F-A1B2 

57 

2439875 

Access  Control  card 

F-A1C2 

18 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-A1 E2 

1 

1615508 

cable 

F-A1D2 

1 

5811834 
5311890 
1615367 

Servo  ca.d  10SR-1 
Servo  card  10SR-1 
Servo  card  ir   R-1 

F-W1B1 

1 

2439838 

Data  channel  ,ard 

Power 

1 

F-A1E5 

1 

1615509 

cable 

F-HDA 

1 

1615600 

Head  Disk  asm  10SR 

Drive  D 

A02 
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1AEC 


Drive  A 
FA  1 B2 
F-A'IC2 


F-A1 D2 


F-A1 E2 

F-VCM 

F-A1E5 

A-A2D2 

F-HDA 

F-W1B1 

F-A1A5 

F-A1A3 

F-A1A4 

Drive  B 

G-A1B2 

G-AliC2 


G-A1 D2 


G-A1 E2 

G-VCiVI 

G-A1E5 

A-A2D2 

G  HDA 

G-W1B1 

G-A1A5 

G-A1A3 

G-A1A4 

Drive  C 

F-A1 B2 

F-A1C2 


F-A1D2 


% 


32 
24 


23 


1 
1 
1 
1 
1 
1 
1 
1 
1 

32 
24 


23 


1 

32 
24 


23 


P/N 


2^^39875 
1615631 
1615632 
1615639 
5811834 
5811890 
1615367 
1615508 
5811836 
1615509 
2437374 
1615600 
2439838 
1615662 
8636632 
8636632 

2439875 
1615631 
1615632 
1615339 
5811834 
5811890 
1615367 
1615508 
5811836 
1615509 
2437374 
1615600 
2439838 
1615662 
8636632 
8636632 

2439875 
1615631 
1615632 
1615639 
5811834 
5811890 


FRU  DESCRIPTION 


Access  Control  card 

Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

Servo  card  10SR-1 

Servo  card  10SR-1 

Servo  card  10SR-1 

cable 

VCM  Drive  assembly 

cable 

adapter  B  card  10SR 

Head  Disk  asm  10SR 

Dsta  channel  card 

Terminator  card 

cable 

cable 

Access  Control  card 

Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

Servo  card  10SR 

Servo  card  10SR 

Servo  card  10SR 

cable 

VCM  Drive  assembly 

cable 

adapter  B  card  10SR 

Head  Disk  asm  10SR 

Data  channel  card 

Terminator  card 

cable 

cable 

Access  Control  card 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Servo  card  10SR-1 
Servo  card  10SR-1 


SERVICE  COMMENTS 


Temporary  error  occurred. 
Drive  A  F-XXXX  card 
locations  are  actaully 
1  F-XXXX. 

"VCM"  -  VCM  Driver  Asm 


"HDA"  -  Head/Disk  Asm 


Drive  B  G-XXXX  card 
locations  are  actually 
1  G-XXXX. 


Drive  C  F-XXXX  card 
locations  are  actually 
2F-XXXX. 


Drive  D  G-XXXX  card 
locations  are  actually 
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A03 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

lAEd 

Drive  A 

Temporary  error  occurred. 

F-A1C2 

36 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

"HDA"  -  Head/Disk  Asm 
Drive  A   F-XXXX  card 
locations  are  actually 

F-HDA 

12 

1615600 

Hea.    ^iskasmlOSR 

IF  XXXX. 

F-W1B1 

9 

2439838 

Data     ,annel  card 

A-A2C?. 

1 

2437374 

adapter  A  card  lOSl^ 

F-A1A3 
F-A1D2 

1 
1 

8636632 
5811834 

cable 

Servo  card  10SR-1 

Drive  B  G-XXXX  card 
locations  are  actually 

5811890 

Servo  card  10SR-1 

1  G-XXXX. 

1615367 

Servo  card  10SR-1 

F-A1F5 

1 

1615509 

cable 

F-A1E2 

1 

1615508 

cable 

Drive  B 

G-A1C2 

36 

1615631 

Data  Converter  card 

1615632 

Data  Converter  card 

Drive  C   F-XXXX  card 

G-HDA 

12 

1615339 
1615600 

Data  Converter  card 
Head  Disk  asm  10SR 

locations  are  actually 
2F-XXXX. 

G-W1 B1 

9 

2439838 

Data  channei  card 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

G-A1A3 

1 

8636632 

cable 

G-A1D2 

1 

5811834 

Servo  card  10SR 

5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 

Drive  D  G-XXXX  card 
locations  are  actually 

G-A1E5 

1 

1615509 

cable 

2G-XXXX. 

G-A1E2 

1 

1615508 

cable 

Drive  C 

F-A1C2 

36 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-HDA 

12 

1615600 

Head  Disk  asm  10SR 

F-W1B1 

9 

2439838 

Data  channel  card 

/ 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

F-A1A3 

1 

8636632 

cable 

F-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

F-A1E5 

1 

1615509 

cable 

F-A1E2 

1 

1615508 

cable 

Drive  D 

G-A1C2 

36 

1615631 

Data  Converter  card 

A04 


271 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AEF 

Drive  A 

Temporary  error  occurred. 

F-W1 B1 

34 

2439S3S 

Data  channel  card 

F-A1C2 

27 

1615631 
1615632 

Data  Converter  card 
Data  Converter  card 

"HDA"  -  Head/Disk  Asm 

1615639 

Data  Converter  card 

Drive  A  F-XXXX  card 

F-HDA 

13 

1615600 

Head  Disk  asm  10SR 

locations  are  actually 

F-A1E2 

10 

1615508 

cable 

1  F-XXXX. 

F-A1D2 

1 

5811834 

Servo  card  10SR-1 

5811890 

Servo  card  10SR-1 

Drive  B  G-XXXX  card 

1815367 

Servo  card  10SR-1 

locations  are  actually 

A-A2C2 

1 

2437374 

adapter  A  card  10SH 

1G--XXXX. 

F-A1 B2 

1 

2439875 

Access  Control  card 

F-A1E5 

1 

1615509 

cable 

F-A1A3 

1 

8636632 

cable 

Drive  B 

G-W1B1 

34 

2439838 

Data  channel  card 

G-A1C2 

27 

1615631 
1615632 
1615339 

Data  Converter  c  jrd 
Data  Converter  card 
Data  Converter  card 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-HDA 

13 

1615600 

Head  Disk  asm  10SR 

G-A1E2 

10 

1615508 

cable 

G-A1D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  lOSi-t 

A-A2D2 

1 

2437374 

adapter  B  card  10SR 

G-A1B2 
G-A1E5 
G-A1A3 

1 
1 
1 

2439875 
1615509 
8636632 

Access  Control  card 

cable 

cabie 

Drive  D  G-XXXX  card 
locations  are  actually 
2G-XXXX. 

Drive  C 

F-W1B1 

34 

2439838 

Data  channel  card 

F-A1C2 

27 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

F-HDA 

13 

1615600 

Head  Disk  asm  10SR 

F-A1 E2 

10 

1615508 

cable 

F-A1 D2 

1 

5811834 
5811890 
1615367 

Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 

A-A2C4 

1 

2437374 

adapter  C  card  10SR 

F-A1B2 

1 

2439875 

Access  Control  card 

F-A1E5 

1 

1615509 

cable 
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A05 


SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


1AF0 


Drive  A 
F-A1B2 
F-A1 D2 


A-A2C2 
F-A1C2 


F-A1A4 

F-A1A5 

F-A1A3 

F-VCM 

F-A1E5 

Channel 

A-A2.J2 


F-HDA 
Media 
Drive  B 
G-A1 82 
G-A1D2 


A  A2D2 
f  Alt? 

G-Air: 


G-A1A4 

G-A1A5 

G-A1A3 

G-VCM 

G- A1 E5 

Channel 

A-A2J2 


G-HDA 


27 
19 


18 
14 
10 


1 
1 
1 
1 
1 
1 
1 


1 
1 

27 
19 


18 
14 
10 


2439875 
5811834 
5811890 
1615367 
2437374 
2462228 
1615631 
1615632 
1615639 
8636632 
1615662 
8636632 
5811836 
1615509 

4237136 
2597763 
2597727 
1615600 


2439875 
5811834 
5811890 
1615367 
2437374 
2462228 
1615631 
1615632 
1615339 
8636632 
1615662 
8636632 
5811836 
1615509 

4237136 
2597763 
2597727 
1615600 


Access  Control  card 
Servo  card  10SR-1 
Servo  card  10SR-1 
Servo  card  10SR-1 
adapter  A  card  10SR 
Data  stor  adapter  1  cd 
Data  Converter  c?"'d 
Data  Converter  card 
Data  Converter  card 
cable 

Terminator  card 
cable 

VCM  Drive  assembly 
cable 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Head  Disk  asm  10SR 


Access  Control  card 
Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 
adapter  B  card  10SR 
Data  stor  adapter  1  cd 
Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
cable 

Terminator  card 
cable 

VCM  Drive  assembly 
cable 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Head  Disk  asm  10SR 


Temporary  error  occurred. 
Corrective  Action: 
Reseat  cards  and  cables. 
Run  Analysis  (MIM  01  -730) 
to  check  for  bad  sector  ID 
or  bad  data  written  on  the 
HDA. 


"VCM"  -  VCM  Driver  Asm 
Drive  A  F-XXXX  card 
locations  ate  actually 
1  F-XXXX. 

"HDA"  -  Head/Disk  Asm 
"Media"  -  Bad  data 
Drive  B  G-XXXX  card 
locations  are  actually 
1G~XXXX. 


Drive  C  r-XXXX  card 
Ic^alions  are  actually 
2F-XXXX. 


A06 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AF1 

Drive  A 

Temporary  error  occurred. 

F-A1C2 

34 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Corrective  Action: 
Reseat  cards  and  cables. 
Run  Analysis  (MIM  01  -730) 
to  check  for  bad  sector  ID 

/^-PKlCl 

16 

2437374 

adapter  A  card  10SR 

or  bad  data  written  on  the 

F-A1B2 

16 

2439875 

Access  Control  card 

HDA. 

A-A2EI 
F-W1E1 

8 
1 

2462228 
2439838 

Data  stor  adapter  1  cd 
Data  channel  card 

"HDA"  -  Head/Disk  Asnn 

F-A1D2 

1 

5811834 

Servo  card  10SR-1 

Drive  A  F-XXXX  card 

5811890 

Servo  card  10SR-1 

locations  are  actually 

1615367 

Servo  card  10SR-1 

1  F-XXXX. 

F-A1A5 

1 

1615662 

Terminator  card 

F-HDA 
F-A1A3 

1 
1 

1615600 
3636632 

Head  Disk  asm  10SR 
cable 

"Media"  -  Bad  data 
Drive  B  G-XXXX  card 

F-A1A4 

1 

8636632 

cable 

locations  are  actually 

F-A1A5 

1 

1615662 

Terminator  card 

1  G-XXXX. 

F-A1E5 

1 

1615509 

cable 

Channel 

1 

A-A2J2 

1 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

Media 

1 

Drive  B 

G-A1C2 

34 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

A-A2D2 
G-A1B2 
A-A2E2 

15 

16 

8 

2437374 
2439875 
2462228 

adapter  B  card  10SR 
Access  Control  card 
Data  stor  adapter  ;  cd 

Drive  C   F-XXXX  card 
locations  are  actually 
2F-XXXX. 

G-W1B1 

1 

2439838 

Data  channel  card 

G-A1 D2 

1 

5811834 
6811890 
1615367 

Servo  card  10SR 
Servo  card  1 0S R 
Servo  card  10SR 

G-A1A5 

1 

1615662 

Terminator  card 

G-HDA 

1 

1615600 

Head  Disk  asm  10SR 

G-A1A3 

1 

8636632 

cable 

G-A1A4 

1 

8636632 

cable 

G-A1A5 

1 

16(5662 

Terminator  card 

G-A1E5 

1 

1615509 

cable 

Channel 

1 

- 

A-A2J2 

1 

4237136 

Data  stor  Ctrl  card 
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A07 


SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


1AF2 


Drive  A 
F-A1C2 


F-A1B2 

F-HDA 

F-A1E2 

F-W1 B1 

A-A2C2 

F-A1A3 

F-A1 D2 


A-A2E2 

F-A1 E5 

F-A1A5 

F-A1A4 

Media 

Drive  B 

G-A1C2 


G-Ar32 

G-HDA 

G-A1E2 

G-W1B1 

A-A2D2 

G-A1A3 

G-A1D2 


A-A2E2 

G-A1E5 

G-A1A5 

G-A1A4 

Media 

Drive  C 

F-A1C2 


F-A1B2 


38 


17 
11 
10 
1 
1 
1 
1 


! 
1 
1 
1 
1 

38 


17 
11 
10 
1 
1 
1 
1 


1 
1 
1 
1 
1 

38 


17 


1615631 
1615632 
1615639 
2439875 
1615600 
1615508 
2439838 
2437374 
8636632 
5811834 
5811890 
1615367 
2462228 
161 5509 
1615662 
8636632 


1615631 
1615632 
1615339 
2439875 
1615600 
1615508 
243983B 
2437374 
8636632 
5811834 
5811890 
1615367 
2462228 
1615509 
1615662 
8636632 


1615631 
1615632 
1615639 
2439875 


Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

Access  Control  card 

Head  Disk  asm  10SR 

cable 

Data  channel  card 

adapter  A  card  10SR 

cable 

Servo  card  10SR-1 

Servo  card  10SR-1 

Servo  card  10SR-1 

Data  stor  adapter  1  cd 

cable 

Terminator  card 

cable 


Data  Converter  card 

Data  Converter  card 

Data  Converter  card 

Access  Control  card 

Head  Disk  asm  10SR 

cable 

Data  channel  card 

adapter  B  card  10SR 

cable 

Servo  card  10SR 

Servo  card  10SR 

Servo  card  10SR 

Data  stor  adapter  1  cd 

cable 

Terminator  card 

cable 


Data  Converter  card 
Data  Converter  card 
Data  Converter  card 
Access  Control  card 


Temporary  error  occurred. 
Corrective  Action. 
Reseat  cards  and  cables. 
Run  Analysis  (MIM  01 -730) 
to  check  for  bad  sector  ID 
or  bad  data  written  on  the 
HDA. 

"HDA"  -  Head/Disk  Asm 
Drive  A  F-XXXX  card 
locations  are  actually 
1  F-XXXX. 

"Media"  -  Bad  data 
Drive  B  G-XXXX  card 
locations  are  actually 
1  G-XXXX. 


Drive  C  F-XXXX  card 
locations  are  actually 
2F~XXXX. 


A08 


275 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AF3 

Drive  A 

Temporary  error  occjrred. 

F-A1C2 

28 

1615631 
1615632 
1615639 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

Corrective  Action: 
Run  Analysis  (MIM  01 -730) 
to  check  for  bad  sector  ID 
or  bad  data  wri  ten  on  the 

F-A1B2 

74 

2439875 

Access  Control  card 

HDA. 

l^-fKlCl 

16 

2437374 

adapter  A  card  10SR 

Drive  A  F-XXXX  card 

A-A2E2 
F-A1 D2 

7 
7 

2462228 
5811834 
5811890 

Data  stor  adapter  1  cd 
Servo  card  10SR-1 
Servo  card  10SR-1 

locations  are  ac  ually 

1F-XXXX. 

"HDA"  -  Head/>")isk  Asnn 

1615367 

Servo  card  10SR-1 

*■ 

F  A1A3 

8636632 

cable 

"VCM"  -  VCM  Driver  Asm 

A-A1A4 
F-A1AP> 
F-HDA 

1615662 
1615600 

Terminator  card 
Head  Disk  asm  10SR 

"Media"  -  Bad  data 
Drive  B  G-XXXXcard 
locations  are  acvually 

F-W1B1 

2439838 

Data  channel  card 

1G-XXXX. 

F-A1E2 

1615608 

cable 

F-VCM 

5811836 

VCM  Drive  assembly 

F-A1 E5 

1 61 5509 

cable 

Media 

Drive  B 

G-A1C2 

28 

1615631 
1615632 
1615339 

Data  Converter  card 
Data  Converter  card 
Data  Converter  card 

G-A1B2 

24 

2439875 

Access  Control  card 

A-A2D2 

16 

2437374 

adaptor  B  card  10SR 

A-A2E2 

7 

2462228 

Data  stor  adapter  1  cd 

Drive  C   F-XXXX  card 

G-A1D2 

7 

5811834 
5811890 
1615367 

Servo  card  10SR 
Servo  card  10SR 
Servo  card  10SR 

locations  are  actually 
2F-XXXX. 

G-A1A3 

1 

863663.'! 

cable 

G-A1A4 

8626632 

cable 

G-A1A5 

1615o6,? 

Terminator  card 

G-HDA 

1615600 

Head  Disk  asm  10SR 

G-W1B1 

2439838 

Data  channel  card 

G-A1E2 

1615508 

cab'je 

G-VCM 

5811836 

VCM  Drive  assembly 

G-A1E5 

1615509 

cable 

Media 

Drive  C 

F-A1C2 

23 

1615631 
1615632 

Data  Converter  card 
Delta  Converter  card 
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A09 


<V' 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1AFF 

Go  to  MAP  9700,  A. 
Temporary  error  occurred. 
Unaole  to  determind  FRU. 
Attempt  to  recreate  error, 
or  use  other  SRC  codes. 

IbOl 

A-A2K2 

60 

2462228 

Data  Stor  Adapter  2  cd 

Unable  to  reset  interrupt. 

A-A2L2 

30 

2597725 

Tape  adat)ter  card 

fK-fKlJl 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Daca  stor  Ctrl  card 

1b02 

A-A2K2 

90 

2462228 

Data  Stor  Adapter  2  cd 

DSA  cycle  steal  parity 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

check. 

1b03 

A-A2K2 

90 

2462228 

Data  Stor  Adapter  2  cd 

DSA  bus  out  parity  check. 

IK-MJl 

5 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A-A2L2 

5 

2[,97725 

Tape  adapter  card 

1b04 

A-A2K2 

50 

2462228 

Data  Stor  Adapter  2  cd 

DSA  bus  in  parity  check. 

A-A2J2 

30 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  ctri  card 

A-A2L2 

10 

2597725 

Tape  adapter  card 

1b05 

A-A2K2 

90 

2462228 

Data  Stor  Adapter  2  cd 

Not  write  mode,  buffer 

IK-fKlJl 

10 

4237136 
2597763 

Data  stor  ctii  card 
Data  stor  Ctrl  card 

select. 

1b06 

fK-fKlKl 

80 

2462228 

Data  Stor  Adapter  2  cd 

Wrong  end  op. 

IK-M^l 

5 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

fK-IKlLl 

5 

2597725 

Tape  adapter  card 

8809- C2 

5 

4733758 

8809  logic  card 

1b07 

A  A2K2 

90 

2462228 

Data  Stor  Adapter  2  cd 

Wrong  DSA  counters. 

A-A2J2 

10 

4237136 
2597763 

D<  ta  stor  Ctrl  card 
Dw^ta  stor  Ctrl  card 

1b08 

fK-MKl 

80 

2462228 

Data  Stor  Adapter  2  cd 

Wrong  channel  address. 

IK-PkUI 

20 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A!0 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1b09 

A-A2K2 

80 

2462228 

Data  Stor  Adapter  2  cd 

Wrong  DLC  counter. 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A-A2L2 

5 

2597725 

Tape  adaptei  card 

IbOA 

A-A2K2 

80 

2462228 

Data  Stor  Adapter  2  cd 

DSA  lennth  check. 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A-A2L2 

5 

2597725 

Tape  adapter  card 

8809-C2 

5 

4723758 

8809  logic  card 

IbOb 

A-A2L2 

60 

2597725 

Tape  adapter  card 

Transfer  complete  not 

A-A2K2 

40 

2462228 

Data  Stor  Adapter  2  cd 

active. 

IbOC 

A-A2J2 

50 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Wrong  cycle  steal  LSR. 

A-A2K2 

50 

2462228 

Data  Stor  Adapter  2  cd 

IbOd 

A-A2K2 

80 

2462228 

Data  Stor  Adapter  2  cd 

Transfer  ready  not  on. 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  ctrl  card 

A-A2L2 

5 

2597725 

Tape  adapter  card 

IbOE 

A-A2J2 

90 

4237136 

Data  stor  Ctrl  card 

A  not  valid  vol 

2597763 

Data  stor  Ctrl  card 

sequencing. 

A-A2K2 

10 

2462228 

Data  Stor  Adapter  2  cd 

IbOF 

A-A2L2 

80 

2597725 

Tape  adapter  card 

Tactical  bus  in  parity 

A-A2I'^2 

10 

2462228 

Data  Stor  Adapter  2  cd 

check  on  a  DPC  operation. 

A-A2J2 

5 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Iblx 

A-A2J2 

70 

4237136 
2597763 

Data  stor  ctrl  card 
Data  stor  ctrl  card 

Not  a  valid  command. 

8809-C2 

10 

4733758 

8809  logic  card 

8809-G2 

10 

4449S55 

8809  logic  card 

A-A2L2 

2 

2597725 

Tape  adapter  card 

A-A2U4 

2 

8636630 

Cable 

1b20 

A-A2J2 

99 

4237136 
2597763 

Data  stor  ctrl  card 
Data  stor  ctrl  card 

Not  a  valid  command. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1b21 

A-A2J2 

99 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Not  a  valid  command. 

1b22 

A-A2J2 

99 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Not  a  valid  command. 

1b23 

A-A2J2 

80 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Not  a  valid  command. 

8809-C2 

20 

4733758 

8809  logic  card 

1b24 

A-A2J2 

80 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Not  a  valid  cont  command. 

8809-C2 

20 

4733758 

88C9  logic  card 

1b25 

A-A2J2 

99 

4737136 
2b97763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Not  a  valid  block  length. 

1b26 

A-A2J2 

99 

4237136 

Data  stor  Ctrl  card 

Not  a  valid  file  number 

2597763 

Data  stor  Ctrl  card 

specified. 

1b28 

A-A2L2 

50 

2597725 

Tape  adapter  card 

Unknown  error. 

A-A2K2 

20 

2462228 

Data  Stor  Adapter  2  cd 

A-A2J2 

20 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A-A2E2 

10 

2462228 

Data  stor  adapter  1  cd 

1b29 

A-A2L2 

70 

2597725 

Tape  adapter  card 

Unknown  error. 

A-A2K2 

10 

2462228 

Data  Stor  Adapter  2  cd 

A  A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  ctr.  ^ard 

A-A2E2 

10 

2462228 

Data  stor  adapter  1  cd 

1b30 

A-A2J2 

45 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Tape  drive  busy. 

A-A2K2 

20 

2462228 

Data  Stor  Adapter  2  cd 

■ 

A-A2L2 

10 

2597725 

Tape  adapter  card 

8809-C2 

10 

4733758 

8809  logic  card 

A-A2U4 

5 

8636630 

Cable 

1b31 

A-A2J2 

80 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Position  lost  on  tape. 

A-A2L2 

10 

2597725 

Tape  adapter  card 

A-A2U4 

5 

8636630 

Cable 

8809-C2 

5 

4733758 

8809  logic  card 

279 


AI2 


ttm 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COr.:MEIVTS 

1b34 

A-A2J2 

99 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Djta  inngth  short. 

1b35 

A-A2J2 

8809C2 
Prog 

70 

15 
10 

4237136 
2597763 
4733758 

Data  stoi  Ctrl  card 
Delta  stor  Ctrl  card 
8809  logic  card 

Invfilid  volume  ID 

1b36 

A-A2J2 

8809-C2 
Prog 

70 

15 
10 

4237136 
2597763 
4733758 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
8809  logic  card 

EOT  found  searching  for 
label  •  POP  will  direct 
customei  to  look  for  EOT 
marker  in  wrong  place. 

1b37 

A-A2J2 
8809-C2 

80 
20 

4237136 
2597763 
4733758 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
8809  logic  card 

Tape  mark  detected. 

1b38 

A-A2J2 
8809 

80 
20 

42371 36 
2597763 

Data  stor  ctrl  card 
Data  stor  ctri  card 

Disk  block  counter  not 
equal  to  count  label. 

1b39 

A-A2J2 
8809 

80 
20 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

Not  a  valid  header  label. 

1b3A 

A-A2J2 
8809 

80 
20 

4237136 
2597763 

Data  sto       .1  card 
Data  stor  ctrl  card 

EOT  found  not  expected. 
•EOT  will  check  both 
marker. 

1b3b 

A-A2J2 
8809 

80 
20 

4237136 
2597763 

Data  stor  ctrl  card 
Data  stor  ctr!  card 

Not  a  valid  trailer  label. 

1b3C 

A-A2J2 

A-A2K2 
A-A2L2 

80 

10 
5 

4237136 
2597763 
2462228 
2597725 

Data  stor  ctrl  card 
Data  stor  ctrl  card 
Data  Stor  Adapter  2  cd 
Tape  adapter  card 

Previous  op  failed.     .^  \ 

:  A 

1b40 

8809-C2 
8809-G2 
8809- H2 
A-A2I  ? 
A-A2U4 

40 
20 
10 
20 
10 

4733758 
4449955 
4733684 
2597725 
8636630 

8809  logic  card 
8809  logic  card 
8809  logic  card 
Tape  adapter  card 
Cable 

Tape  bus  in  parity  error 
on  data. 
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AI3 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1b41 

8809-C2 

40 

4733758 

8809  logic  card 

Active  control  Line  (DCI) 

8809-G2 

20 

4449955 

8809  logic  card 

8809- H2 
A-A2L2 

20 
10 

4733684 
2597725 

8809  logic  card 
Tape  adapter  card 

before  selection. 

A-A2U5 

5 

8636630 

Cable 

A  A2K2 

1 

2462228 

Data  Stor  Adapter  2  cd 

A-A2U4 

1 

8636630 

Cable 

1b42 

8809-C2 

50 

4733758 

8809  logic  card 

Select  active  still  on 

8809-G2 

30 

4449955 

8809  logic  card 

A-A2L2 

10 

2597725 

Tape  adapter  card 

after  deselection. 

A-A2U5 

5 

8636630 

Cable 

1b43 

8809-C2 

40 

4733758 

8309  logic  card 

Time  out  waiting  for  tag 

8309-G2 

10 

4449955 

8809  logic  card 

8809- H2 

10 

4733684 

8809  logic  card 

8809- F2 

10 

4469628 

8809  logic  card 

valid  (not  on  sel6Ctior>t. 

A-A2L2 

10 

2597725 

Tap€i  adapter  card 

A-A2U5 

3 

8636630 

Cable 

A-A2U4 

3 

8636630 

Cable 

1b44 

8809-G2 

40 

4449955 

8809  logic  card 

Time  out  waiting  for 

8809-F2 

10 

4469628 

8809  logic  card 

8809-C2 

10 

4733758 

8809  logic  card 

8809-H2 

10 

4733684 

8809  logic  card 

normal  end  (on  immediate 

A-A2L2 

10 

2597725 

Tape  adapter  card 

command). 

A-A2U5 

5 

8636630 

Cable 

1b45 

8809-G2 

80 

4449955 

8809  logic  card 

Sync  in  more  often  than 

A-A2L2 

20 

2597725 

Tape  adapter  card 

sync  out. 

1b46 

8809-C2 

40 

4733758 

8809  logic  card 

Time  out  waiting  for 

8809-G2 

20 

4449955 

8809  logic  card 

8809-H2 

10 

4733584 

8809  logic  card 

poll  response. 

A-A2J2 

10 

4237136 
2597763 
2597727 

Data  stor  ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

A-A2K2 

5 

2462228 

Data  Stor  Adapter  2  cd 

A-A2L2 

5 

2597725 

Tape  adapter  card 

A-A2U4 

5 

8636630 

Cable 

A-A2U5 

5 

8636630 

Cable 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1b47 

8809-G2 
8809- F2 
8809-H2 
8809-HD 

50 
20 
10 
1C 

4449955 
4469628 
4733684 

8809  logic  card 
8809  logic  card 
8809  logic  card 

Data  security  erase 
failure. 

1b48 

8809-G2 
8809-C2 
8809- H  2 
A-A2U4 
A-A2U5 
A-A2L2 

50 
30 
5 
5 
5 
5 

4449955 
4733758 
4733684 
8636630 
8636630 
2597725 

8809  logic  card 

8P09  logic  card 

8809  logic  card 

Cable 

Cable 

Tape  adapter  card 

No  op  complete  after  a 
valid  poll  response. 

1b49 

8809-02 
8809-C2 
8809-H2 
A-A2U5 
A-A2U4 
A-A2L2 

50 

20 

10 

5 

5 

5 

4449955 
4733758 
4733684 
8636630 
8636630 
2597725 

8809  logic  card 

8809  logic  card 

8809  logic  card 

Cable 

Cable 

Tape  adapter  card 

Timeout. 

Run  tape  MDIs  before 
replacing  FRUs. 

1b4A 

8809-G2 
A-A2I  ? 
A-A2U4 
A-A2U5 

70 

20 

5 

5 

4449955 
2597725 
8636630 
8636630 

8809  logic  card 
Tape  adapter  card 
Cable 
Cable 

Mormal  ena  not  set  on 
select,  poll,  or  disc. 

1b4b 

8809-G2 
8809-C2 
A-A21  ? 
A-A2U4 

60 

30 

5 

5 

4449955 
4733758 
2597725 
8636630 

8809  logic  card 
8803  logic  card 
Tape  adapter  card 
Cable 

Tape  bus  in  parity  chk 
on  command  sequence. 

1b4C 

8809-C2 

8809-G2 

A-A2L2 

A-A2U4 

A-A2U5 

50 

30 

14 

3 

3 

4733758 
4449955 
2597725 
8636630 
8636630 

8809  logic  card     ' 
8809  logic  card 
Tape  adapter  card 
Cable 
Cable 

Select  active  not  set 

after  selection. 
Cont-Cab  =  Control  cable 

1b4d 

8809-G2 
A-A2U4 
A-A2U5 
A-A2L2 

80 
5 
5 
5 

4449955 
8636630 
8636630 
2597725 

8809  logic  card 

Cable 

Cable 

Tape  adapter  card 

Normal  end  control  line 
is  active  early  during  a 
write  operation. 
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r 
SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMlNTS 

1b4E 

8809-G2 

40 

4449955 

8809  logic  card 

Select  active  set  before 

8809-C2 
A-A2L2 

30 
20 

4733758 
2597725 

8809  logic  card 
Tape  adapter  card 

select  1  old  set. 

A-A2ird 

5 

8636630 

Cable 

^b^.F 

8809-G2 

60 

4449955 

8809  logic  card 

Wrong  or  no  address 

8809-C2 
A-A2K2 

20 
5 

4733758 
2462228 

8809  logic  card 

Data  Stor  Adapter  2  cd 

return  on  selection. 

A-A2L2 

5 

2597725 

Tape  adapter  card 

A-A2U4 

5 

8636630 

Cable 

1b50 

8809-G2 

60 

4449955 

8809  logic  card 

Sync  out  check. 

8809-C2 

30 

4733758 

8809  logic  card 

1 

A-A2L2 

5 

2597/25 

Tape  adapter  card 

A-A2U5 

5 

8636630 

Cable 

1b51 

8809-G2 

50 

4449955 

8809  logic  card 

DCI  seq  check. 

8809-C2 

30 

4733758 

8809  logic  card 

A-A2L2 

10 

2597725 

Tape  adapter  card 

A-A2U4 

5 

8636630 

Cable 

A-A2U5 

5 

8636630 

Cable 

1b52 

A-A2L2 

50 

2597725 

Tape  adapter  card 

Tag  parity  check. 

8809-G2 

20 

4449955 

8809  logic  card 

8809-C2 

10 

4733758 

8809  logic  card 

8809-F2 

5 

4469628 

8809  logic  card 

8809- HD 

5 

A-A2U4 

5 

8636630 

Cable 

A-A2U5 

5 

8636630 

Cable 

1b53 

A-A2L2 

60 

2597725 

Tape  adapter  card 

Bus  out  parity  check. 

8809-C2 

20 

4733758 

8809  logic  card 

8809-G2 

10 

4449955 

8809  logic  card 

A-A2U4 

5 

8636630 

Cable 

A-A2U5 

5 

8636630 

Cable 

1b54 

8809-G2 

50 

4449955 

8809  logic  card 

Format  read  fail. 

8809-H2 

12 

4733684 

8809  logic  card 

8809-F2 

10 

4469628 

8809  logic  card 

8809-HD 

10 

1b55 

8809-G2 

60 

4449955 

8809  logic  card 

Format  write  error. 

8809- H2 

30 

4733684 

8809  logic  card 

taam 
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283 

ii 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

1b56 

8809C2 
8809-G2 
8809-H2 

50 
30 
10 

4733758 
4449955 
4733684 

8809  logic  card 
8809  logic  card 
8809  logic  card 

Sense  bus  parity  check. 

1b57 

8809-H2 
8809-G2 

50 
40 

50 
30 
10 

4733684 
4449955 

8809  logic  card 
8809  logic  card 

Clock  parity  error. 

1b5A 

8809-G2 
8809-C2 
8809-H2 

4449955 
4733758 
4733684 

8809  logic  card 
8809  logic  card 
8809  logic  card 

Bus  out  reg  parity  check. 

1b5b 

8809-G2 
8809-H2 
8809-C2 

50 
30 
10 

44499G5 
4733684 
4733758 

8809  logic  card 
8809  logic  card 
8809  logic  card 

Command  reg  parity  check. 

1b60 

8809-H2 

50 

4733684 

8809  logic  card 

Power  ampere  cable. 

1b61 

8809-TD 
8809-H2 

50 
40 

2337810 
4733684 

8809  Transducer  card 
8809  logic  card 

Reel  size  sensor  failure 

1b62 

8809-TD 
8809- H2 

40 
30 

2337810 
4733684 

8809  Transducer  card 
8809  logic  card 

Tapf)  present  sensor  fail. 

1b63 

8809-TD 
8809-H2 

40 
30 

2337810 
4733684 

8809  Transducer  card 
8809  logic  card 

BOT/EOT  sensor  failure. 

1b64 

8809-H2 

60 

4733684 

8809  logic  card 

Cover/reel  latch  inter/ 
latch  =  0. 

1b65 

8809-H? 

60 

4733684 

8809  logic  card 

Cover/reel  latch  inter/ 
latch  =  1 . 

1b66 

8809-TD 
8809-H2 

40 
40 

2337810 
4733684 

8809  Transducer  card 
8809  logic  card 

Idler  tach  rotation  check. 

1b67 

8809-TD 
8809-H2 

40 
40 

2337810 
4733684 

8809  Tiarisducer  card 
8809  logic  card 

Disk  tach  failure. 

1b6A 

/ 

8809-TD 
8809-H2 

45 
40 

2337810 
4733684 

8809  Transducer  card 
8809  logic  card 

Machine  tach  failure. 

1b6b 

8809-TD 
8809-H2 

40 
40 

2337810 
4733684 

8809  Transducer  card 
8809  logic  card 

Idler  tach  failure. 

1b6C 

8809 

90 

Machine  ampere  saturation. 

1b6d 

8809 

99 

Disk  ampere  saturation. 

284 


AI7 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICr  COM^.ENTS 

1b6E 

8809- H2 

90 

4733684 

8809  logic  card 

Servo  analog  failure. 

1b6F 

8809- H2 

90 

4733684 

8809  logic  card 

Servo  logic  failure. 

1b70 

8809-H2 

90 

4733684 

8809  logic  card 

Drive  control  failure. 

1b71 

8809-TD 
8809- H2 

40 
40 

2337810 
4733684 

8809  Transducer  card 
8809  logic  card 

Seq  error  and  loacj  check. 

1b72 

8809-H2 
8309TD 

50 
40 

4733684 
2337810 

8809  logic  card 
8809  Transducer  card 

Seq  error  and  tension 
check. 

1b73 

8809H2 

90 

4733684 

8809  logic  card 

Seq  error. 

1b74 

8809- H2 
a809-TD 

40 
40 

4733684 
2337810 

8809  logic  card 
8809  Transducer  card 

PEID  check.  TM  detected. 

1b75 

8809-H2 

80 

4733684 

8809  logic  card 

End  velocity  check. 

1b76 

8809- H  2 

80 

4733684 

8809  logic  card 

Start  velocity  check. 

1b77 

8809-H2 
8809-G2 

40 
40 

4733684 
4449955 

8809  logic  card 
8809  logic  card 

Gap  control  check. 

1b78 

8809-G2 
8809-H2 

40 
40 

4449955 
4733684 

8809  logic  card 
8809  logic  card 

1b7A 

8809-G2 
8809-H2 

50 
30 

4449955 
4733684 

8809  logic  card 
8809  logic  card 

Drive  control  parity  (. 

1b7b 

8809-G2 
8809-H2 
8809-F2 
8809-HD 

40 
30 
10 
10 

4449955 
4733684 
4469628 

8809  logic  card 
8809  logic  card 
8809  logic  card 

Drive  response  check. 

1b7C 

8809-H2 

90 

4733684 

8809  logic  card 

Not  ready  caused  by  the 
reset  key. 

1b7d 

8809-H2 
8809-F2 

50 
40 

4733684 
4469628 

8809  logic  card 
8809  logic  card 

Not  ready. 

1b7E 

8809-H2 

90 

4733684 

8809  logic  card 

Load  check. 

IbAO 

8809-G2 
8809-H2 
8809-F2 
8809-HD 

40 
30 
10 
10 

4449955 
4733684 
4469628 

8809  logic  card 
8809  logic  card 
8809  logic  card 

Read  back  and  formatted 
read  failure  (pes  media). 
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AM 
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SRC 


E325 


FRU 


A-A1N2 


% 


99 


P/N 


2597716 


FRU  DESCRIPTION 


CSP  Stage  2 


SERVICE  COMMENTS 


CSP  diagnostics  shift  left 
logical  LAI,  1  byte. 


E330 


•• 


A-A1N2 
A-A1H2 

A-A2K2 

A-A2E2 

A-A1E2 

A-A1C2/ 

A-A2C2 

A-A1D2/ 
A-A2D2 

A-A2S2/ 
A  A2T2 
A-A2N2 
A-A3S2 


A-A2J2 


A-A1K2 
A-A3P2 


59 
30 


ft     • 

1 
1 
1 
1 


2597716 
4177C36 
4177038 
4237136 
2597763 
2462228 
2462228 
24*>2228 
2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4177002 
4177009 
8528166 
4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
2597727 
41770C0 
4237136 
2597763 


CSP  Stage  2 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
Data  Stor  Adapter  2  cd 
Data  stor  adapter  1  cd 
Data  stur  adapter  1  cd 
adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 
adapter  B  card  21  ED 
adapter  B  card  21  ED 
adapter  B  card  10SR 
Print  adapter  cd  3262 
Print  State  Seq  card 
adapter  card  1255 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
SLCA  Comm  card 
ELCA  control  card 
ELCA  control  card 


A  failure  occurred  while 
loading  the  CSIPL  load  2 
tests. 

The  channel  terminator 
card  can  cause  this  SRC. 
It  may  be  in  one  of  4 
different  locations, 
depending  on  the  system 
configuration.  A-A1  B3, 
A-A2U3,  A-A3U3  or  A-A3U4. 
Term  card  P/N  4234073. 


E391 


m 


A-A1C2/ 
A-A2C2 

Disk 
Drive  A 


90 


10 


2597702 
2597702 
2437374 


adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 


This  code  is  generated 
when  a  severe  file/adapter 
error  occurs  while 
attempting  a  CSIPL  Load  2 
from  disk. 

9700  for  10SR  Disk; 
9500  for  21  ED  Disk. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E392 

A-A1E2/ 

A-A2E2 

Disk 

80 
10 

2462228 

Data  stor  adapter  1  cd 

This  code  is  generated 
when  a  DSA  error  occurs 
when  attempting  a  CSlPL 
Load  2  from  disk. 
9700  for  lOSR  Disk; 
9500  fo'  21  ED  Disk. 

E393 

A-A1C2/ 
A-A2C2 

Disk 
Drive  A 

90 
10 

2597702 
2597702 
2437374 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  lOSH 

This  code  is  generated 
when  an  Interrupt  Timeout 
occurs  when  attempting  a 
CSIPL  Load  2  from  disk. 
9700  for  10SR  Disk; 
9500  for  21  ED  Disk. 

E426 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  X  or  LAI, 
1  byte. 

E427 

A-A1 N? 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  and  comp- 
NCR  LAI,  1  byte. 

E428 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  or  comp- 
GCR  LAI,  1  byte. 

E429 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  add  reg  - 
AR  LAI,  1  byte. 

E430 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  sub  reg  - 
SR  LAI,  1  byte. 

E431 

A-A1M2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  add  reg 
with  carry  -  ACYR  LAI,  1 
byte. 

E432 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  sub  reg 
with  borrow  -  SCYR  LAI,  1 
byte. 

E436 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diaonostics  XR  LA2, 
2  byte. 

E437 

A-A1N2 

99 

2D97716 

CSP  Stage  2 

CSP  diagnostics  or  LA2, 
2  byte. 

E438 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  r.,id  reg 
LA2,  2  byte. 

E02 


431 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E439 

A-A1 N2 

33 

2b97716 

CSP  Stage  2 

CSP  diagnostics  NCR  LA2, 
2  byte. 

E440 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  OCR  LA2, 
2  byte. 

E441 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  SLLD  L.A2, 
2  byte. 

E442 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  sub  reg  - 
SR  LA2,  2  byte. 

E443 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  SCYR  LA2, 
2  byte. 

E444 

A-A1IM2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  ACYR  LA2, 
2  byte. 

E445 

A-A1 N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  hex  move 

E446 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  hex  branch 
using  numeric  &  zone  field 
or  regisiei. 

E447 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  SRL/SRLD. 

E448 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Control  storage.  Direct 
storage  test. 

E449 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  move  reg. 

E450 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  ZAR  LAI, 
1  byte. 

E451 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  MPLF  GO, 
YO  ser  reg. 

E453 

A-A1N2 

99 

2597716 

CSP  Stige  2 

CSP  diagnostics  MPLF  flag 
sense  PCB,  PEB. 

E455 

A-A1 N2 

99 

2597716 

CSP  Stage  2 

I/O  clocks  test. 

E456 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  bank  sel 
reg  test. 

E457 

A-A1N2 

90 

2597716 

CSP  Stage  2 

432 


E03 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E459 

A-Ai  N2 

99 

2597716 

CSP  Stage  2 

Force  SAR  P  check,  X  reg  P 
check,  CS  SAR  check. 

E460 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Force  X  reg  P  check,  SDR 
P  check,  MOR  reg  P  check 

E461 

A-AI  N2 

99 

2597716 

CSP  Stage  2 

Force  not  valid  device 
address  check  and  sys  bus 
parity  check. 

E463 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  CS  block 
test. 

E464 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  CS  test. 

E481 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  LCH  and 
STCH. 

E482 

A-AI  N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  CS  test 
LA1/LA2. 

E483 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  br 
extended  -  BX. 

E484 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  BALX. 

E485 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  Compare 
reg  LA1/LA2. 

E486 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  DEC  reg 
LA1/LA2. 

E487 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  fast  1 
fetch  ECC  mem  only. 

E488 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  base 
disp. 

E489 

A-A1 IM2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  error 
correction  ECC  mem  only. 

E04 


433 


SRC 

1 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E490 

A-A1N2 
A-A1H2 

A-A2K2 

Pi-IKlEl 

A-A1E2 

A-A1C2/ 

A-A2C2 

A-A1D2/ 
A-A2D2 

A-A1K2 
A-A2S2 
A-A2T2 
A-A2N2 
A-A3S2 

A-A3P2 

59 
30 

1 

2597716 
4177036 
4177038 
4237136 
2597763 
2462228 
2462228 
2462228 
2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4177000 
4177002 
4177009 
8528166 
4177036 
4177037 
4237136 
2597763 
4237136 
2597763 

CSP  Stage  2 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
Data  Stor  Adapter  2  cd 
Data  stor  adapter  1  cd 
Data  stor  adapter  1  cd 
adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 
adapter  B  card  21  ED 
adapter  B  card  21  ED 
adapter  B  card  10SR 
SLCA  Comm  card 
Print  adapter  cd  3262 
Print  State  Seq  card 
adapter  card  1255 
Controller  card  16  KW 
Controller  card  11  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 

A  failure  occurreci  while 

loading  the  CSIPL  locid  3 

tests. 

MAP  01 21  will  isolate 

the  failing  FRU.  Go  to 

MAP  0105,  Entry  Point  G. 

E49I 

A-A1C2/ 

FK-paci 

Disk 
Drive  A 

90 
10 

2597702 
2597702 
2437374 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 

This  code  is  generated 

when  a  severe  file/adapter 

error  occurs  while 

attempting  a  CSIPL  Load  3 

from  disk. 

9700  for  10SR  Disk; 
9500  for  21  ED  Disk. 

E492 

A-A1E2/ 
Disk 

80 
10 

2462228 

Data  stor  adapter  1  cd 

This    ode  is  generated 
when  a  DSA  error  occurs 
when  attempting  a  CSIPL 
Load  3  from  disk. 
9700  for  10SR  Disk; 
9500  for  21  ED  Disk. 

434 


E05 


SRC 

FPU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E493 

A-A1C2/ 
A-A2C2 

Disk 
Drive  A 

90 
10 

2597702 
2597702 
2437374 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 

This  code  is  generated 
when  an  Interrupt  Timeout 
occurs  when  attempting  a 
CSIPL  Load  3  from  disk. 
9700  for  10SR  Disk; 
9500  for  21  ED  Disk. 

E4A1 

A-A1 M2 
A-A1F2 
A-A1Q2 

90 
5 
5 

2597716 
2597706 

CSP  Stage.  2 

MSP  Data  Flow  card 

CSP  diagnostic  -  This  is 
tested  under  interrupt 
level  5  but  could  occur 
under  any  interrupt  level. 

E4A2 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostic  -  fixed 
interval  timer  and 
intentipt  level  2. 

E4FF 

Tins  code  is  displayed 
if  the  configuration  bit 
is  off  in  the  UDT  and 
the  input  option  permits 
running  configuration 
sensitive  routines, 
(see  MIM  01 -290)  Go  to 
MAP  0101,  Entry  Point  C. 

FOOO 

The  diskette  inserted  is 
not  a  CSIPL  diskette. 

F090 

A-A1E2/ 

A-A2E2 

A-A1F2/ 

A-A2F2 

A-A3S2 

Diskete 

49 
49 

1 

1 

2462228 

4247739 
4247740 
4247739 
4247740 
4177036 
4177037 
4237136 
2597763 

Data  stor  adapter  1  cd 

Diskette  adapter  card 
Diskette  adapter  card 
Diskette  adapter  card 
Diskette  adapter  card 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

This  code  ind'cates  that 
ar  error  occurred  while 
running  the  diskette 
bootstrap  loader. 

E06 


435 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

FFFF 

The  first  byte  of  the  load 
was  not  transfered.  Go  to 
hard  copy  MAP  0105,  Entry 
Point  A.  This  code  is 
generated  by  hardware  whpn 
the  Load  key  is  pressed. 
It  IS  reset  when  the  MSP 
Stop  latch  has  been  set 
and  reset. 

91 

Protect 

50 

2777424 

Protect  card 

Cable  unseated,  base 

B  PrAsm 

30 

2777380 

Base  Power  assembly 

power  supply. 

A3  1.7R 

9 

5565076 

A3  1.7  V  Reg/Preload 

JAIcbl 

2 

4233963 

JA1  cable  assembly 

JCScbl 

2 

8636651 

JC3  cable  assembly 

JA3cbl 

2 

4233964 

JA3  csble  assembly 

J32  Jmp 

2 

2777418 

J32  Jumper  assembly 

B-A1  Bd 

1 

xxxxxxx 

Ctrl  Panel  B-A1  Board 

B-A2  Bd 

1 

xxxxxxx 

ct,    Panel  B-A2  Board 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

92 

Protect 

79 

2777424 

Protect  card 

The  protect  card  or  the 

B-A1  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A1  Board 

contro!  panel  is  bad. 

B-A2  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A2  Board 

JAIcbl 

1 

4233963 

JA1  cable  assembly 

93 

Protect 

79 

2777424 

Protect  card 

The  protect  card  or  the 

B-A1  Bd 

10 

xxxxxxx 

Ctrl  Pane!  B-A1  Board 

control  panel  is  bad. 

B-A2  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A2  Board 

JAIcbl 

1 

4233963 

JA1  cable  assembly 

94 

Protect 

79 

2777424 

Protect  card 

The  protect  card  oi  the 

B-A1  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A1  Board 

control  panel  is  bad. 

B-A2  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A2  Board 

JAIcbl 

1 

4233963 

JA1  cable  assembly 

436 


E07 


SF^C 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

95 

Protect 

40 

2777424 

Protect  card 

Overvoltage,  -5V  base 

B5V  Asm 

30 

2777327 

Base  5.0-V  assembly 

power  supply. 

B  PrAsm 

20 

2777380 

Base  Power  assembly 

JA3cbl 

5 

4233964 

JA3  cable  assembly 

BXmfr 

3 

U  M/Bk 

2 

2777475 

Upper  Maple  Block 

96 

Protect 

50 

2777424 

Protect  card 

Overvoltage,  +8.5V/-12V 

B  PrAsm 

45 

2777380 

Base  Power  assembly 

base  power  supply. 

JA3cbl 

3 

4233964 

JA3  cable  assembly 

U  M/Bk 

2 

2777475 

Upper  Maple  Block 

97 

Protect 

50 

2777424 

Protect  card 

Overvoltage,  base  +1.7V 

A3  1.7R 

40 

5565076 

A3  1.7-V  Reg/Preload 

regulator. 

JC3cbl 

5 

8636651 

JC3  cable  assembly 

AIDCcbl 

3 

2595275 

DC  cable  A-A1  Board 

LM/Bk 

2 

2777420 

Lower  Maple  Block 

98 

Protect 

40 

2777424 

Protect  card 

Cable  unseated,  A2  power 

A2PrAsm 

30 

2777307 

A2  Power  assembly 

supply. 

A2  1.7R 

20 

2777308 

A2  1.7-V  Regulator  asm 

JA2cbl 

3 

8636649 

JA2  cable  assembly 

JA2crd 

2 

2777318 

JA2  Jumper  card  asm 

J59  Jmp 

1 

2777372 

J59  Jumper  assembly 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

99 

Protect 

50 

2777424 

Protect  card 

Overvoltage,  A2  power 

A2PrAsm 

40 

2777307 

A2  Power  assembly 

supply. 

JA2cbl 

5 

8636649 

JA2  cable  assembly 

A2  Xmfr 

2 

A2Cap 

1 

5252843 
8279052 

A2  AC  Capacitor  60  Hz 
A2  AC  Capacitor  50  Hz 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

E12wire 

1 

5758625 

El  2  gnd  wire  A2  Power 

9A 

Protect 

79 

2777424 

Protect  card 

The  protect  card  or  the 

B-A1  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A1  Board 

control  panel  is  bad. 

B-A2  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A2  Board 

JAIcbl 

1 

4233963 

JA1  cable  assembly 

E08 


437 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

— 

9B 

Protect 

50 

2777424 

Protect  card 

Overvoltege,  A2  -» 1.7V 

A2  1.7R 

45 

2777308 

A2  1.7-V  Regulator  asm 

regulator. 

JA2cbl 

2 

8636649 

JA2  cable  assembly 

• 

A2DCcbl 

2 

8636634 

DC  cable  A-A2  Board 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

9C 

A3PrAsm 

86 

5564641 

A3  Power  assembly 

Cable  unseated,  A3  power 

Protect 

7 

2777424 

Protect  card 

supply. 

JA4cbl/ 

1 

8636654 

JA4  cable  assembly 

JA4crd 

2777318 

JA4  Jumper  card  asm 

J71  Jmp 

1 

2777418 

J71  Jumper  assembly 

J76  Jmp 

■} 

2777372 

J76  Jumper  assembly 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

A3  1.7R 

1 

5565076 

A3  1.7-V  Reg/Preload 

1.7Vcbl 

1 

5565145 

A3  1.7V  sense  Ctrl  cbl 

9D 

A3PrAsm 

60 

5564641 

A3  Power  assembly 

Overvoltage,  A3  power 

A3  1.7R 

33 

5565076 

A3  1.7-V  Reg/Preload 

supply. 

Protect 

2 

2777424 

Protect  card 

JA4cbl/ 

1 

8636654 

JA4  cable  assembly 

JA4crd 

2777318 

JA4  Jumper  card  asm 

Any  of  these  FRUs 

A3DCcbl 

1 

2597892 

DC  cable  A-A3  Board 

can  blow  fuse  4. 

E14v>/ire 

1 

2777297 

E14  gnd  wire  asm  (A3) 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

1.7Vcbl 

1 

5565145 

A3  1.7V  sense  Ctrl  cbl 

9E 

Protect 

50 

2777424 

Protect  card 

Cable  unseated,  Expansion 

ExPrAsm 

40 

2777304 

Expanion  Power  asm 

powar  supply. 

JC2crd 

7 

2777318 

JC2  Jumper  card  asm 

JC2cbl 

1 

4233890 

JC2  Cable  assembly 

J90  Jmp 

1 

2777372 

J90  Jumper  assembly 

LM/Bk 

1 

2777420 

Lower  Maple  Block 

9F 

Protect 

44 

2777424 

Protect  card 

Overvoltage,  Expansion 

ExPrAsm 

38 

2777304 

Expanion  Power  asm 

power  supply. 

JC2cbl 

5 

4233890 

JC2  Cable  assembly 

JC2crd 

4 

2777318 

JC2  Jumper  card  asm 

J90  Jmp 

4 

2777372 

J90  Jumper  assembly 

Ex  Xmfr 

3 

Ex  Cap 

1 

8279052 

Expansion  AC  Cap  60  hz 

L  M/Bk 

^- 

2777420 

Lower  Maple  Block 

438 


E09 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

A1 

Protect 

79 

2777424 

Protect  card 

The  protect  card  or  the 

B-A1  Bd 

10 

xxxxxxx 

Ctrl  Panel  8-A1  Board 

control  panel  is  bad. 

B-A2  Bd 

10 

xxxxxxx 

Ctrl  Pane!  B-A2  Board 

JAIcbl 

1 

4233963 

JA1  cable  assembly 

A2 

Protect 

20 

2777424 

Protect  card 

rjv>'-,.  Trent,  +5\/  base 

A1  crds 

20 

xxxxxxx 

Any  card  A-A1  Board 

nowj:  supply. 

21  DDC 

8 

-1616814 

21  ED  Disk  drive  card 

The  load  is  probably  the 
problem. 

21  cbi 

8 

8636643 

21  ED  Disk  drive  DC  cbl 

B-A1  Bd 

8 

-xxxxxxx 

Ctrl  Panel  B  A1  Board 

B-A2  Bd 

8 

JIXXXXXX 

Ctrl  Panel  B-A2  Board 

51  DCC/ 

8 

4240728 

Drive  control  card  51TD 

72  DCC 

51563735 

Drive  control  card  72IV1 

B  PrAsm 

5 

:!777380 

Base  Power  assembly 

B5V  Asm 

5 

7111211 

Base  5.0- V  assembly 

51  cbl/ 

4 

£636635 

51 TD  Diskette  cable 

72cbl 

8636648 

72md  Diskette  cable 

A-A1  Bd 

2 

xxxxxxx 

A-A''j  Logic  Board 

AIDCcbl 

2 

2595275 

DC  cable  A-A1  Board 

JA3cbl 

2 

4233964 

jyX3  cable  assembly 

J32  Jmp 

2 

2777418 

»532  Jumper  assembly 

BXmfr 

1 

A3 

Protect 

30 

2111^2^ 

Protect  card 

Overcurrent,  +12V  base 

A1  crds 

25 

xxxxxriA 

Any  card  A-A1  Board 

power  supply. 

B  PrAsm 

16 

2777330 

Base  Power  assembly 

The  load  is  probably 
the  problem. 

AIDCcbl 

15 

2595275 

DC  cable  A-A1  Board 

A-A1  Bd 

5 

XXXXkXX 

A-A1  Logic  Board 

JA3cbl 

5 

4233964 

JA3  cable  assembly 

J32  Jmp 

2 

2777418 

J32  Jumper  assembly 

B  Xmfr 

1 

U  M/Bk 

1 

211147B 

Upper  Maple  Block 

EiO 


439 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

A4 

Protect 

23 

2777424 

Protect  ci-tii 

Overcurrent,  +24V  base 

51  DCC/ 

20 

4240728 

Drive  contr  jl  card  51 TD 

power  supply. 

72  DCC 

5563735 

Drive  control  card  72M 

21  DDC 

20 

1616814 

21  ED  Disk  drive  card 

The  load  is  probably 

51  cbl/ 

10 

8636635 

51TD  Diskette  cable 

the  problem. 

72  cbl 

8636648 

72md  Diskette  cable 

21  cbl 

10 

8636643 

21  ED  Disk  drive  DC  cbl 

B  PrAsm 

10 

2777380 

Base  Povi'er  assembly 

U  M/Bk 

3 

2777475 

Upper  Maple  Block 

JA3cbl 

2 

4233964 

JA3  cable  assembly 

BXmfr 

1 

J32  Jmp 

1 

2777418 

J32  Jumper  assembly 

A5 

Protect 

21 

2777424 

Protect  card 

Overcurrent,  -5V  base 

A1  crds 

20 

xxxxxxx 

Any  card  A-A1  Board 

power  supply. 

51  DCC/ 

19 

4240728 

Psive  ccr'trol  card  51  TD 

The  load  is  probably 
the  problem. 

72  DCC 

5563735 

Drive  control  card  72M 

B  PrAsm 

19 

2777380 

Base  Power  assembly 

AIDCcbl 

10 

2595275 

DC  cable  A-A1  Board 

51  cbl/ 

05 

8636635 

51TD  Diskette  cable 

72  cbl 

8636648 

72md  Diskette  cable 

A-A1  Bd 

2 

xxxxxxx 

A-A1  Logic  Board 

JA3cbl 

2 

4233964 

JA3  cable  assembly 

B  Xmfr 

1 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

.\6 

Protect 

35 

2777424 

Protect  card 

Overcurrent,  +8.5V/-12V 

A1  crds 

30 

xxxxxxx 

Any  card  A-A1  Board 

base  power  supply. 

B  PrAsm 

18 

2777380 

Base  Power  assembly 

The  load  is  probably 
the  problem. 

AIDCcbl 

10 

2595275 

DC  cable  A-A1  Board 

A-A1  Bd 

3 

xxxxxxx 

A-A1  Logic  Board 

JA3cbl 

3 

4233964 

JA3  cable  assembly 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

A7 

Protect 

33 

2777424 

Protect  card 

Overcurrent,  base  +1.7V 

A1  crds 

30 

xxxxxxx 

Any  card  A-A1  Board 

regulator. 

r 

A3  1.7R 

17 

5565076 

A3  1.7  V  Reg/Preload 

The  load  is  probably 

AIDCcbl 

15 

2595275 

DC  cable  A-A1  Board 

the  problem. 

A-A1  Bd 

2 

xxxxxxx 

A-A1  Logic  Board 

JCScbl 

2 

8636651 

JC3  cable  assembly 

LM/Bk 

1 

2777420 

Lower  Maple  Block 

A8 

Protect 

79 

2777424 

Protect  card 

The  protect  card  or  the 

B-A1  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A1  Board 

control  panel  is  bad. 

B-A2  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A2  Board 

JAIcbl 

1 

4233963 

JA1  cable  assembly 

A9 

Protect 

30 

2777424 

Protect  card 

Overcurrent,  A2  power 

21  DDC/ 

30 

1616814 

21  ED  Disk  drive  card 

power  supply. 

10  A1 

The  load  is  probably 

21  cbl/ 

15 

8636643 

21ED  Disk  drive  DC  cbl 

the  problem. 

lOcbl 

8636644 

10SR  Disk  drive  DC  cbl 

A2PrAsm 

15 

2777307 

A2  Power  assembly 

JA2cbl/ 

6 

8636649 

JA2  cable  assembly 

JA2crd 

2777318 

JA2  Jumper  card  asm 

A2  Xmfr 

2 

A2Cap 

1 

5252843 
8279052 

A2  AC  Capacitor  60  Hz 
A2  AC  Capacitor  50  Hz 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

AA 

Protect 

35 

2777424 

Protect  card 

Overcurrent,  any  +5V  A2 

A1  crds 

30 

xxxxxxx 

Any  card  A-A1  Board 

power  supply. 

A2PrAsm 

14 

2777307 

A2  Power  assembly 

The  load  is  orobablv 

A2  1.7R 

14 

2777308 

A2  1.7-V  Regulator  asm 

VII  V^      <  \^  \^  ^1^       '  ^J      m^  ■    ^^  h^  ^J  *  f'  >    J 

the  problem. 

AIDCcbl 

2 

2595275 

DC  cable  A-A1  Board 

A-A2  Bd 

xxxxxxx 

A-A2  Logic  Board 

1                     : 

JA2cbl 

8S36649 

JA2  cable  assembly 

J59  Jmp 

2777372 

J59  Jumper  assembly 

A2  Xmfr 

U  M/Bk 

2777475 

Upper  Maple  Block 

E12 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

AB 

Protect 

31 

2777424 

Protect  card 

Overcurrent,  A2  +1.7V 

A2  crds 

30 

xxxxxxx 

Any  card  on  A-A2  Board 

regulator. 

A2  1.7R 

28 

2777308 

A2  1.7-V  Regulator  asm 

The  load  is  probably 
the  problem. 

JA2cbl 

5 

8636649 

JA2  cable  assembly 

JA2crd 

2 

2777318 

JA2  Jumper  card  asm 

A-A2  Bd 

2 

xxxxxxx 

A-A2  Logic  Board 

A2DCcbl 

1 

8636634 

DC  cable  A-A2  Board 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

AC 

Protect 

79 

2777424 

Protect  card 

The  protect  card  or  the 

B-A1  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A1  Board 

control  panel  is  bad. 

B-A2  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A2  Board 

JAIcbl 

1 

4233963 

JA1  cable  assembly 

AD 

A3PrAsm 

50 

5564641 

A3  Power  assembly 

Overcurrent,  A3  power 

A3  1.7R 

20 

5565076 

A3  1.7-V  Reg/Preload 

supply. 

A3  crds 

10 

xxxxxxx 

Any  card  A-A3  Board 

■■ 

A30Ccbl 

5 

2597892 

DC  cable  A-A3  Board 

The  load  is  probably 

A3  Xmfr 

5 

the  problem. 

Protect 

5 

2777424 

Protect  card 

JA4cbl/ 

3 

8636654 

JA4  cable  assembly 

JA4crd 

2777318 

JA4  Jumper  card  asm 

A-A3  Bd 

xxxxxxx 

A-A3  Logic  Board 

J76  Jmp 

2777372 

J76  Jumper  assembly 

U  M/Bk 

2777475 

Upper  Maple  Block 

1.7Vcbl 

5565145 

A3  1.7V  sense  Ctrl  cbl 

J71  jmp 

2777418 

J71  Jumper  Assembly 

AE 

Protect 

79 

2777424 

Protect  card 

The  protect  cai-d  or  the 

B-A1  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A1  Board 

control  panel  is  bad. 

B-A2  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A2  Board 

JAIcbl 

1 

4233963 

JA1  cable  assembly 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

AF 

Protect 

35 

2777424 

Protect     ird 

Overcurrent,  Expansion 

21  DDC/ 

30 

1616814 

21  ED  Disk  drive  card 

power  supply. 

10  bd 

The  load  is  probably 

ExPrAsm 

15 

2777304 

Expanion  Power  asm 

the  problem. 

21  cbl/ 

10 

8636643 

21  ED  Disk  drive  DC  cbl 

10cbl 

8636644 

10SR  Disk  drive  DC  cbl 

JC2cbl/ 

5 

4233890 

JC2  Cable  assembly 

JC2crd 

2777318 

JC2  Jumper  card  asm 

Ex  Xmfr 

2 

Ex  Cap 

2 

8279052 

Expansion  AC  Cap  60  hz 

LM/Bk 

1 

2777420 

Lower  Maple  Block 

CO 

Protect 

90 

2777424 

Protect  card 

The  protect  card  or  the 

JAIcbl 

5 

4233P63 

JA1  cable  assembly 

JA1  cable  is  bad. 

U  M/Bk 

5 

2777475 

Upper  Maple  Block 

CI 

Fuse  2/ 

33 

2495463 

Fuse  2  AC  7.0  ampere 

Undervoltage,  (all)  base 

Fuse  6 

855253 

Fuse  6  +24V,1,0  ampere 

power  supply. 

Protect 

30 

2777424 

Protect  card 

Any  of  these  FRUs 
can  blow  fuse  2  or  6. 

RelayKI 

10 

2775241 

Relay  K1  AC  box 

AC  cbl 

5 

8638633 

AC  Distribution  cable 

AIDCcbl 

5 

2595275 

DC  cable  A-A1  Board 

JC3  cbl 

4 

Contcbl 

3 

BXmfr 

2 

J59  Jmp 

2 

2777372 

J59  Jumper  assembly 

B  ACcap 

2 

5252343 
8279052 

Base  AC  Capacitor  60  H 
Base  AC  Capacitor  50  H 

LM/Bk 

2 

2777420 

Lower  Maple  Block 

F2  Hodr 

1 

92752 

Fuse  2  Fuseholder 

Kidiode 

1 

5565215 

K1  Diode  asm  AC  box 

C2 

Protect 

40 

2777424 

Protect  card 

Undervoltage,  +5V  base 

B5V  Asm 

30 

2777327 

Base  5.0-V  assembly 

power  supply. 

B  PrAsm 

20 

2777380 

Base  Power  assembly 

JA3cbl 

5 

4233964 

JA3  cable  assembly 

BXmfr 

3 

U  M/Bk 

2 

2777475 

Upper  Maple  Block 

EI4 
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FRU  DtSCRIPTION 

SERVICE  COMMENTS 

C3 

Protect 

45 

2777424 

Protect  card 

Undervoltage,  ^  12V  base 

B  PrAsm 

45 

2777380 

tJase  Power  assembly 

power  supply. 

JA3cbl 

5 

4233964 

J  A3  cable  assembi/ 

BXmfr 

3 

U  M/Bk 

2 

2777475 

Upper  Maple  Block 

C4 

Protect 

45 

2777424 

Protect  card 

Undervoltage,  +24V  base 

B  PrAsm 

45 

2777380 

EJase  Power  assembly 

power  supply, 

JA3cbl 

5 

4233964 

JA3  cable  assembly 

BXmfr 

3 

U  M/Bk 

2 

2777475 

Upper  Maple  Block 

C5 

Protect 

45 

2777424 

Protect  card 

Undervoltage,  -5V  base 

B  PrAsm 

45 

2777380 

Base  Power  assembly 

power  supply. 

JAScbl 

5 

4233964 

JA3  cable  assembly 

BXmfr 

3 

U  M/Bk 

2 

2777475 

Upper  Maple  Block 

C6 

Protect 

45 

2777424 

Protect  card 

Undervoltage,  +B.5V/-12V 

B  PrAsm 

45 

2777380 

Base  Power  assembly 

base  power  supply. 

JAScbl 

5 

4233964 

JA3  cable  assembly 

BXmfr 

3 

U  M/Bk 

2 

2777475 

Upper  Maple  Block 

C7 

Protect 

30 

2777424 

Protect  card 

Undervoltage,  base  +'i.7V 

A3  1.7R 

29 

5565076 

A3  1.7-V  Reg/Preload 

regulator. 

B5V  Asm 

26 

2777327 

Base  5.0-V  assembly 

JC3cbl 

9 

8636651 

v!C3  cable  assembly 

BXmfr 

2 

LM/Bk 

2 

2777420 

Lower  Maple  Block 

J59  Jmp 

1 

2777372 

J59  Jumper  assembly 

Ellwire 

1 

2777398 

Ell  gnd  wire  asm  1.7 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

C8 

Fuse  3 

30 

107666 

Fuse  3  AC  5.0  ampere 

Undervoltage,  (all)  A2 

Protect 

28 

2777424 

Protect  card 

power  supply. 

A2PrAsm 

25 

2777307 

A2  Power  assembly 

Any  of  these  FPUs 
can  blow  fuse  3. 

JA2cbl 

7 

8636649 

JA2  cable  assembly 

JA2crd 

2 

2777318 

JA2  Jumper  card  asm 

ACcbl 

2 

8636633 

AC  Distribution  cable 

A2  Xmfr 

2 

A2  Cap 

1 

5252843 
8279052 

A2  AC  Capacitor  60  Hz 
A2  AC  Capacitor  50  Hz 

F3  Hodr 

1 

92752 

Fuse  3  Fuseholder 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

E12wire 

1 

5758625 

E12  gnd  wire  A2  Power 

C9 

Protect 

47 

2777424 

Protect  card 

Undenoltage,  A2  power 

A2PrAsm 

40 

2777307 

A2  Power  assembly 

supply. 

JA2cbl 

7 

8636643 

JA2  cable  assembly 

JA2crd 

2 

2777318 

JA2  Jumper  card  asm 

A2  Xmfr 

2 

A2Cap 

1 

5252843 
8279052 

A2  AC  Capacitor  60  Hz 
A2  AC  Capacitor  50  Hz 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

CA 

Protect 

79 

2777424 

Protect  card 

The  protect  card  or  the 

B-A1  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A1  Board 

control  panel  is  bad. 

B-A2  Bd 

10 

xxxxxxx 

Ctrl  Panel  B-A2  Board 

JAIcbl 

1 

4233963 

JA1  cable  assembly 

CB 

Protect 

48 

2777424 

Protect  card 

Undervoltage,  A2  +1.7\/ 

A2  1.7R 

45 

2777308 

A2  1 .7-V  Regulator  asm 

regulator. 

JA2cbl 

2 

8636649 

JA2  cable  assembly 

JA2crd 

2 

2777318 

JA2  Jumper  card  asm 

A2DCcbl 

2 

Cti36634 

DC  cable  A-A2  Board 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

CC 

A3  Xmfr 

70 

Unden/oltage,  (all)  A3 

A3  Cap 

20 

6814312 

A3  AC  Cap  60  Hz-50  Hz 

power  supply. 

ACcbl 

5 

8836633 

AC  Distribution  cable 

Any  of  these  FRUs 
can  blow  fuse  4. 

A3PrAsm 

3 

5564641 

A3  Power  assembly 

Fuse  4 

1 

2495470 

Fuse  4  AC  3.5  ampere 

F4  Hodr 

1 

92752 

Fuse  4  Fuseholder 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

CD 

A3PrAsm 

70 

5564641 

A3  Power  assembly 

Undervoltage,  A3  power 

A3.7V  R 

10 

supply. 

A3  Xmfr 

5 

Any  of  these  FPUs         '    '      •-. 

Protect 

7 

2777424 

Protect  card 

can  blow  fuse  4. 

JA4cbl 

2 

8636654 

JA4  cable  assembly 

JA4crd 

2 

2777318 

JA4  Jumper  card  asm 

' 

1.7Vcbl 

2 

5565145 

A3  1.7V  sense  Ctrl  cbl 

A3DCcbl 

1 

2597892 

DC  cable  A-A3  Board 

ACcbl 

1 

8636633 

AC  Distribution  cable 

F4  Hod! 

1 

92752 

Fuse  4  Fuseholder 

U  M/Bk 

1 

2777475 

Upper  Maple  Block 

' 

CE 

Fuse  5 

31 

107665 

Fuse  5  AC  4.0  ampere 

Undervoltage,  all  levels 

Protect 

29 

2777424 

Protect  card 

Expansion  power  supply. 

ExPrAsm 

27 

2777304 

Expanion  Power  asm 

JC2cbl 

3 

4233890 

JC2  Cable  assembly 

JC2crd 

2 

2777318 

JC2  Jumper  card  asm 

Any  of  these  FRUs 

Ex  Xmfr 

2 

could  blow  fuse  5. 

Ex  Cap 

2 

8279052 

Expansion  AC  Cap  60  hz 

ACcbl 

2 

8636633 

AC  Distribution  cable 

F5  Hodr 

1 

92752 

Fuse  5  Fuseholder 

LM/Bk 

1 

2777420 

Lower  Maple  Block 

CF 

Protect 

48 

2777424 

Protect  card 

Undervoltage,  Expansion 

ExPrAsm 

40 

2777304 

Expanion  Power  asm 

power  supply. 

JC2cbl 

6 

4233890 

JC2  Cable  assembly 

jC2crd 

2 

2777318 

JC2  Jumper  card  asm 

Ex  Xmfr 

2 

Ex  Cap 

1 

8279052 

Expansion  AC  Cap  60  hz 

LM/Bk 

1 

2777420 

Lower  Maple  Block 

i 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

FF 

Thermal 

30 

5428337 

Power  thermal  switch 

Perform  the  lamp  test  as 

5468294 

Gate  thermal  switch 

given  in  the  start 

Protect 

25 

iniAlA 

Protect  card 

conditions. 

A  temperature  check 

has  occurred  with  the 

ACcbl 

15 

8636633 

AC  Distribution  cable 

,.- 

FanGate 

15 

27773'^<- 

Fan  60  Hz  in  Fan  Box 

power  check. 

1 

•s     '"            .    ^ 

*-  * 

27774t^ 

Fan  50  Hz  in  Fan  Box 

(Also  sc  temperature 

^ 

Fan  Pwr 
JC3cbl 

10 
3 

2777396 
2777465 
8636651 

Base  Power  Fan  60  Hz 
Base  Power  Fan  50  Hz 
JC3  cable  assembly 

check  section  for  obvious 
causes  of  the  check). 
or 

■^v. 

LM/Bk 

2 

2777420 

Lower  Maple  Block 

A  power  check  has 

— or- 

occurred  without  a 

^ 

« 

Noise 
Protect 

60 
40 

2777424 

Protect  card 

temperature  check. 

The  error  may  be  caused  by 

noise  or  by 

■^^ 

»      . 

«    • 

a  normal  power-off. 

To  clear  the  er  or,  set 

^ 

CB1  to  the  Off  position 

jt 

«        # 

• 

then  to  the  On  position. 

M 


f    , 


m 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

E019 

A-A1M2 
AA1 E2/ 
A-A2E2 
Cross- 
over 
Cables 

40 
40 

20 

2597736 
2462228 

CSP  Panel  Ctrl  Cd  Stg  2 
Data  stor  adapter  1  cd 

IMPL  cycle  or  IMPLdisk/ 
diskette  is  grounded. 

E020 

A-A1N? 
A-A1M2 

80 
20 

2597716 
2597736 

CSP  Stage  2 

CSP  Panel  Ctrl  Cd  Stg  2 

Unable  to  load  MCMAB. 

E080 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Unconditional  branch 

failed. 

Module  1. 

E081 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Conditional  branch  failed. 
Module  2. 

E082 

AA1 N2 

99 

2597716 

CSP  Stage  2 

Branch  and  link  failed. 
Module  3. 

E083 

A-A1 N2 

99 

2597716 

CSP  Stage  2 

TM  instruction  failed. 
Module  4. 

£084 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Hl/LO  work  register 
selection  failed. 
Module  5. 

E085 

A-A1N2 

99 

2597". 6 

CSP  Stage  2 

CI  instruction  failed. 
Module  6. 

E086 

A-A1N2 

99 

2597716 

CSP  Stage  2 

SI  instruction  failed. 
Module  7. 

E087 

A-A1N2 
A-A1M2 

90 
9 

2597716 
2597736 

CSP  Stage  2 

CSP  Panel  Ctrl  Cd  Stg  2 

One  byte  logical 
instruction  failed, 
Module  8. 

E088 

A-A1N2 

99 

2597716 

CSP  Stage  2 

One  byte  arithmetic 
instruction  failed. 
Module  9. 

E089 

A-A1N2 

99 

259771b 

CSP  Stage  2 

Two  byte  logical 
instruction  Jailed. 
Module  10. 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

E08A 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Two  byte  arithmetic 
instruction  failed. 
Module  11. 

r^.08C 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Hex  branch  failed. 
Module  12, 

E08E 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Hex  move  failed. 
Module  13. 

E08F 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Initialization  of  low  32Kb 
of  memory  failed. 
Module  14. 

E090 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Memory  test  of  high  32Kb 
of  memory  failed. 
Module  15. 

E091 

A-A1N2 

99 

2597716 

C3P  Stage  2 

Write  of  low  32Kb  of 
memory  to  high  32Kb  of 
memory  failed. 
Module  15. 

E092 

A-A1N2 
A-A1l\/I2 

90 
10 

2597716 
2597736 

CSP  Stage  2 

CSP  Panel  Ctrl  Cd  Stg  2 

Memory  test  of  low  32Kb  of 
memory  failed. 
Module  15. 

E093 

A-A1N2 

99 

2597716 

CSP  Stage  2 

V\/rite  of  high  32Kb  of 
memory  to  low  32Kb  of 
memory  failed. 
Module  15. 

E094 

A-A1N2 

99 

259771 S 

CSP  Stage  2 

Base  plus  displacement 
instruction  failed  or  bar 
bit  wrong. 
Module  16. 

E095 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Read  or  write  of  word  to 
or  from  storage  failed. 
Module  17. 

D02 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

E096 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Read  or  write  of  byte  to 
or  *rom  storage  or  bar  bit 
wrong. 
Module  17. 

E097 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Load  from  control  store 
direct  area  failed. 
Module  17. 

E098 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Load  or  sense  of  channel 
register  failed. 
Module  lb 

E099 

A-A1N2 
A-A1H2 

A-A1E2/ 

A-A2E2 

A-A2S2 

A-A2T2 

A  A1 K2 

A-A3S2 

A-A3P2 

A-A1 L2 

A-A2N2 

A-A1IVI2 

X-over 

Term 

10 
10 

10 

10 
10 
10 
10 

10 

10 
1 
1 
6 
6 

2597716 
4177036 
4177038 
4237136 
2597763 
2462228 

4177002 
4177009 
4177000 
4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
4234069 
8528166 
2597736 

CSP  Stage  2 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
Data  stor  adapter  1  cd 

Print  adapter  cd  3262 
Print  State  Seq  card 
SLCA  Comm  card 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 
CSP  Channel  card 
adapter  card  1255 
CSP  Panel  Ctrl  Cd  Stg  2 

Channel  DBO/DBI  bits 
wrong.  Go  io  MAP  0190, 
Entry  Point  A  to  isolate 
FRU. 
Module  18. 
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D03 


tl^tM 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E09A 

A-A1N2 
A-A1H2 

10 
10 

2597716 
4177036 
4177038 

CSP  Stage  2 

WSC  Base  card  16  KW 

WSC  card  48  KVV 

Channel  tag  bits  or  ARS 
bits  wrong.  Go  to  MAP 
0190,  Entry  Point  A  to 
lenlpitp  FRU 

4237136 

WSC  card  64  KW 

Module  18. 

2597763 

WSC  card  64  KW 

A-A1E2/ 
A-A2E2 

10 

2462228 

Data  stor  adapter  1  cd 

A-A3S2 

10 

4177036 
4177037 

Controller  card  16  KW 
Controller  card  32  KW 

A-A3P2 

10 

4237136 
2597763 
4237136 
2597763 

Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 

A-A1L2 

10 

4234069 

CSP  Channel  card 

A-A2J2 

10 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

A-A1l\/12 

1 

2597736 

CSP  Panel  Ctrl  Cd  Stg  2 

X-over 

10 

E09C 

A-A1 IM2 

99 

2597716 

CSP  Stage  2 

Software  set  mach  chk 
interrupt  failed. 
Module  18. 

E09E 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Disable  checks  failed. 
Module  18. 
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D04 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E09F 

A-A1N2 

A-A1M2 

A-A1E2/ 

A-A2E2 

A-A2S2 

A-A2T2 

A-A1K2 

A-A3S2 

A  A3P2 

A-A1 L2 
A-A2N2 
A-A1H2 

X-over 
Term 

20 
10 
10 

10 
10 
10 
10 

10 

10 
1 
1 

6 
6 

2597716 
2597736 
2462228 

4177002 
4177009 
4177000 
4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
4234069 
8528166 
4177036 
4177038 
4237136 
2597763 

CSP  Stage  2 

CSP  Panel  Ctrl  Cd  Stg  2 

Data  stor  adapter  1  cd 

Print  adapter  cd  3262 
Print  State  Seq  card 
SLCA  Comm  card 
Controller  caid  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 
CSP  Channel  card 
adapter  card  1255 
WSCBaf,ecard16KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

Force  MC  interrupt  through 
device  addr  which  is  not 
valid  failed  or  enable 
checks  failed. 
Module  18. 

The  channel  terminator 
card  may  be  in  one  of  4 
different  locations 
depending  on  system 
configuration.  A-A1B3, 
A-A2U3,  A-A3U3  or  A-a3U4. 
Term  card  P/N  4234073. 

EOAO 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Force  MC  interrupt  through 
LSR  parity  check  failed. 
Module  18. 

E0A1 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Force  MC  interrupt  through 
storage  parity  check 
failed. 
Module  18. 
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D05 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E0A2 

A-A1N2 
A-A1H2 

A-A1E2/ 
A-A2E2 
A-A2S2 
A-A2J2 

A-A1K2 
A-A3S2 

A-A3P2 

A-A1 L2 
A-A2N2 
X-over 
A-A1M2 

10 
10 

10 

10 
kO 

10 
10 

10 
10 

1 

6 
3 

2597716 
4177036 
4177038 
4237136 
2597763 
2462228 

4177002 
4237136 
2597763 
2597727 
4177000 
4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
4234069 
8528166 

2597736 

CSP  Stage  2 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
Data  stor  adapter  1  cd 

Print  adapter  cd  3262 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
SLCA  Comm  card 
Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
lELCA  control  card 
ELCA  control  card 
CSP  Channel  card 
adapter  card  1255 

CSP  Panel  Ctrl  Cd  Stg  2 

Channel  tag  interrupt 
requests  wrong.  Go  to 
MAP  0190,  Entry  Point  A  to 
isolate  FRU. 
Module  19. 

E0A3 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Interrupt  level  5 
structure  test  failed  or 
enable  interrupts  failed. 
Module  19. 

E0A4 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Disable  interrupts  failed. 
Module  20. 

E0A5 

A-A1N2 

99 

2597716 

CSP  Stage  2 

One  of  interrupt  1  through 
4  failed. 
Module  20. 

E0A6 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Load /sense  of  run  control 
byte  failed. 
Module  21. 

D06 


417 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E0A7 

A-A1N2 

99 

2597716 

CSP  Stage  2 

Clearing  of  LSRs  failed 
(move  rtgister 
instruction). 
Module  22. 

E0A8 

A-A1N2 

20 

2597716 

CSP  Stage  2 

Self  test  complete  m  CSP 

A-A1M2 

20 

2597736 

CSP  Panel  Ctrl  Cd  Stg  2 

but  failure  to  continue 
IPL. 

A-A1H2/ 

5 

4177036 

WSC  Base  card  16  KW 

4177038 

WSC  card  48  KW 

4237136 

WSC  card  64  KW 

2597763 

WSC  card  64  KW 

A-A1E2/ 

5 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

A-A2S2 

5 

4177002 

Print  adapter  cd  3262 

A-A2J2 

5 

4237136 
2597763 
2597727 

Data  stor  ctri  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

A-A1K2 

5 

4177000 

SLCA  Comm  card 

A-A3S2 

5 

4177036 
4177037 
4237136 
2597763 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  staae  2 

A-A3P2 

5 

4237136 
2597763 

ELCA  control  card 
ELCA  control  card 

A-A1L2 

5 

4234069 

CSP  Channel  card 

A-A2N2 

1 

8528166 

adapter  card  1255 

El  00 

A-A1M2 

36 

4234080 

CSP  Data  Flow  card 

A  failure  occurred 

A-A1N2 

25 

8248087 
4234097 

CSP  strr  card  32  KW 
CSP  stor  card  32  kw  Ec 

before  load  routine  09. 

A-A1 L2 

25 

4234069 

CSP  Channel  card 

A-A1Q2 

12 

2597706 

MSP  Data  Flow  card 

A-A1P2 

2 

4233686 

MSP  Control  card 

El  09 

A-A1M2 

90 

4234080 

CSP  Data  Flow  card 

CSP  diagnostics  test 

A-A1N2 

10 

8248087 
4234097 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

LAI-DECby  1. 

E110 

A-A1M2 

90 

4234080 

CSP  Data  Flow  card 

CSP  diagnostics  test 

A-A1 N2 

10 

8248087 
4234097 

CSP  stor  card  3?  KW 
CSP  stor  card  32  kw  Ec 

LAI-INCby  1. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E111 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  test 
L.A2-DECby  1. 

E112 

A-A1 M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  add  reg 
LA2  2  bytes  <■  1  byte. 

E113 

AA1M2 
A-A1 N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  add  reg 
LA2  2  bytes. 

E114 

A-A1 M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  subtract 
regs  -  LA2  2  bytes. 

E115 

A-A1M2 
A-A1 N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  storage 
direct  -  read  L. 

E116 

A-A1 M2 
A-A1N2 

80 
20 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  storage 
direct  -  write  ST. 

E117 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  -  'oad 
register  from  control 
store. 

E118 

A-A1M2 
A-A1N2 

30 
20 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  reg  to 
control  store  STC. 

E119 

A-A1L2 
A-A1 M7. 

50 
50 

4234069 
4234080 

CSP  Channel  card 
CSP  Data  Flow  card 

CSP  diagnostics.  Sense  and 
load  channel  register, 
sense  CEB. 

El  20 

A-A1 M2 
A-A1 L2 

50 
50 

4234080 
4234069 

CSP  Data  Flow  card 
CSP  Channel  card 

CSP  diagnostics.  Reset, 
load,  sense  PCR. 

E121 

A-A1 IVI2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  subtract 
Imm  SI. 

DOS 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E122 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  inc  reg 
by  1  LA2,  2  bytes. 

E123 

A-A1M2 
A-A1N2 

30 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  or  regs 
LAI.  1  byte. 

E124 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  and  regs 
LAI,  1  byte. 

E125 

A-A1M2 
A-A1 IM2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  shift  left 
logical  LAI,  1  byte. 
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D09 


SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


E190 


A-A1L2 
A-A1H2 


A-A1M2 
A-A1N2 

A-A2K2 


A-A2E2 
A-A1E2 
A-A1C2/ 
/K-JK2C2 

A-A1D2/ 
A-A2D2 

A-A2C4 
A-A2D4 
A-A2S2 
A-A2T2 
A  A2N2 
A-A3S2 


A-A3P2 

A-A1 K2 
A-A3F2 
A-A3G2 
A-A3H2 
A-A3J2 
A-A3K2 
A-A3L2 


30 
30 


20 
9 

1 
1 


4234069 

4177036 

4177038 

4237136 

2597763 

4234080 

8248087 

4234097 

2462228 

4237136 

2597763 

2597727 

2462228 

2462228 

2597702 

2597702 

2437374 

2597702 

2597702 

2437374 

2437374 

2437374 

4177002 

4177009 

8528166 

4177036 

4177037 

4237136 

2597763 

4237136 
2597763 

4177000 
2777417 


5864683 
5864668 
8527032 
8564508 


CSP  Channel  card 

WSC  Base  card  16  KW 

WSC  card  48  KW 

WSC  card  64  KW 

WSC  card  64  KW 

CSP  Data  Flow  card 

CSP  stor  card  32  KW 

CSP  stor  card  32  kw  Ec 

Data  Stor  Adapter  2  cd 

Data  stor  Ctrl  card 

Data  stor  Ctrl  card 

DS  Pass-Thru  card 

Data  stor  adapter  1  cd 

Data  stor  adapter  1  cd 

adapter  A  card  21  ED 

adapter  A  card  21  ED 

adapter  A  card  10SR 

adapter  B  card  21  ED 

adapter  B  card  21  ED 

adapter  B  card  10SR 

adapter  C  card  10SR 

adapter  D  card  10SR 

Print  adapter  cd  3262 

Print  State  Seq  card 

adapter  card  1255 

Controller  card  16  KW 

Controller  card  32  KW 

Ctrlr  cd  64KW  stage  2 

Ctrlr  cd  64KW  stage  2 

ELCA  control  card 
ELCA  control  card 

SLCA  Comm  card 
Preload  card 


X.21  card 
EIA  card 
DDSA  card 
1200  Sw  US  card 


A  failure  occurred  while 
loading  the  CSIPL  load  2 
tests. 

A  bad  channel  terminator 
card  can  cause  this 
problem.  Depending  on  the 
system  configuration,  the 
terminator  card  can  be  in 
one  of  4  locations  -- 
A1B5,  A2U3,  A3U3or  A3U4 
(p/n  4234073). 


1  F-xxxx  =  Disk  Drive  A 


421 


DIO 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E191 

A-A1C2/ 
A-A2C2 

Drive  A 

90 
10 

2597702 
2597702 
2437374 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 

This  code  is  generated 
when  a  severe  tile/adapter 
error  occurs  while 
attempting  a  CSIPL  Load  2 
from  disk. 

9700  for  10SR  Disk; 
9500  for  21  ED  Disk, 

El  92 

A-A1E2/ 
A-A2E2 

Drive 

80 

10 

2462228 

Data  stor  adapter  1  cd 

This  code  is  generated 
when  a  DSA  error  occurs 
when  attempting  a  CSIPL 
Load  2  from  disk. 
9700  for  10SR  Disk; 
9500  for  21  ED  Disk. 

El  93 

A-A1C2/ 
A-A2C2 

Drive  A 

A-A1D2/ 

A-A2D2 

A-A1E2/ 
A-A2E2 

60 

10 
10 

10 

2597702 
2597702 
2437374 

2597702 
2597702 
2437374 
2462228 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 

adapter  B  card  21  ED 
adapter  B  card  21  ED 
adapter  B  card  10SR 
Data  stor  adapter  1  cd 

This  code  Is  generated 
wnen  an  Interrupt  Timeout 
occurs  when  attempting  a 
CSIPL  Load  2  from  disk. 
9700  for  10SR  Disk; 
9500  for  21  ED  Disk. 

E226 

A-A1l\/12 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  X  or  LAI, 
1  byte. 

E227 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  and  comp- 
NCR  LAI,  1  byte. 

E228 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  or  comp- 
OCR  LAI,  1  byte. 

E229 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  casd  32  kw  Ec 

CSP  diagnostics  add  reg  - 
AR  LAI,  1  byte. 

422 


DM 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

E230 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  dtagnostics  sub  reg  - 
SR  LA1,  1  byte. 

E231 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostic!',  add  reg 
with  carry  -  ACYR  LAI,  1 
byte. 

E232 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics,  sub  reg 
with  borrow  -  SCYR  LAI,  1 
byte. 

E236 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSPdiagrnstics  XR  LA2. 
2  byte. 

E237 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  or  LA2, 
2  byte. 

E238 

A-A1M2 
A- A1 N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  and  reg 
LA2,  2  byte. 

E239 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  NCR  LA2, 
2  byte. 

E240 

A-A1IVI2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  OCR  LA2, 
2  byte. 

E241 

A-A1 M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  SLLD  LA2, 
2  byte. 

E242 

A-A1M2 
A-A1N2 

90 
10 

42^^080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  sub  reg  - 
SR  LA2,  2  byte. 

E243 

A-A1M2 
A  A1 N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  SCYR  LA2, 
2  byte. 

DI2 


423 


SRC 

FRU 

% 

P/N 

FRU  DESCRiPTION 

SERVICE  COMMENTS 

E244 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  ACYR  LA2, 
2  byte. 

E245 

A-A1M2 
A-A'iN2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  hex  move. 

F246 

A-A1N2 
A-A1M2 

50 
50 

8248087 
4234097 
4234080 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
CSP  Data  Flow  card 

CSP  diagnostics  hex  branch 
using  numeric  &  zone  field 
or  register. 

E247 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  SRL/SRLD. 

E248 

A-A1M2 
A  A1N2 

50 
50 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

Control  storage.  Direct 
storage  test. 

E249 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  move  reg. 

E250 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  ZAR  LAI, 
1  byte. 

E251 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  MPLF  GO, 
YO  ser  reg. 

E253 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  MPLF  flag 
sense  PCB,  PEB. 
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E255 

AA1L2 

A-A1M2 

A-A1N2 

40 
40 
20 

4234069 
4234080 
8248087 
47"<4097 

CSP  Channel  card 
CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

I/O  clocks  test.  Before 
replacing  any  of  these 
cards,  ensure  the  UDT 
entry  for  control  store 
typo  matches  the  storage 
fypf!  and  the  storage  type 
jumper  on  the  A1 M2  cf  "*  is 
correct. 

E256 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  j2  KW 
CSP  Jtor  card  32  kw  Ec 

CSP  diagnostics  bank  sel 
reg  test. 

E257 

A-A1L2 
A-A1M2 
A-A1 B4 

45 
45 
10 

4234069 
4234080 
4177025 

CSP  Channel  card 
CSP  Data  Flow  card 
Ctrl  Panel  Interface  cd 

Not  Vcilid  control  storage 
address  check.  Before 
replacing  cny  of  these 
cards,  ensure  the  UDT 
entry  for  control  store 
type  mcitches  the  storage 
type  and  the  storage  type 
jumper  on  the  A1 M2  card  is 
correct. 

E259 

A-A1M2 
A-A1 L2 

60 
40 

4234080 
4234069 

CSP  Data  Flow  card 
CSP  Channel  card 

Force  SAR  P  check,  X  reg  P 
check,  CS  SAR  check. 

E260 

A-A1M2 
A-A1N2 

50 
50 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

Force  X  reg  P  check,  SDR 
P  check,  MOR  reg  P  check 

E261 

A-A1N2 
A-A1M2 

50 
50 

8248087 
4234097 
4234080 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
CSP  Data  Flow  card 

Force  not  valid  device 
address  check  and  sys  bus 
parity  check. 

E263 

AA1M2 
A-A1N2 

90 

in 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  CS  block 
test. 

E264 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  CS  test. 
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E281 

A-A1N2 
A-A1M2 

50 
50 

8248087 
4234097 
4234080 

CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 
CSP  Data  Flow  card 

CSP  diagnostics  LCH  and 
STCH. 

E282 

A-A1M2 

99 

4234080 

CSP  Data  Flow  card 

CSP  diagnostics  CS  test 
LA1/LA2. 

E283 

A-A1M2 

99 

4234080 

CSP  Data  Flow  card 

CSP  diagnostics  br 
extended  -  BX, 

E284 

A-A1M2 

99 

4234080 

CSP  Data  Flow  card 

CSP  diagnostics  BALX. 

E285 

A-A1M2 

99 

4234080 

CSP  Data  Flow  card 

CSP  diagnostics  Compare 
reg  LA1/LA2. 

E286 

A-MM2 

99 

4234080 

CSP  Data  Flow  card 

CSP  diagnostics  DEC  reg 
LA1/LA2. 

E287 

A-A1M2 
A-A1N2 

50 
50 

4234080 
8248C87 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  fast  1 
fetch  ECC  mem  only. 

E288 

A-A1M2 
A-A1N2 

90 
10 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  base 
disp. 

E289 

A-A1M2 
A-A1N2 

50 
50 

4234080 
8248087 
4234097 

CSP  Data  Flow  card 
CSP  stor  card  32  KW 
CSP  stor  card  32  kw  Ec 

CSP  diagnostics  error 
correction  ECC  mem  only. 
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E290 

A-A1L2 

30 

4234069 

CSP  Channel  carci 

A  failure  occurred  v\/hile 

A-A1H2 

30 

4177036 

WSC  Base  carci  16  KW 

loading  the  CSIPL  load  3 

4177038 

WSC  card  48  KW 

tests. 

MAP  0121  will  isolate 

4237136 

WSC  carti  64  KW 

the  failing  FRU.  Go  to 

2597763 

WSC  card  64  KW 

MAP  0105,  Entry  Point  G. 

A-A1M2 

20 

4234080 

CSP  Data  Flow  card 

A-A1N2 

9 

8248087 

CSP  stor  card  32  KW 

The  channel  terminator 

.fm     r^     ^    .wkJ             .^      «-b     ^^              A.     ««    .             _      .^             A    L_            ^             f^      ^^    ^^ 

4234097 

CSP  stor  card  32  kw  Ec 

card  can  cause  this  SRC. 
It  may  be  in  one  of  4 
different  locations, 

A-A2K2 

1 

2462228 

Data  S;or  Adapter  2  cd 

A-A2J2 

1 

4237136 

Data  stor  ctr!  card 

depending  on  the  system 

2597763 

Data  stor  Ctrl  card 

configuration.  A-A1B3, 

2597727 

DS  Pass-Thru  card 

A-  A2U3,  A-A3U3  or  A-A3U4. 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

Term  card  P/N  4234073. 

A-A1E2 

1 

2462228 

Data  stor  adapter  1  cd 

A-A1C2/ 

1 

2597702 

adapter  A  card  21  ED 

A-A2C2 

1 

2597702 
2437374 

adapter  A  card  21  ED 
adapter  A  card  10SR 

A-A1D2/ 

1 

2597702 

adapter  Beard  21  ED 

A-A2D2 

1 

2597702 
2437374 

adapter  B  card  21  ED 
adapter  B  card  10SR 

A-A2S2 

1 

4177002 

Print  adapter  cd  3262 

A-A2T2 

1 

4177009 

Print  St  3te  Seq  card 

A-A2N2 

1 

8528166 

adapter  card  1255 

A-A3S2 

1 

4177036 
4177037 
4237136 
2597763 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

A-A3P2 

1 

4237136 
2597763 

ELCA  control  card 
ELCA  control  card 

A-A1J2 

1 

4177027 

WS  adapter  card 

A-A1 K2 

1 

4177000 

SLCA  Comm  card 

E291 

A-A1C2/ 

90 

2597702 

adapter  A  card  21  ED 

This  code  is  generated 

A-A2C2 

2597702 

adapter  A  card  21  ED 

when  a  severe  file/adapter 

2437374 

adapter  A  card  10SR 

error  occurs  while 
attempting  a  CSiPL  Load  3 
from  disk. 

Drive  A 

10 

9700  for  10SR  Disk; 
9500  for  21  ED  Disk. 
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E29? 

A-A1E2/ 
A-A2E2 

Drive 

80 
10 

2462228 

Data  stor  adapter  1  cd 

This  code  is  generated 
when  a  DSA  error  occurs 
when  attempting  a  CSIPL 
Load  3  from  disk. 
9700  for  10SR  Disk; 
9500  tor  21  ED  Disk. 

E2S3 

A-A1C2/ 
A-A2C2 

Drive  A 

90 
10 

2597702 
2597702 
2437374 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  lOSR 

This  code  is  generated 
when  an  Interrupt  Timeout 
occurs  when  attempting  a 
CSIPL  Load  3  from  disk. 
9700  {or  10SR  Disk; 
9500  for  21  ED  Disk 

E2A1 

A-A1 L2 
A-A1H2 
A-A1Q2 
A-A2J2 

A-A2K2 

80 
5 
5 
5 

2 

4234069 

2597706 
4237136 
2597763 
2462228 

CSP  Channel  card 

MSP  Data  Flow  card 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
Data  Stor  Adapter  2  cd 

CSP  diagnostic  -  This  is 
tested  under  interrupt 
level  5  but  could  occur 
under  any  interrupt  level. 

E2A2 

A-A1 L2 
A-A1M2 

90 
10 

4234069 
4234080 

CSP  Channel  card 
CSP  Data  Flow  card 

CSP  diagnostic  -  fixed 
interval  timer  and 
interrupt  level  2. 

E2FF 

This  code  is  displayed 
if  the  configuration  bit 
is  off  m  the  UDT  and 
the  input  option  permits 
running  configuration 
sensitive  routines, 
(see  MIM  01 -290)  Go  to 
MAP  0101,  Entry  Point  C. 

E300 

A-A1N2 
A-A1Q2 
A-A1P2 
A-A1M2 

86 
2 
5 
5 

2597716 
2597706 
4233686 
2597736 

CSP  Stage  2 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Panel  Ctrl  Cd  Stg  2 

A  failure  occurred 
before  load  routine  09. 

E309 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  test 
LAI-DECby  1. 
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6310 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  test 
LAI -INC  by  1. 

E311 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  test 
LAP-DEC  by  1. 

E312 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  difcgnostics  add  reg 
LA2  2  bytes  +  1  byte. 

E313 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  add  reg 
LA2  2  bytes 

E314 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  subtract 
regs  -  LA2  2  bytes. 

£315 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  storage 
direct  -  read  L. 

E316 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  storage 
direct  -  write  ST. 

E317 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagni  itics  -  load 
register  from  control 
store 

E318 

A-A1N2 

99 

259771 f 

CS°  Stage  2 

CSP  diagnostics  reg  to 
control  storp  STC. 

E319 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagr.  jstics.  Sense  and 
load  channel  register, 
sense  CEB. 

E320 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics.  Reset, 
load,  sense  PCR. 

E321 

A-A1 N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  subtract 
Imm  SI. 

E322 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  inc  reg 
by  1  LA2,  2  bytes. 

E323 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  or  regp 
LAI,  1  byte. 

E324 

A-A1N2 

99 

2597716 

CSP  Stage  2 

CSP  diagnostics  and  regs 
LAI,  1  byte. 

Did 
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d480 

A-A1U2 

73 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load. 

A-A1Q2 

20 

2597706 

MSP  Data  Flow  card 

A1U2isa256Kbs.orage 

A-A1P2 
A-A1 

5 
1 

4233686 

MSP  Control  card 

card. 

Goto  MAP  1180  to  isolate 

the  failing  card. 

1.    /3 

MS 

74 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load. 

A-A1Q2 
A-A1 

24 
1 

2597706 

MSP  Data  Flow  card 

A1U2  is  a  256Kb  storage 

card. 

MS  =  main  storage. 

Go  to  MAP  1 1 83  to  isolate 

the  failing  card. 

d484 

MS 

74 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load. 

A-A1Q2 
A-A1 

24 
1 

2597706 

MSP  Data  Flow  card 

MS  is  a  256Kb  storage 

card. 

MS  =  main  storage. 

Goto  MAP  11 84  to  isolate 

the  failing  card. 

d485 

MS 

74 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load. 

A-A1Q2 

25 

2597706 

MSP  Data  Flow  card 

A1U2  is  a  256Kb  storage 

card. 

MS  =  main  storage. 

Goto  MAP  11 85  to  isolate 

the  failing  card. 

d486 

A-A1U2 

74 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load. 

A-A1Q2 

24 

2597706 

MSP  Data  Flow  card 

A1U2  is  a  256Kb  storage 

A-A1 

1 

card. 

Goto  MAP  11 86  to  isolate 

the  failing  card. 

d487 

MS 

74 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load. 

A-A1Q2 

25 

2597706 

MSP  Data  Flow  card 

All  main  storage  cards  are 

256Kb. 

MS  =  main  storage. 

Goto  MAP  1187  to  isolate 

the  failing  card. 

394 


COI 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

d488 

A-A1U2 

74 

25977C4 

MSP  stor  card  256  KB 

CSIPL3rd  load. 

A-A1Q2 
A-A1 

24 

1 

2597706 

MSP  Data  Flow  card 

A1U?  IS  a  256Kb  storage 

card. 

Goto  MAP  1188  to  isolate 

the  failing  card. 

d489 

A-A1Q2 

55 

2597706 

MSP  Data  Flow  card 

CSIPL  3rd  load. 

A-A1U2 
A-A1 

43 
1 

2597704 

MSP  stor  card  256  KB 

A1U2  is  a  256Kb  storage 

card. 

Goto  MAP  1189  to  isolate 

the  failing  card. 

d492 

A-A1Q2 

60 

2597706 

MSP  Data  Flow  card 

CSIPL  3rd  load. 

A-A1U2 

20 

2597704 

MSP  stor  card  256  KB 

A1U2isa  256Kb  storage 

A-A1 P2 

19 

4233686 

MSP  Control  card 

card. 

Goto  MAP  VI 92  to  isolate 

A-A1 

1 

the  failing  card. 

d493 

A-A1U2 

75 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load. 

A-A1Q2 

24 

2597706 

MSP  Data  Flow  card 

A1U2  >s  a  256Kb  storage 

card. 

Go  to  MAP  1 193  to  isolate 

the  failing  card. 

d4S4 

MS 

74 

2597704 

MSP  stor  card  256  KB 

CSiPLo  c  load. 

A-A1Q2 
A-A1 

24 

1 

2597706 

MSP  Data  Flow  card 

All  main  storage  cards  are 

256Kb. 

MS  =  main  storage. 

Goto  MAP  119^  lo  isolate 

the  failing  card. 

d497 

A-A1U2 

74 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load. 

A  A1Q2 

25 

2597706 

MSP  Data  Flow  c=»rd 

A1U2  is  a  256Kb  storage 

A-A1 

1 

card. 

Goto  MAP  1197  to  isolate 

the  failing  card. 

d498 

A-A1U2 

60 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load. 

A-A1Q2 

38 

2597706 

MSP  Data  Flow  card 

A1U2  IS  a  256Kb  storage 

A-A1 

1 

card. 

Goto  MAP  1198  to  isolate 

the  failing  card. 

C02 
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d499 

A-A1U2 
A-A1Q2 
A-A1 

59 

40 

1 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

A1U2  isa  256Kb  storage 

card. 

Goto  MAP  1199  to  isolate 

the  failing  card. 

d501 

A-A1U2 

99 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load.  A1U2IS3 
256Kb  storage  card. 

d502 

A-A1T2 

99 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load.  A1T2  IS  a 
256Kb  storage  card. 

d504 

A-A1S2 

99 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load.  A1S2isa 
256Kb  storage  card. 

d508 

A  A1R2 

99 

2597704 

MSP  stor  card  256  KB 

CSIPL  3rd  load.  A1R2isa 
256Kb  storage  card. 

d511 

A-A1U2 
A-A1Q2 

55 
45 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

CSIPL3idload.  A1U2isa 
256Kb  storage  card. 

d678 

(VIS 

A-A1Q2 
A-A1 P2 
A-A1 

73 

20 
5 
1 

4234098 
2597704 
2597706 
4233686 

MSP  sior  card  128KB 
MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

Main  storage  cards  are 

256Kb  and  128Kb  cards. 

MS  =  main  storage 

Go  to  MAP  1 1 78  to  isolate 

the  failing  card. 

d679 

MS 

A-A1Q2 
A-A1 P2 

73 

20 
5 

4233694 
2597704 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 
Main  storage  cards  are 
256Kb  and  128Kb  cards. 
MS  =  main  storage 
Goto  MAP  1178  to  isolate 
the  failing  card. 

d683 

MS 
A-A1Q2 

74 
24 

4233694 
2597704 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 
Main  storage  cards  are 
256Kb  and  128Kb  cards. 
MS  =  main  storage 
Goto  MAP  1183  to  isolate 
the  failing  card. 
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d684 

MS 

4234098 
2597704 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 

Go  to  MAP  1 184  to  isolate 
the  failing  card. 

d685 

MS 
A-A1Q2 

74 
24 

4234098 
2597704 
2597706 

MSP  stor  ca.d  128  KB 
MSP  stor  card  256  KB 
MSF  Data  Flow  card 

CSIPL  3rd  load.  If  MS  is 

the  problem  ,  MS  card 

sizes  are  128Kb,  256Kb 

and  51 2Kb. 

MS  =  main  storage 

Go  to  MAP  1 1 85  to  isolate 

the  failing  card. 

d687 

MS 
A-A1Q2 

74 
24 

4233694 
2597704 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  Data  Flow  card 

CSIPL  3«u  load. 

Mam  storage  cards  are 

256Kb  and  128Kb  cards. 

MS  =  mam  storage 

Go  to  MAP  1187  to  isolate 

the  failing  card. 

d695 

MS 

A-A1Q2 
A-A1 

74 

24 
1 

4234098 
2597704 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 
Main  storage  cards  are 
256Kb  and  128Kb  cards. 
MS  =  main  storage. 
Goto  MAP  1195  to  isolate 
the  failing  card. 

d779 

MS 

A-A1Q2 
A-A1 P2 

73 

20 
5 

4233694 
2597584 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

Main  storage  cards  are 

512Kb  and  128Kb. 

MS  =  main  storage 

Go  to  MAP  1 1 79  to  isolate 

the  failing  card. 

d783 

MS 
A-A1Q2 

74 
25 

4233694 
2597584 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

Main  storage  cards  are 

512Kb  and  128Kb. 

MS  =  main  storage 

Goto  MAP  11 83  to  isolate 

the  failing  card. 
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d784 

MS 

A-A1Q2 
A-A1 

74 

24 
1 

4233694 
2597584 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

Mam  storage  cards  are 

51 2Kb  and  128Kb. 

MS  =  nnain  storage 

Go  to  MAP  1 184  to  isolate 

the  failing  card 

d785 

MS 
A-A1Q2 

74 
24 

4233694 
2597584 
2597706 

MSP  stor  card  128KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load.  If  MS  is 

the  problem  ,  MS  card 

sizes  are  128Kb,  256Kb 

and  512Kb. 

MS  -  main  storage 

Go  to  MAP  1 1 85  to  isolate 

the  failing  card. 

d787 

MS 
A-Aia2 

74 
25 

4233694 
2597584 
2597706 

MSP  stor  card  128KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

Mam  storage  cards  are 

512Kb  and  128Kb. 

MS  =  main  storage 

Go  to  MAP  1 1 87  to  isolate 

the  failing  card. 

d879 

MS 

A-A1Q2 
A-A1 P2 

73 

20 
5 

2597704 
2597584 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

Main  storage  cards  are 

512Kb  and  256Kb. 

MS  =  mam  storage 

Go  to  MAP  1 1 79  to  isolate 

the  failing  card. 

d883 

MS 
A-A1Q2 

74 
24 

2597704 
2597584 
2597706 

MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

Main  storage  cards  are 

256Kb  and  512Kb 

MS  =  main  storage 

Goto  MAP  1183  to  isolate 

the  failing  caid. 
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d884 

MS 
A-A1Q2 

74 
24 

2597704 
2597584 
2597706 

MSP  stor  card  256  KB 
MSP  stor  card  512  K^ 
MSP  Data  Flow  card 

CSIPl  3rd  load, 

Mam  storage  cyds  are 

51 2Kb  and  256Kb. 

MS  =  main  storage 

Go  to  MAP  11 84  to  isolate 

the  failing  card. 

d88B 

MS 
A-A1Q2 

74 
24 

2597704 
2597584 
2597706 

MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load.  If  MS  is 

the  problem  ,  MS  card 

sizes  are  128Kb,  256Kb 

and  512Kb, 

MS  =  mam  storage 

Goto  MAP  1185  to  isolate 

the  failmg  card. 

d887 

MS 

A  A1Q2 

74 
24 

2597704 
2597584 
2597706 

MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

Mam  storage  cards  are 

512Kb  and  256Kb, 

MS  =  mam  storage 

Go  to  MAP  1 187  to  isolate 

the  failing  card. 

d940 

A-A1N2 

98 

2597716 

CSP  Stage  2 

CSIPL  3rd  load. 
A-A1N2isaCSP/SScard, 

d950 

A-A1N2 
A-A1Q2 

33 
33 

2597716 
2597706 

CSP  Stage  2 

MSP  Data  Flow  card 

CSIPL  3rd  load, 
rheA1N2isaCSP/SScard. 

d970 

A-A1N2 
A-A1P2 
A-A1Q2 

33 
33 
33 

2597716 
4233686 
2597706 

CSP  Stage  2 
MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  lofid. 

The  A1N2  is  a  CSP/SS  card. 

dAXX 

CSIPL  3rd  load, 

dAXX  will  only  appear  in 

stop  mode  (EEOO)  or  stop 

on  error  mode  (Fb03), 

XX  indicates  the  TU  just 

executed,  XX  may  be  00  - 

9F, 

C06 
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dbOO 

A-A1Q2 
A-A1 P2 
A-A1N2 
A-A1 

50 

30 

18 

1 

259770e 
42336?S 
2597716 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Go  to  MAP  1 100  to  isolate 

the  falling  card. 

A1N2isaCSP/SScard. 

db02 

A-A1 N2 

A-A1Q2 

A-A1P2 

A-A1M2 

A-A1 

50 

30 

15 

1 

1 

2597716 
2597706 
4233686 
2597736 

CSP  Stage  2 
MSP  Data  Flow  card 
MSP  Control  card 
CSP  Panel  Ctrl  Cd  Stg  2 

CSIPL  3rd  load. 

Goto  MAP  1102  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db03 

A-A1Q2 
A-A1N2 
A-A1P2 
A-A1 

77 

11 

10 

1 

2597706 
2597716 
4233686 

MSP  Data  Flow  card 
CSP  Stage  2 
MSP  Control  card 

CSIPL  3rd  load. 

Go  to  MAP  1103  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db06 

A-A1Q2 
A-A1P2 
A-A1N2 
A-A1 

40 

30 

27 

1 

2597706 
4233686 
2597716 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Goto  MAP  1106  to  isolate 

the  fdiling  card. 

A1N2isaCSP/SScard. 

db07 

A-A1Q2 
A-A1N2 
A-A1P2 
A-A1 

77 

11 

10 

1 

2597706 
2597716 
4233686 

MSP  Data  Flow  card 
CSP  Stage  2 
MSP  Control  card 

CSIPL  3rd  load. 

Go  to  MAP  1 107  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db08 

A-A1Q2 
A-A1P2 
A-A1N2 
A-A1 

50 

30 

,!7 

1 

2597706 
4233686 
2597716 

MSP  Data  Flo>  /  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Goto  MAP  1108  to  isolate 

the  failing  card. 

A1N2  isaCSP/SScard. 

db09 

A-A1Q2 
A-A1 P2 
A-A1N2 
A-A1 

50 

40 

8 

1 

2597706 
4233686 
2597716 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Go  to  MAP  1 109  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

dblO 

A-A1Q2 
A-A1 P2 
A-A1N2 
A-A1 

50 

35 

12 

1 

2597706 
4233686 
2597716 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Goto  MAP  11 10  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 
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db12 

A-A1 P2 
A-A1Q2 
A-A1N2 

50 

48 

2 

4233686 
2597706 
2597716 

MSP  Control  card 
MSP  Data  Flow  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Go  to  MAP  1112  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db14 

A-A1P2 
A-A1Q2 
A-A1N2 
A-A1 

60 
30 

7 
1 

4233686 
2597706 
2597716 

MSP  Control  card 
MSP  Data  Flow  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Go  to  MAP  1 1 1 4  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db22 

A-A1P2 
A-A1Q2 
A-A1N2 
A-A1 

50 

40 

7 

1 

4233686 
2597706 
2597716 

MSP  Control  card 
MSP  Data  Flow  card 
CSP  Stage  2 

CSIPL  3rd  Ifjad. 

Goto  MAP  1122  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db24 

A-A1Q2 
A-A1 P2 
A-A1N2 
A-A1 

60 
30 

7 
1 

2597706 
4233686 
2597716 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Go  to  MAP  1 1 24  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db28 

A-A1Q2 
A-A1 P2 
A-A1N2 
A-A1 

70 

24 

3 

1 

2597706 
4233686 
2597716 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Goto  MAP  1128  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db29 

A-A1Q2 
A-A1P2 
A-A1N2 
A-A1 

44 

34 

20 

1 

2597706 
4233686 
2597716 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Goto  MAP  1129  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db30 

A-A1N2 
A-A1 P2 
A-A1 

70 

28 

1 

2597716 
4233686 

CSP  Stage  2 
MSP  Control  card 

CSIPL  3rd  load. 

Goto  MAP  11 30  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db33 

A-A1 P2 
A-A1Q2 
A-A1N2 
A-A1 

40 

40 

17 

1 

4233686 
2597706 
2597716 

MSP  Control  card 
MSP  Data  Flow  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Goto  MAP  1133  to  isolate 

the  failing  card. 

The  system  co  tains  a 

CSP/SS 
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db34 

A-A1Q2 
A-A1P2 
A-A1IM2 
A-A1 

50 

30 

17 

1 

2597706 
4233686 
2597716 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Go  to  MAP  1 134  to  isolatp 

the  failing  card. 

A1N2isaCSP/SScard 

db35 

A-A1N2 
A-A1P2 

69 
30 

2597716 
4233686 

CSP  Stage  2 
MSP  Control  card 

CSIPL  3rd  load. 

Goto  MAP  1135  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db37 

A-A1Q2 
A-A1P2 
A-A1N2 
A-A1 

45 

35 

18 

1 

2597706 
4233686 
2597716 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Go  to  MAP  1137  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db46 

A-A1 P2 
A-A1Q2 
A-A1U2 
A-A1N2 
A-A1 

50 
30 
10 

7 
1 

4233686 
2597706 
4233694 
2597716 

MSP  Control  card 
MSP  Data  Flow  card 
MSP  stor  card  128  KB 
CSP  Stage  2 

CSIPL  3rd  load. 

Go  to  MAP  1 146  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

db48 

A-A1 P2 
A-A1Q2 
A-A1N2 
A-A1 

60 

36 

1 

1 

42.?3686 
2597706 
2597716 

MSP  Control  card 
MSP  Data  Flow  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Go  to  MAP  1 148  to  isolate 

the  failing  card 

A1N2isaCSP/SScard. 

db82 

A-A1Q2 
A-A1P2 
A-A1N2 
A-A1 

60 

27 

10 

1 

2597706 
4233686 
2597716 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 

CSIPL  3rd  load. 

Goto  MAP  1182  to  isolate 

the  failing  card. 

A1N2isaCSP/SScard. 

dCOO 

A-A1Q2 
A-A1 P2 
A-A1M2 
A-A1L2 
A  A1 

50 

30 

15 

3 

1 

2597706 
4233686 
4234080 
4234069 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Data  Flow  card 
CSP  Channel  card 

CSIPL  3rd  load. 

Go  to  MAP  11 00  to  isolate 

the  failing  card. 

dC06 

A-A1Q2 
A-A1 P2 
A-A1 M2 
A-A1 L2 
AA1 

40 
30 
20 

7 
1 

2597706 
4233686 
4234080 
4234069 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Data  Flow  card 
CSP  Channel  card 

CSIPL  3rd  load. 

Goto  MAP  1106  to  isolate 

the  failing  card. 
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dC07 

A-A1Q2 

A-A1P2 

A-A1M2 

A-A1L2 

A-A1 

77 

10 

8 

3 

1 

2597706 
4233686 
4234080 
4234069 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Data  Flow  card 
CSP  Channel  card 

CSIPL  3rd  load. 

Goto  MAP  1107  to  isolate 

the  failing  card. 

dCOS 

A-A1Q2 

A-A1P2 

A-A1M2 

A-A1L2 

A-A1 

50 

30 

14 

3 

1 

2597706 
4233686 
4234080 
4234069 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Data  Flow  card 
CSP  Channel  card 

CSIPL  3rd  load. 

Goto  MAP  1108  to  isolate 

the  failing  card. 

dC09 

A-A1Q2 
A-A1P2 
A-A1M2 
A-A1 

50 
40 

8 

1 

2597706 
4233686 
4234080 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Data  Flow  card 

CSIPL  3rd  load. 

Goto  MAP  1109  to  isolate 

the  failing  card. 

dC10 

A-A1P2 
A-A1Q2 
A-A1M2 
A-A1 L2 
A-A1 

50 

35 

12 

1 

1 

4233686 
2597706 
4234080 
4234059 

MSP  Control  card 
MSP  Data  Flow  card 
CSP  Data  Flow  card 
CSP  Channel  card 

CSIPL  3rd  load. 

Go  to  MAP  1 1 10  to  isolate 

the  failing  card. 

dC12 

A-A1 P2 
A-A1Q2 
A-A1M2 

50 

48 

2 

4233686 
2597706 
4234080 

MSP  Control  card 
MSP  Data  Flow  card 
CSP  Data  Flow  card 

CSIPL  3rd  load. 

dC14 

A-A1P2 
A-A1Q2 
A-A1M2 
A-A1 

60 
30 

7 
1 

4233686 
2597706 
4234080 

MSP  Control  card 
MSP  Data  Fiow  card 
CSP  Data  Fiow  card 

CSIPL  3rd  load. 

Goto  MAP  11 14  to  isolate 

the  failing  card. 

dC16 

A-A1P2 
A-A1Q2 

60 
38 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dC18 

A-A1P2 
A-A1Q2 

50 
48 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dC20 

A-A1P2 
A-A1Q2 

55 
43 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 
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dC22 

A-A1P2 
A-A1Q2 
A-A1M2 
A-A1 

50 
40 

7 
1 

4233686 
2597706 
4234080 

MSP  Control  card 
MSP  Data  Flow  card 
CSP  Data  Flow  card 

CSIPL  3rd  load. 

Go  to  MAP  1122  to  isolate 

the  failing  card, 

dC24 

A  A1Q2 
A-A1P2 
A-A1M2 
A-A1 

60 
30 

7 
1 

2597706 
4233686 
4234080 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Data  Flow  card 

CSIPL  3rd  loa  1. 

Go  to  MAP  1  1 24  to  isolate 

the  failing  card 

dC26 

A-A1P2 
A-A1Q2 

60 
38 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPl.  3rd  load. 

dC28 

A-A1Q2 
A-A1P2 
A-A1M2 
A-A1 

70 

24 

3 

1 

2597706 
4233686 
4234080 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Data  Flow  card 

CSIPL  3rd  load. 

Go  to  MAP  1128  to  isolate 

th3  failing  card. 

dC29 

A-A1Q2 
A-A1P2 
A-A1M2 
A-A1 

44 

34 

20 

1 

2597706 
4233686 
4234080 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Data  Flow  card 

CSIPL  3rd  load. 

Go  to  MAP  1129  to  isolate 

the  failing  card. 

dC30 

A-/»      2 
A-M        "• 
A-A1  f-^ 
A-A1 

40 

30 

28 

1 

4234069 
4234080 
4233686 

CSP  Channel  card 
CSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

Go  to  MAP  1 130  to  isolate 

the  failing  card. 

dC31 

A-A1Q2 
A-A1P2 

70 
28 

2597706 
4233686 

MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3id  load. 

dC32 

A-A1Q2 
A-A1 P2 

70 
28 

2597706 
4233686 

MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

dC33 

A-A1P2 
A-A1Q2 
A-A1 B4 
A-A1 

40 

40 

17 

1 

4233686 
2597706 
4177025 

MSP  Control  card 
MSP  Data  Flow  card 
Ctrl  Panel  Interface  cd 

CSIPL  3rd  load. 

Go  to  MAP  1 133  to  isolate 

the  failing  card. 

dC34 

A-A1Q2 
A-A1P2 
A-A1IVI2 
A-A1 

50 

30 

17 

1 

2597706 
4233686 
4234080 

MSP  Dfita  Flow  card 
MSP  Control  card 
CSP  Data  Flow  card 

CSIPL  3rd  load. 

Goto  MAP  1134  to  isolate 

the  failing  card. 
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dC35 

A-A1L2 
A-A1P2 
A-A1M2 

40 
30 
29 

4234069 
4233686 
4234080 

CSP  Channel  card 
MSP  Control  card 
CSP  Data  Flow  card 

CSIPL  3rd  load. 

Go  to  MAP  1 135  to  isolate 

the  failing  card. 

dC36 

A-A1Q2 
A-A1P2 

70 
28 

2597706 
4233686 

MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

dC37 

AA1Q2 
A-A1P2 
A-A1M2 
A-A1 

45 

35 

18 

1 

2597706 
4233686 
4234080 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Data  Flow  card 

CSIPL  3rd  load. 

Go  to  MAP  1137  to  isolate 

the  failing  card. 

dC40 

A-A1Q2 
A-A1P2 

60 
38 

2597706 
4233686 

MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

dC42 

A-A1Q2 
A-A1P2 

60 
38 

2597706 
4233686 

MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

dC44 

A-A1Q2 
A-A1U2 
A-A1P2 
A-A1 

60 
30 

7 
1 

2597706 
4233694 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  128  KB 
MSP  Control  card 

CSIPL  3rd  load. 

If  MS  IS  the  problem,  the 

failure  is  a  128Kb  card. 

dC46 

A-A1P2 

A-A1Q2 

A-A1U2 

A-A1M2 

A-A1 

50 
30 
10 

7 
1 

4233686 
2597706 
4233694 
4234080 

MSP  Control  card 
MSP  Data  Flow  card 
MSP  stor  card  128KB 
CSP  Data  Flow  card 

CSIPL  3rd  load. 

If  MS  IS  the  problem,  the 

failure  is  a  128Kb  card. 

dC48 

A-A1P2 
A-A1Q2 
A-A1L2 
A-A1 

60 

36 

1 

1 

4233686 
2597706 
4234069 

MSP  Control  card 
MSP  Data  Flow  card 
CSP  Channel  card 

CSIPL  3rd  load. 

dC50 

A-A1P2 
A-A1Q2 

70 
28 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dC52 

A-A1P2 
A-A1Q2 

70 
28 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSir-L  3rd  load. 

dC54 

A-A1P2 
A-A1Q2 

60 
38 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dC56 

A-A1P2 
A-A1Q2 

60 
38 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 
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dC58 

A-A1Q2 
A-A1P2 

60 
38 

2597706 
4233686 

MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

dC60 

A-A1P2 
A-A1Q2 

50 
48 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dC62 

A-A1P2 
A-A1Q2 

60 
38 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dC63 

A-A1P2 
A-A1Q2 

60 
38 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dC64 

A-A1Q2 
A  A1P2 
A-A1U2 

60 
28 
10 

2597706 
4233686 
4233694 

MSP  Data  Flow  card 
MSP  Control  card 
MSP  stor  card  128  KB 

CSIPL  3rd  load.  A1U.2  IS 
128Kb  storage  card. 

dC65 

A-A1P2 
A-A1Q2 

60 
38 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dC66 

A-A1P2 
A-A1Q2 

60 
38 

4233686 
2597706 

MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dC67 

A-A10.2 
A-A1 P2 

60 
38 

2597706 
4233686 

MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

dC68 

A-ATQ2 
A-A1 P2 
A-A1N2 
A-A1M2 

60 

30 

5 

3 

2597706 
4233686 
2597716 
4234080 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Stage  2 
CSP  Data  Flow  card 

CSIPL  3rd  load. 

dC75 

MS 

A-A1Q2 
A-A1P2 
A-A1 

73 

20 

5 

1 

4234098 
2597706 
4233686 

MSP  stor  card  128KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2is  128Kb  storage 

card 

CSIPL  3rd  load. 

MS  =  main  storage. 

dC79 

MS 

A-A1Q2 
A-A1 P2 
A-A1 

73 

20 

5 

1 

4234098 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2IS  128Kb  storage 

card. 

CSIPL  3rd  load. 

MS  =  mam  storage. 

dC81 

A-A1U2 
A  A1Q2 
A  A1P2 
A-A1 

73 

20 

5 

1 

4233694 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2  is  128Kb  storage 

card. 

CSIPL  3rd  load. 
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dC82 

A-A1Q2 

A-A1P2 

A-A1L2 

A-A1M2 

A-A1 

60 

27 

5 

5 

1 

2597706 
4233686 
4234069 
4234080 

MSP  Data  Flow  card 
MSP  Control  card 
CSP  Channel  card 
CSP  Data  Flow  card 

CSIPL  3id  load. 

Go  to  MAP  1182  to  isolate 

the  failing  card. 

dC83 

MS 

A-A1Q2 
A-A1T2 
A-A1 

74 

24 

1 

1 

4234098 
2597706 
4233694 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  stor  card  128KB 

CSIPL  3rd  load  If  MS  is 
the  problem,  the  failing 
caid  IS  a  128Kb  storage 
card.  MS  =  main  storage. 

dC84 

MS 

A-A1Q2 

A-A1 

74 

24 

1 

4234098 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load.  If  MS  is 
the  problem,  the  failing 
card  IS  a  128Kb  storage 
card.  MS  =  mam  storage. 

dC85 

MS 
A-A1Q2 

74 
25 

4234098 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load.  If  MS  is 
the  problem,  the  failing 
card  IS  a  128Kb  storage 
card.  MS  =  mam  storage. 

dC86 

A-A1U2 
A  A1Q2 
A  A1 

74 

24 

1 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

A1U2  IS  128Kb  storage 
card.  CSIPL  3rd  load. 

dC87 

MS 

A-A1Q2 

A-A1 

74 

24 

1 

4234098 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

A1U2is  128Kb  storage 
card.  CSIPL  3rd  load. 
MS  =  main  storage. 

dC88 

A-A1U2 
A-A1Q2 
A-A1 

74 

24 

1 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

A1U2  is  128Kb  storage 
card.  CSIPL  3rd  load 

dC89 

MS 

A-A1Q2 
A-A1 P2 
A-A1 

73 

20 

5 

1 

4234098 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2  is  128Kb  storage 

card. 

CSIPL  3rd  load. 

MS  =  main  storage. 

dC92 

MS 

A-A1Q2 
A-A1P2 
A-A1 

73 

20 

5 

1 

4234098 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2  is  128Kb  storage 

card. 

CSIPL  3rd  load. 

MS  =  main  storage. 

04 
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dC93 

A-A1U2 
A-A1Q2 

75 
24 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

A1U2  IS  128Kb  storage 
card  CSIPL  3rd  load. 

dC96 

MS 

A-A1Q2 
A-A1P2 
A-A1 

73 

20 

5 

1 

4234098 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2  IS  128Kb  storage 

card. 

CSIPL  3rd  load. 

MS  =  mam  storage 

dC97 

MS 

A-A1Q2 
A-A1P2 
A-A1 

73 

20 

5 

1 

4234098 
2597706 
423368C 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2IS  128Kb  storage 

card. 

CSIPL  3rd  load. 

MS  =  main  storage. 

dC98 

MS 

A-A1Q2 
A-A1P2 
A-A1 

73 

20 

5 

1 

4234098 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 
MSP  Control  card 

A1U2IS  128Kb  storage 

card. 

CSIPL  3rd  load. 

MS  =  mam  storage. 

dC99 

MS 

A-A1Q2 
A-A1P2 
A-A1 

73 

20 

5 

1 

4234098 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  Data  F!jwcard 
MSP  Control  card 

A1U2(S  128Kb  storage 

card. 

CSIPL  3rd  load. 

MS  =  main  storage. 

dd01 

A-A1U2 
A-A1Q2 

90 
9 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

128Kb  ECC  storage  card. 
CSIPL  3rd  load. 

dd02 

A-A1T2 

99 

4233694 

MSP  stor  card  128KB 

128Kb  ECC  storage  card. 
CSIPL  3rd  load. 

dd04 

A-A1S2 

99 

4233694 

MSP  stor  card  128  KB 

128Kb  ECC  storage  card. 
CSIPL  3rd  load. 

dd08 

A-AI R2 

99 

4233694 

MSP  stor  card  128  KB 

128Kb  ECC  storage  card. 
CSIPL  3rd  load. 

dd10 

A-A1Q2 

98 

2597706 

MSP  Data  Flow  card 

CSIPL  3rd  load. 
If  replacmg  FRU  does  not 
correct  the  problem,  check 
to  see  that  the  UDT  is 
correct  'see  MIM  01  -290). 

ddll 

A-A1U2 
A-A1Q2 

55 
45 

4233694 
2597706 

MSP  stor  card  128  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load.  A-AI  U2  is 
a  128Kb  storage  card. 
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dd20 

A-A1P2 

98 

4233686 

MSP  Control  card 

CSIPL  3rd  load. 

dd30 

A-A1P2 
A-A1Q2 

49 
49 

423368C 
259770O 

MSP  Control  card 
MSP  Data  Flow  card 

CSiPL  3rd  load. 

dd31 

A  A1Q2 
A-A1P2 
A-A1U2 

60 
25 

•!4 

2597706 
4233686 
4233694 

MSP  Data  Flow  card 
MSP  Control  card 
MSP  stor  card  128KB 

A1U2  IS  128Kb  storage 
card.  CSIPL  3rd  load, 
ru  51  failed. 

dd40 

A-A1M2 

98 

4234080 

CSP  Data  Flow  card 

CSIPL  3rd  load. 

dd50 

A-A1 L2 
A-A1Q2 

55 
45 

4234069 
2597706 

CSP  Channel  crrd 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dd70 

A-A1M2 
A-A1 P2 
A-A1Q2 

33 
33 
33 

4234080 
4233686 
2597706 

CSP  Data  Flow  card 
MSP  Control  card 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

dEXX 

CSIPL  3rd  load. 
Test  unit  XX  is  not  in 
the  load  module. 
Goto  MAP  0105,  Entry 
Point  A. 

dF91 

A-A1C2/ 
A-A2C2 

Drive  A 

90 
10 

2597702 
2597702 
2437374 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 

This  code  is  generated 
when  a  severe  file/adapter 
error  occurs  while  loading 
DCP  from  Disk. 
9700Afor  10SR  Disk; 
9500Afor21EDDisk. 

dF92 

A-A1 E2/ 
A  A2E2 

Drive  A 

80 
10 

2462228 

Data  stor  adapter  1  cd 

This  code  is  generated 
when  a  DSA  error  occurs 
when  loading  DCP  from  Disk 
970CAfor  10SR  Disk; 
9500Afor21ED  Disk 

dF93 

A-A1C2/ 
A-A2C2 

Drive  A 

90 
10 

2597702 
2597702 
2437374 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 

This  code  is  generated 
when  a  Interrupt  Timeout 
occurs  while  loading  DCP 
from  disk. 

9700Afor  10SR  Disk; 
9500Afor21EDDisk. 
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dFFA 

CSIPL  3rd  load. 
MSP  cannot  be 
initialized  w.th  input 
option  FFOO. 

dFFb 

CSIPL  3rd  load. 
Configure  error  class. 
Goto  MAP  0105,  Entry 
Point  A. 

dFFC 

A-A1E2/ 
A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

CSIPL  3rd  load. 

This  code  is  generated 

when  an  errc  which  can 

not  be  identified  occurs 

while  loading  DCP  from 

disk  or  diskette. 

Go  to  MAP  0105,  Entry 

Point  A. 

aFFd 

CSIPL  3rd  load.  MSP  TU  CS 
length  too  much. 
Goto  MAP  0105,  Entry 
Point  A. 

dFFE 

CSIPL  3rd  load.  Not  a 
valid  MSP  MDI  rule  found. 
Goto  MAP  0105,  Entry 
Point  A. 

dFFF 

CSIPL  3rd  load. 
Unknown  error  condition 
while  running  MSP  IPL 
diagnostics. 

EOOO 

A-A1M2 

2597736 

CSP  Panel  Ctrl  Cd  Stg  2 

Code  problem  on  panel 
processor  card. 

E002 

A-A1 M2 
A-A1N2 

50 
50 

2597736 
2597716 

CSP  Panel  Ctrl  Cd  Stg  2 
CSP  Stagy  2 

Bad  parity  from  C    '"  'SS. 

E004 

A-A1M2 
A-A1N2 

50 
50 

2597736 
2597716 

CSP  Panel  Ctrl  Cd  Stg  2 
CSP  Stage  2 

CSP/SS  won"t  stop. 
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E011 

A-A1M2 
A-A1N2 

70 
30 

2597736 
2597716 

CSP  Panel  Ctrl  Cd  Stg  2 
CSP  Stage  2 

PCB  bit  (s)  or  PCB  strobe 
grnunded. 

E012 

A-A1M2 
A-A1N2 

50 
50 

2597736 
2597716 

CSP  Panel  Ctrl  Cd  Stg  2 
CSP  Stage  2 

CSP/SS  bus  bitlsl  or 
parity  btt(s)  grounded. 

E013 

AA1M2 
A-A1N2 

50 
50 

2597736 
2597716 

CSP  Panel  Ctrl  Cd  Stg  2 
CSP  Stage  2 

CSP/SS  bus  bit(s),  PCB 
bit(s)  or  parity  bit(s) 
floating. 

E014 

A-A1N2 
A-A1M2 

80 
20 

2597716 
2597736 

CSP  Stige  2 

CSP  Panel  Ctrl  Cd  Stg  2 

Storage  error  at  location 
■OOOO" 

E015 

A-A1N2 
A-A1M2 
A-A1H2 

A-A1E2/ 

A-A2E2 

A-A3S2 

A-A3P2 

A-A1 L2 
A-A2J2 

30 
10 
10 

10 
10 

10 

10 
10 

2597716 
2597736 
4177036 
4177033 
4237136 
2597763 
2462228 

4177036 
4177037 
4237136 
2597763 
4237136 
2597763 
4234069 
4237136 
2597763 
2597727 

CSP  Stage  2 
CSP  Pcinel  Ctrl  Cd  Stg  2 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  84  KW 
Data  stor  adapter  1  cd 

Controller  card  16  KW 
ControMer  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 
ELCA  control  card 
ELCA  control  card 
CSP  Channel  card 
Data  stor  Ctrl  caid 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

CSP  IS  stopped  or  proc  chk 
IS  dctive  or  not  on  mam 
pgm  level. 

E016 

A-A1M2 
A-A1M2 

80 
20 

2597716 
2597736 

CSP  Stage  2 

CSP  Panel  Ctrl  Cd  Stg  2 

CSP  is  active  or  proc  chk 
is  active  or  MAR  is  not 
■OOOO". 

E017 

A-A1N2 
A-A1M2 

80 
20 

2597716 
2597736 

CSP  Stage  2 

CSP  Panel  Ctrl  Cd  Stg  2 

CSP  IS  active  or  proc  chk 
is  active  or  not  on  main 
pgm  level. 

E018 

A-A1 M2 
A-A1N2 

50 
50 

2597736 
2597716 

CSP  Panel  Ctrl  Cd  Stg  2 
CSP  Stage  2 

Check/Run  is  floating. 
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rd83 

A-A1E2/ 

A-A2E2 

A-A2J2 

A-A2K2 

90 
4 

4 

2462228 

4237136 
2597763 
2597727 
2462228 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Data  Stor  Adapter  2  cd 

C9xx(21ED),  CAxx(IOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 

ModeOCSIPLihen 

go  to  MAP  01 79,  A. 

If  SRC  was  obtained  from 

Mode  E  CSIPLthen  goto 

MAP95nO,A(21ED)or 

MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 

if  MAPS  do  not  isolate 

failure. 

Cd84 

A  A1E2/ 
A-A2E2 
A-A1 F2/ 

A-A2F2 

A-A1C2/ 

fK-fKlCl 

A-A1 D2/ 
A-A2D2 

A-A2U4 
A-A2D4 
A-A2K2 

70 
5 

5 

5 

1 

1 
1 
1 

2462228 

4247739 
4247740 

2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4237136 
2597763 
2597727 
2437374 
2437374 
2462228 

Data  stor  adapter  1  cd 

Diskette  adapter  card 
Diskette  adapter  card 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 
adapter  B  card  21  ED 
adapter  Beard  21  ED 
adapter  B  card  10SR 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
adapter  C  card  10SR 
adapter  D  card  10SR 
Data  Stor  Adapter  2  cd 

C9xx(21ED),  CAxx(IOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 
Mode  0  CSIPLthen 
go  to  MAP  01 79,  A. 

If  SRC  was  obtained  from 
Mode  E  CSIPL  then  go  to 
MAP9500,A(21ED)or 
MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 
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SERVICE  COMMENTS 

Cd85 

A-A1 E2/ 
J\-fK2E2 
A-A1 F2/ 

A-A2F2 

A-A1C2/ 

A-A2C2 

A-A1 D2/ 
A-A2D2 

A-A2J2 

A-A2C4 
A-A2D4 
A-A2K2 

70 
5 

5 

5 

1 

1 
1 
1 

2462228 

4247739 
4247740 

2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4237136 
2597763 
2597727 
2437374 
2437374 
2462228 

Data  stor  adapter  1  cd 

Diskette  adapter  card 
Diskette  adapter  card 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 
adapter  B  card  21  ED 
adapter  B  card  21  ED 
adapter  B  card  10SR 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
adapter  C  card  lOS'R 
adapter  D  card  10SR 
Data  Stor  Adapter  2  cd 

C9xx{21ED),  CAxxdOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 
Mode  OCSIPL  then 
go  to  MAP  0179,  A. 

If  SRC  was  obtained  from 
Mode  E  CSIPLthen  goto 
MAP9500,A(21ED)or 
MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 

Cd86 

A-A1 E2/ 

A-A2E2 

A-A2J2 

A-A2K2 
A-A1 L2 

90 
4 

4 
1 

2462228 

4237136 
2597763 
2597727 
2462228 
4234069 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Data  Stor  Adapter  2  cd 
CSP  Channel  card 

C9xx(21ED),  CAxx(IOSR), 
and  CdOx  -  Cdlx  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 
Mode  OCSIPL  then 
go  to  MAP  01 79,  A. 
If  SRC  was  obtained  from 
Mode  E  CSIPL  then  go  to 
MAP950O,A(21ED)or 
MAP9700,A(1P3R). 
Replace  FRU(f ;  listed  only 
if  MAPs  do  not  isolate 
failure. 

B02 


377 


SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

Cd87 

A-A1E2/ 

A-A2E2 

A-A1F2/ 

A-A1C2/ 
Ik-IKICI 

A-A1D2/ 
AA2D2 

fKMLJl 

A-A2C4 
A-A2D4 
A-A2K2 

70 
5 

5 

5 

1 

1 
1 
1 

2462228 

4247739 
4247740 

2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4237136 
2597763 
2597727 
2437374 
2437374 
2462223 

Data  stor  adapter  1  cd 

Diskette  adapter  card 
Diskette  adapter  card 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 
adapter  Beard  21  ED 
adapter  B  card  21  ED 
adapter  B  card  10SR 
Data  stor  ctrl  card 
Data  stor  ctrl  card 
DS  Pass-Thru  card 
adapter  C  card  10SR 
adapter  D  card  10SR 
Data  Stor  Adapter  2  cd 

C9xx(21ED).  CAxx(IOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 
ModaOCSiPLthen 
go  to  MAP  01 79,  A. 

If  SRC  was  obtained  from 
Mode  E  CSIPL  then  goto 
MAP9500,A(21ED)or 
MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 

Cd88 

A-A1 E2/ 

A-A1F2/ 

A-A2F2 

f\-MC2/ 

A-A2C2 

A-A1 D2/ 
A-A2D2 

A-A2J2 

A-A2C4 
A-A2D4 
A-A2K2 

70 
5 

5 

5 

1 

1 
1 
1 

2462228 

4247739 
4247740 

2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4237136 
2597763 
2597727 
2437374 
2.437374 
2462228 

Data  stor  adapter  1  cd 

Diskette  adapter  card 
Diskette  adapter  card 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 
adapter  B  card  21  ED 
adapter  B  card  21  ED 
adapter  B  card  10SR 
Data  stor  ctrl  card 
Data  stor  ctrl  card 
DS  Pass-Thru  card 
adapter  C  card  10SR 
adapter  D  card  10SR 
Data  Stor  Adapter  2  cd 

C9xx(21ED),  (JAxx(IOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  coie.    / 

If  SRC  was  obtained  from 
Mode  0  CSIPL  theri 
go  to  MAP  01 79,  A. 

If  SRC  was  obtained  from 
Mode  E  CSIPL  then  goto 
MAP9500,A(21ED)or 
MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTIO/M 

SERVICE  COMMENTS 

Cd89 

A-A1 E2/ 

A-A2E2 

A-MF2/ 

A-A2F2 

A-A1C2/ 

A-A2C2 

A-A1D2/ 
A-A2D2 

A-A2J2 

A-A2C4 
A-A2D4 
A-A2K2 

50 
10 

10 

10 

1 

1 
1 
1 

2462228 

4247739 
4247740 

2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4237136 
2597763 
2597727 
2437374 
2437374 
2462228 

Data  stor  adapter  1  cd 

Diskette  adapter  card 
Diskette  adapter  card 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 
adapter  Beard  21  ED 
adapter  B  card  21  ED 
adapter  B  card  10SR 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
adapter  C  card  10SR 
adapter  D  card  10SR 
Data  Stor  Adapter  2  cd 

C9xx(21ED)   CAxx(IOSR), 
andCdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 
Mode  OCSIPL  then 
go  to  MAP  01 79,  A. 

If  SRC  was  obtained  from 
Mode  E  CSIPL  then  go  to 
MAP9500,A(21ED)or 
MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 

Cd8A 

A-A1E2/ 
A-A2E2 
A-A1F2/  , 

A-A2F2 

A-A1C2/ 

A-A2C2 

A-A1D2/ 
A-A2D2 

A-A2J2 

A-A2C4 
A-A2D4 
A-A2K2 

50 
10 

10 

10 

1 

1 
1 
1 

2462228 

4247739 
4247740 

2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4237136 
2597763 
2597727 
2437374 
2437374 
2462228 

Data  stor  adapter  1  cd 

Diskette  adapter  card 
Diskette  adapter  card 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 
adapter  B  card  21  ED 
adapter  B  card  21  ED 
adapter  B  card  10SR 
Data  stor  ctri  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
adapter  C  card  10SR 
adapter  D  card  10SR 
Data  Stor  Adapter  2  cd 

C9xx(21ED),  CAxx(IOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 
Mode  OCSIPL  then 
go  to  MAP  01 79,  A. 

If  SRC  was  obtained  from 
Mode  E  CSIPL  then  goto 
MAP9500,A(21ED)or 
MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMEPJTS 

Cd8b 

A-A1E2/ 
A-A2E2 
A-A1 F2/ 

A-A2F2 

A-A1C2/ 

A-A2C2 

A-A1D2/ 
A-A2D2 

A-A2J2 

A-A2C4 
A-A2D4 
A-A2K2 

50 
10 

10 

10 

1 

1 
1 
1 

2462228 

4247739 
4247740 

2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4237136 
2597763 
2597727 
2437374 
2437374 
2462228 

Data  stor  adapter  1  cd 

Diskette  adapter  card 
Diskette  adapter  card 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A\  card  10SR 
adapter  B  card  21  ED 
adapter  B  card  21  ED 
adapter  B  card  10SR 
Data  stor  Ctrl  card 
Data  s*or  Ctrl  card 
DS  Pass-Thru  card 
adapter  C  card  10SR 
adapter  D  card  10SR 
Data  Stor  Adapter  2  cd 

C9xx(21ED),  CAxxdOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
If  present,  should  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 
Mode  OCSIPL  then 
go  to  MAP  01 79,  A. 

If  SRC  was  obtained  from 
Mode  B  CSIPLthen  goto 
MAP9!500,A(21ED)or 
MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 

Cd8C 

A-A1 E2/ 

A-A2E2 

A-A1F2/ 

A-A2F2 

A-A1C2/ 

A-A2C2 

A-A1D2/ 
A-A2D2 

A-A2J2 

A-A2C4 
A-A2D4 
A-A2K2 

50 
10 

10 

10 

1 

1 
1 
1 

2462228 

4247739 
4247740 

2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4237136 
2597763 
2597727 
2437374 
2437374 
2462228 

Data  stor  adapter  1  cd 

Diskette  adapter  card 
Diskette  adapter  card 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 
adapter  B  card  21  ED 
adapter  B  card  21  ED 
adapter  Beard  10SR 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
adapter  C  card  10SR 
adapter  D  card  10SR 
Data  Stor  Adapter  2  cd 

C9xx(21ED},  CAxx(IOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 
Mode  OCSIPL  then 
go  to  MAP  01 79,  A. 

If  SRC  was  obtained  from 
Mode  E  CSIPL  then  go  to 
MAP9500,A(21ED)or 
MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

Cd8d 

A-A2J2 

A-A2E2 
A-A2K2 

80 

15 
2 

4237136 
2597763 
2597727 
2462228 
2462228 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Data  stor  adapter  1  cd 
Data  Stor  Adapter  2  cd 

C9xx(21ED),  CAxx(IOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 
If  SRC  was  obtained  from 
Mode  OCSIPL  then 
go  to  MAP  0179,  A. 
If  SRC  was  obtained  from 
Mode  E  CSIPLthen  goto 
MAP9500,A(21ED)or 
MAP9700,A(10SR). 
Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 

Cd8E 

A-A1 E2/ 

A-A2E2 

A-A2J2 

A-A2K2 
A-A1N2 

90 

4 

4 
1 

2462228 

4237136 
2597763 
2597727 
2462228 
2597716 

Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Data  Stor  Adapter  2  cd 
CSP  Stage  2 

C9xx(21ED),  CAxx(IOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,    hould  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 
Mode  OCSIPL  then 
go  to  MAP  01 79,  A. 
If  SRC  was  obtained  from 
Mode  E  CSIPL  then  go  to 
MAP9500,A(21ED)or 
MAP9700,A(10SR). 
Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

Cd8F 

A-A1E2/ 

A-A1F2/ 

A-A2F2 

A-A1C2/ 

fK-lKlCl 

A-A1D2/ 
A-A2D2 

A-fi<lJ2 

A-A2C4 
A-A2D4 
A-A2K2 

50 
10 

10 

10 

1 

1 
1 
1 

2462228 

4247739 
4247740 

2597702 
2597702 
2437374 
2597702 
2597702 
2437374 
4237136 
2597763 
2597727 
2437374 
2437374 
2462228 

Data  stor  adapter  1  cd 

Diskette  adapter  card 
Diskette  adapter  card 

adapter  A  card  21  ED 
adapter  A  card  21  ED 
adapter  A  card  10SR 
adapter  B  card  21  ED 
adapter  B  card  21  ED 
adapter  B  card  10SR 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
adapter  C  card  10SR 
adapter  D  card  10SR 
Data  Stor  Adapter  2  cd 

C9xx(21ED),  CAxx(IOSR), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 

If  3RC  was  obtained  from 
Mode  OCSIPL  then 
goto  MAP  01 79,  A. 

If  SRC  was  obtained  from 
Mode  E  CSIPLthen  goto 
MAP9500,A(21ED)or 
MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 
if  MAPs  do  not  isolate 
failure. 

CE01 

3262 

A-A2S2 
VO  cbl 
A-A2R2 
TCC/ 
A-A2 

70 

20 
5 
4 
1 

4177002 
4238420 

Print  adapter  cd  3262 
Printer  Ctrl  card  3262 

Hardware  problem  with  3262 

printer  is  indicated.  You 

may  either  run  the  3262 

printer  exerciser  "ripple 

print"  or  the  3262 

printer  MDI  diagnostics  to 

further  define  the 

problem. 

One  of  these  TUs  failed 

during  IPLwrap:  TE262, 

TE265,  TE296. 

Note:  Ensure  the  printer 

Unit  Emergency  switch  is 

in  the  Power  Enable 

position. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CE02 

3262 

A-A2T2 
A-A2S2 
A  A2R2 
TCC/ 
A-A2 

70 

18 

18 

3 

1 

4177009 
4177002 
4238420 

Print  State  Seq  card 
Print  adapter  cd  3262 
Printer  Ctrl  card  3262 

Hardware  problem  with  3262 

printer  is  indicated.  You 

may  either  run  the  3262 

printer  exerciser  "rtpple 

print"  or  the  3262 

printer  MDI  diagnostics  to 

further  define  the 

problem. 

One  of  these  TUs  failed 

during  IPL  wrap:  TE263, 

TE266. 

CE03 

A-A2R2 

A-A2S2 

A-A2T2 

TCC/ 

A-A2 

88 

10 

1 

1 

4238420 
4177002 
4177009 

Printer  Ctrl  card  3262 
Print  adapter  cd  3262 
Print  State  Seq  card 

One  of  these  TUs  failed 
during  IPL  wrap:  TE230, 
TE23I,TE232. 

CE04 

A-A2R2 

A-A2S2 

A-A2T2 

TCC/ 

A-A2 

95 
2 
2 
1 

4258420 
4177002 
4177009 

Printer  Ctrl  card  3262 
Print  adapter  cd  3262 
Print  State  Seq  card 

One  of  these  TUs  failed 
during  IPL  wrap:  TE220, 
TE221,TE222,  TE223, 
TE224,  TE225,  TE226, 
TE227,  TE228,  TE229, 
TE22A,  TE22B,  TE238, 
TE239,  TE23A,  TE23B, 
TE23C.  TE23D,  TE23E, 
TE23F,  TE240,  TE241, 
TE242,  TE243,  TE244, 
TE245,  TE246,  TE247, 
TE248,  TE249,  TE24A, 
TE24B,  TE24C,.  TE24D, 
TE24E,  TE24F 

CEOS 

A-A2S2 

A-A2R2 

A-A2T2 

A-A1 L2 

TCC/ 

A-A2 

70 

24 

4 

1 

1 

4177002 
4238420 
4177009 
4234069 

Print  adapter  cd  32S2 
Printer  Ctrl  card  3262 
Print  State  Seq  card 
CSP  Channel  card 

One  of  these  TUs  failed 
during  IPL  wrap:  TE206, 
TE208,  TE20A. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CE06 

A-A2S2 

A-A2T2 

A-A2R2 

TCC/ 

A-A2 

90 
8 
1 
1 

4177002 
4177009 
4238420 

Print  adapter  cd  3262 
Print  State  Seq  card 
Printer  Ctrl  card  3262 

One  of  these  TUs  failed 
during  IPL  wrap:  TE201, 
TE205,  Tl-209. 

CE07 

A-A2S2 
A-A2T2 
TCC/ 
A-A2 

94 
5 
1 

4177002 
4177009 

Print  adapter  cd  3262 
Prim  State  Seq  card 

One  of  these  TUs  failed 
during  IPL  wrap;  TE203, 
TE203. 

CEOS 

A-A2R2 

A-A2T2 

A-A2S2 

TCC/ 

A-A2 

59 

20 

20 

1 

4238420 
4177009 
4177002 

Printer  Ctrl  cai ;    3262 
Print  State  Seq  card 
Print  adapter  cd  3262 

One  of  these  TUs  failed 
during  IPL  wrap:  TE21E, 
TE22E. 

CE09 

A-A2S2 
AA2R2 
TCC/ 
A-A2 

80 

19 

1 

4177002 
4238420 

Print  adapter  cd  3262 
Printer  Ctrl  card  3262 

One  of  these  TUs  failed 
during  IPL  wrap.  TE207, 
TE267,  TE236,  TE237, 
TE273,  TE275,  TE27A. 

CE10 

A-A2S2 
A-A2T2 

3262 

I/O  cbl 
A-A2R2 
TCC/ 
A-A2 

78 
10 

8 

2 
1 
1 

4177002 
4177009 

4238420 

Print  adapter  cd  3262 
Print  State  Seq  card 

Printer  Ctrl  card  3262 

One  of  these  TUs  failed 
during  IPL  wrap:  TE267, 
TE26A,  TE26B,  TE26C, 
TE276,  TE277,  TE279, 
TE27B,  TE27C. 
Hardware  problem  with  3262 
printer  is  indicated.  You 
may  either  run  the  3262 
printer  exerciser  "ripple 
print"  or  the  3262 
printer  iVlDI  diagnostics  to 
further  define  the 
problem. 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CE11 

A-A2S2 

3262 

I/O  cbl 
A-A2R2 
TCC/ 
A-A2 

80 

15 

3 
1 
1 

4177002 
4238420 

Print  adapter  cd  3262 
Printer  Ctrl  card  3262 

One  of  these  TUs  failed 
diifing  IPL  wrap;  TE26A, 
TF:26F,  TE278. 

Hardware  problem  with  3.?62 
printer  is  indicated.  You 
may  either  run  the  3262 
printer  exerciser  "rippio 
print"  or  the  3262 
printfir  MDI  diagnostics  to 
further  define  the 
problerr;. 

CE12 

A-A2S2 

AA2T2 

A-A2R2 

TCC/ 

A-A2 

70 

20 

9 

1 

4177002 
4177009 
4238420 

Print  adapter  cd  3262 
Print  State  Seq  card 
Printer  Ctrl  card  3262 

TUTE210  failed  during 
IPL  wrap. 

CE13 

A-A2S2 
A-A2R2 
3262 

\/0  cbl 

TCC/ 

A-A2 

80 

12 

5 

2 

1 

4177002 
4238420 

Print  adapter  cd  3262 
Printer  Ctrl  card  3262 

TU  TE272  failed  dunng 
IPL  wrap. 

Hardware  problem  with  3262 
printer  is  indicated.  You 
may  either  run  the  3262 
printer  exerciser  "ripple 
print"  or  the  3262 
printer  MDI  diagnostics  to 
further  define  the 
problem. 

CE14 

A-A2S2 
IK-PslTl 

3262 

I/O  cbl 

A-A2R2 

TCC/ 

70 
15 

10 

3 
1 

1 

4177002 
4177009 

4238420 

Print  adapter  cd  3262 
Print  State  Seq  card 

Printer  Ctrl  card  3262 

One  of  these  TUs  failed 
during  IPL  wrap:  TE261, 
TE26B.  TE270. 
Hardware  problem  with  3262 
printer  is  indicated.  You 
may  either  rur*  the  3262 
printer  exerciser  "ripple 
print"  or  the  3262 
printer  MDI  diagnostics  to 
further  define  the 
problem. 
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CE15 

A-A2T2 
A-A2R2 
TCC/ 
A-A2 

96 
3 
1 

4177009 
4238420 

Print  State  Soq  card 
Printer  Ctrl  car'l  3262 

One  of  these  TUs  failed 
riuring  IPL  wrap:  TE286, 
TE287,  TE288,  TE289, 
TE28A,  TE28B,  rE2A1, 
TE2A2,  TE2A3,  rE2A4, 
TE2A6,  TE2A7,  TE2A8, 
TC2A9,  TE2AA. 

CE16 

A-A2T2 

A-A2S2 

A-A2R2 

TCC/ 

A-A2 

80 

10 

9 

1 

4177009 
4177002 
4233420 

Print  State  Seq  card 
Print  adapter  cd  3262 
Printer  Ctrl  card  3262 

Ono  of  these  TUs  failed 
during  IPL  wrap:  TE21F, 
TE28D. 

CE17 

A-A2T2 

A-A2S2 

A-A2R2 

TCC/ 

A-A2 

80 

15 

4 

1 

4177009 
4177002 
4238420 

Print  State  Seq  caid 
Print  adapter  cd  3262 
Printer  Ctrl  card  3262 

One  of  these  TUs  failed 
during  IPL  wrap:  TE280, 
TE281,TE282,  TE284, 
TE285,  TE28D,  TE28F, 
TE2A0. 

CE18 

A-A2S2 
I/O  cbl 
A-A2R2 
TCC/ 
A-A2 

77 

20 

2 

1 

4177002 
4238420 

Print  adapter  cd  3262 
Printer  Ctrl  card  3262 

One  of  rhese  TUii  failed 
during  IPL  wrap;  TE2D0, 
TE2D1,  TE2D.r,  TE2D4, 
TE2D6,  TE2D7,  TE2ED, 
TE2EE. 

CE19 

A-A2T2 

A-A2S2 

I/O  cbl 

A-A2R2 

TCC/ 

A-A2 

42 

35 

20 

2 

1 

4177009 
4177002 

4238420 

Print  State  Seq  card 
Print  adapter  cd  3262 

Printer  Ctrl  card  3262 

One  of  these  TUs  failed 
during  IPL  wrap:  TE2D5, 
TE2E4,  TE2E5,  TE2E6, 
TE2E7,  TE2E8,  TE2EA, 
TE2EC. 

CE20 

1 

A-A2S2 

I/O  cbl 

A-A2T2 

A-A2R2 

TCC/ 

A-A2 

70 

20 

7 

2 

1 

4177002 

4177009 
4238420 

Print  adapter  cd  3262 

Print  S»tate  Seq  card 
Printer  ctr!  card  3262 

One  of  these  TUs  failed 
during  IPL  wrap:  TE2D3, 
TE2EB. 
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CE21 

I/O  cbl 

A-A2S2 

A-A2R2 

TCC/ 

A-A2 

90 

7 
2 
1 

4177002 
4238420 

Print  adapter  cd  3262 
Printer  Ctrl  card  3262 

TU  TE2E9  failed  during 
IPL  wrap.  C'^ble  interlock 
IS  open 

CE22 

A-A2S2 
I/O  cbl 
AA2R2 
TCC/ 
A-A2 

77 
20 

2 
1 

4177002 
4238420 

Print  adapter  cd  3262 
Printer  ctr'  card  3262 

One  of  these  TUo  failed 
during  IPL  wrap;  TE2D8, 
TE2D9,  TE2DA.  TE2DB, 
TE2DC.  TE2DD 

CE23 

A-A2S2 
I/O  cbl 
A-A2R2 
TCC/ 
A-A2 

77 

20 

2 

1 

4177002 
4238420 

Print  adapter  cd  3262 
Printer  Ctrl  card  3282 

One  of  these  TUs  failed 
during  IPL  wrap;  TE2DE, 
TE2DF,  TE2E0,  TE2E1, 
TE2E2,  TE2F3 

CE24 

A-A2S2 

A-A2R2 

A-A2T2 

A-A1N2 

TCC/ 

A-A2 

70 

24 

4 

1 

1 

4177002 
4238420 
4177009 
2597716 

Print  adapter  cd  3262 
Printer  Ctrl  card  3262 
Print  State  Seq  card 
CSP  Stage  2 

One  of  these  TUs  failed 
during  IPL  wrap;  TE206, 
TE208,  TE20A. 
Unexpected  IPL  wrap  error 
or  CSU  wrap  error. 

CF01 

Initialization  wrap  error. 

CF40 

CF40-  1255  MCR 

CF61 

A-A2K2/ 
A-A2J2 

A-A1H2 
A-A3S2/ 

A-A3P2 

10 
10 

10 

4237136 

2597763 

4177036 
4177038 

4237136 

2597763 

4177036 

4177037 

4237136 

2597763 

4177000 

Data  stor  Ctrl  card 

Data  stor  Ctrl  card 

WSC  Base  card  16  KW 
WSC  card  48  KW 

WSC  card  64  KW 

WSC  card  64  KW 

Controller  card  16  KW 

Controller  card  32  KW 

Ctrlr  cd  64KW  stage  2 

Ctrlr  cd  64KW  stage  2 

Comm  card  Line  3 

CF61  -  tape  controller 
CF61  -  wrkstn  controller 
CF61  -  MLCA  controller 

BI2 
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SERVICE  COMMENTS 

CF65 

A-A1E2/ 
A-A2E2 

A-A2K2 

r 162228 
2462228 

Data  stor  adapter  1  cd 
Data  Stor  Adapter  2  cd 

CF65  -  disk/diskette  DSA-1 

21ED 

10SR 

Diskette 

Tape  DSA-2 

CF81 

CF81  -  communications 
(3003,A) 

CF82 

CF82  -  communicauons 
(3003,A) 

CFA2 

CFA2-  21EDdisk(9500,A) 

CFA3 

CFA3-  10SRdisk(9700,A) 

CFbl 

A-A2K2 
A-A2J2 

10 
-"0 

2462228 
4237136 
2597763 

Data  Stor  Adap'ier  2  cd 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

CFbl  -  tape  (9900,A) 

CFC2 

■ 

CFC2  -  work  station 
(7001,  A) 

CFd2 

A-A2J2 

10 

4237136 
2597763 
2597727 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 

CFD2  -  diskette  (01 79, A) 

CFE2 

CFE2  -  printer  (5001, A) 
Unexpected  wrap  error. 
The  last  2  characters  of 
the  SRC  is  the  failing 
device  ID. 

d074 

MS 

A-A1Q2 
A-A1P2 

70 

25 
3 

4233694 
2597704 
2597584 
2597706 
4233686 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stoi  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 
Main  storage  cards  are 
512Kb,  256Kb  and  128Kb. 
MS  =  ma  n  storage 
Autoconfigure  Failed. 
Goto  MAP  1179  Entry 
point  A. 
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d079 

MS 

A-A1Q2 
A-A1P2 

73 
20 

1 

4233694 
2597704 
2597584 
2597706 
4233686 

MSP  utor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

CSiPL  3rd  load. 

Mam  storage  cards  are 

512Kb,  256Kb  and  128Kb. 

MS  =  mam  storage 

Go  to  MAP  1179  to  isolate 

the  failmg  card 

d083 

MS 
A-A10? 

74 
24 

4233694 
2597704 
2597584 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSiPL  3rd  load. 

Mam  storage  cards  are 

128Kb,  256Kb  and  51 2Kb. 

MS  =  mam  storage 

Go  to  MAP  1 183  to  isolate 

the  failing  card. 

d084 

MS 

A-A1Q2 
A-A1 

74 

24 
1 

4233694 
2597704 
2597584 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

Mam  st>.,rage  cards  are 

512Kb.  :56Kb  and  128Kb. 

MS  =  mi.in  storage 

Go  to  Map  1 1 84  to  isolate 

the  failini)  card. 

d085 

MS 
A-Aia2 

74 
25 

4233694 
2597704 
2597584 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3r(l  load. 
If  MS  IS  tlie  problem,  MS 
card  MS  card  sizes  are: 
128Kb,  2E6Kb  and  512Kb. 
MS  =  main  storage 
Goto  MAI'  1185  to  isolate 
the  failing  :ard. 

d087 

MS 
AA1Q2 

74 
24 

4233694 
2597704 
2597584 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  bad. 

Main  storace  crrds  are 

512Kb,  256  <b  and  128Kb. 

MS  =  main  i.torage 

Go  to  MAP  '187  to  isolate 

the  failing  card. 

d144 

A-A1Q2 
A-A1 U2 
A-A1P2 

60 
30 

7 

2597706 
2597584 
4233686 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 
MSP  Control  card 

CSIPL  3rd  locd. 

A- A1 U2  is  a  151 2Kb  storage 

card. 

Go  to  MAP  1 144  to  isolate 

the  failing  card. 
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d146 

A-AIP2 
A-A1Q2 
A-A1U2 

60 

30 

7 

4233686 
2597706 
2597584 

MSP  Control  card 
MSP  Data  Flow  card 
MSP  stor  card  512  KB 

CSIPL  3rd  load. 

A-A1U2  IS  a  512Kb  storage 

card. 

Go  to  MAP  1 146  to  isolate 

the  failing  card. 

d175 

A-A1U2 
A-A1Q2 

60 

2-^ 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

Mam  storage  cards  are 

512Kb  storage  cards. 

MS  =  main  storage 

Go  to  MAP  11 75  to  isolate 

the  failing  card. 

d179 

MS 

A-A1Q2 

A-A1P2 

73 

20 

5 

2597584 
2597706 
4233686 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rc' load. 

Mam  storage  cards  are 

512Kb  storage  cards. 

MS  =  mam  storage 

Goto  MAP  1179  to  isolate 

the  failing  card. 

d183 

MS 
A-A1Q2 

74 
24 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

Main  storage  cards  are 

512Kb  storage  cards. 

MS  =  main  storage                        / 

Goto  MAP  1183  to  isolate 

the  failing  card. 

d184 

MS 
A-A1Q2 

74 
24 

4233694 
2597704 
2597584 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load.  If  MS  is 

the  problem  ,  MS  card 

sizes  are  128Kb,  256Kb 

and  512Kb. 

MS  =  main  storage 

Go  to  MAP  1 184  to  isolate 

the  failing  card. 
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d185 

MS 
A-AIQ2 

74 
24 

4233694 
2597704 
2597584 
2597706 

MSP  stor  card  128KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load.  If  MS  is 

the  problem  ,  MS  card 

sizes  are  128Kb  ,  256Kb 

and  512Kb. 

MS  =  mam  storage 

Go  to  MAP  1 185  to  isolate 

the  faihng  card. 

dii86 

MS 
A-A1Q2 

74 
24 

4233694 
2597704 
2597584 
2597706 

MSP  stor  card  128  KB 
MSP  stor  card  256  KB 
MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

Mam  storage  cards  are 

512Kb  storage  cards. 

MS  =  mam  storage 

Go  to  MAP  1186  to  isolate 

the  failing  card. 

d187 

MS 
A-A1Q2 

74 
24 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

Mam  storage  cards  are 

512Kb  storage  cards. 

MS  =  main  storage 

Goto  MAP  1187  to  isolate 

the  failing  card. 

d188 

A-A1U2 
A-A1Q2 
A-A1 

74 

24 

1 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

A1U2  is  a  256Kb  storage 

card. 

Go  to  MAP  1 188  to  isolate 

the  failing  card. 

d189 

A-A1Q2 
A-A1U2 

55 
43 

2597706 
2597584 

MSP  Data  Flow  card 
MSP  stor  card  512  KB 

CSIPL  3rd  load.                               ^ 
A-A1U2isa512Kbstorage 

Go  to  MAP  1 189  to  isolate 
the  failing  card. 

d193 

A-AUJ2 
A-A1Q2 

75 
24 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

A-A1U2  is  a  512Kb  storage 

card. 

Go  to  MAP  1 1 93  to  isolate 

the  failing  card. 
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d197 

A-A1U2 
A-A1Q2 

74 
25 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load 

A-A1U2  IS  a  512Kb  storage 

card. 

Go  to  MAP  1197  to  isolate 

the  failing  card. 

d198 

A-A1U2 
AA1Q? 

59 
40 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

A-A1U2  .s  a  512Kb  storage 

card. 

Go  to  MAP  1 198  to  isolate 

the  failing  card. 

d199 

A-A1U2 
A-A1Q2 

59 
40 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

A-A1U2  IS  a  512Kb  storage 

card. 

Go  to  N.AP  1 199  to  isolate 

the  failing  card. 

d201 

A-A1U2 

99 

2597584 

MSP  stor  card  512  KB 

CSIPL  3rd  load. 

A-A1T2  is  a  512Kb  storage 

card. 

d202 

A  A1T2 

99 

2597584 

MSP  stor  card  612  KB 

CSIPL  3rd  load. 

A-A1T2  is  a  512Kb  storage 

card. 

d204 

A-A1S2 

99 

2597584 

MSP  stor  card  512  KB 

CSIPL  3rd  loao. 

A-A1S2  is  a  512Kb  storage 

card. 

d208 

A-A1R2 

99 

2597584 

MSP  stor  card  512  KB 

CSIPL  3rd  load. 

A- A1 R2  is  a  51 2Kb  storage 

card. 

d211 

A-A1U2 
A-A1Q2 

55 
45 

2597584 
2597706 

MSP  stor  card  512  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

A-A1U2  is  a  512Kb  storage 

card. 

d346 

A-A1P2 
A-A1Q2 
A-A1U2 
A-A1N2 
A-A1 

50 
30 
10 

1 

4233686 
2597706 
2597704 
2597716 

MSP  Control  '^   d 
MSP  Data  Flow  card 
MSP  stor  card  256  KB 
CSP  Stage  2 

CSIPL  3rd  load. 

A1U2  is  a  256Kb  storage 

card. 

A1N2istheCSP.SScard. 
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d444 

A-A1Q2 
A-A1U2 
A-A1P2 
A-A1 

60 

30 

7 

1 

2597706 
2597704 
4233686 

MSP  Data  Flows-  card 
MSP  :.tor  carri  256  KB 
MSP  Control    ard 

CSIPL  3rd  load. 

A1U2  IS  a  256Kb  storage 

card. 

Go  to  MAP  1 144  to  isolate 

the  failing  card. 

d446 

A-A1P2 
A-A1Q2 
A-A1U2 
A-A1N2 
A-A1 

50 
30 
10 

7 
1 

4233686 
2597706 
2597704 
2f'97716 

MSP  Control  card 
MSP  Data  Flow  card 
MSP  stor  card  256  KB 
CSP  Stage  2 

CSIPL  3rd  load. 

A1U2  IS  a  256Kb  storage 

card. 

Go  to  MAP  1 146  to  isolate 

the  failing  card. 

d475 

A-A1U2 
A-Aia2 
A-A1 

60 
39 

1 

2597704 
2597706 

MSP  stor  card  258  KB 
MSP  Data  Flow  card 

CSIPL  3rd  load. 

A1U2  IS  a  256Kb  storage 

card. 

Go  to  MAP  1 1 75  to  isolate 

the  failidvi  card. 

d476 

A  A1U2 
A-A1Q2 
A-A1 

60 

38 

1 

2597704 
2597706 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 

CSiPI.  3rd  load. 

A1U2  is  a  256Kb  storage 

card. 

Go  to  MAP  1 1 76  to  isolate 

the  failing  card. 

d477 

MS 

A-A1Q2 
A-A1P2 
A-A1 

73 

20 

5 

1 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  lo«d. 

Main  storage  cards  are 

256Kb  cards 

MS  =  main  storage 

Go  to  MAP  11 77  to  isolate 

the  failing  card. 

d479 

MS 
A-A1Q2 

A-A1P2 

73 

20 

5 

2597704 
2597706 
4233686 

MSP  stor  card  256  KB 
MSP  Data  Flow  card 
MSP  Control  card 

CSIPL  3rd  load. 

Main  storage  cards  are 

256Kb  cards. 

MS  =  main  storage 

Go  to  MAP  1 1 79  to  isolate 

the  failing  card. 
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C941 

A-A1 D2/ 
A-A2D2 
A-A1 E2/ 
A-A2E2 
Drive  B 

80 
10 
10 

2597702 
2462228 

adapter  B  card  21  ED 
Data  stor  adapter  1  cd 

Loop  VFO  test  failed. 

Run  Disk  MDIs  for  Drive  B. 

C942 

Read  ID  all  heads  failed. 
Run  Disk  MDIs  for  Drive  B. 

C943 

A-A1D2/ 
A-A2D2 
Drive  B 

80 
20 

2597702 

adapter  B  card  21  ED 

Read  ID  Head  0  failed. 
Run  Disk  MDIs  for  Drive  B. 

C944 

A-A  1  d: 

A-A2D2 
Drive  B 

60 
40 

2597702 

adapter  B  card  21  ED 

Read  Data  Head  0  failed. 
Run  Disk  MDIs  for  Drive  B. 

C945 

A-A ;  D2/ 
A-A2D2 
Drive  B 

80 
20 

2597702 

adapter  B  card^ilED 

Read  V'erify  failed. 

Run  Disk  MDIs  for  Drive  B. 

C946 

Write  Data  all  heads 

failed. 

Run  Disk  MDIs  for  Drive  B. 

C947 

A-A1 D2/ 
A-A2D2 
Drive  B 

60 
40 

2597702 

adapter  B  card  21  ED 

Write  Data  Head  0  failed. 
Run  Disk  MDIs  for  Drive  B. 

C948 

A-A1 D2/ 
A-A2D2 
Drive  B 

60 
40 

2597702 

adapter  B  card  21  ED 

Read  Diagnostic  failed. 
Run  Disk  MDIs  for  Drive  B. 

C949 

A-A1 D2/ 
A-A2D2 

Drive  B 

60 
40 

2597702 

adapter  B  i^ard  21  ED 

Correct  ECC  failed. 

Run  Disk  MDIs  for  Drivs  B. 

C94A 

Servo  Surface  Analysis 

Heads  2  &  3  failed. 

Run  Disk  MDIs  for  Drive  B. 

CA10 

Run  MDIs  against  Drive  A. 

CA12 

Run  MDIs  against  Drive  A. 
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CA14 

( 

Run  MDIs  against  Drive  A. 

CA16 

Run  MDIs  againot  Drive  A. 

CA17 

Run  MDIs  against  Drive  A. 

CA18 

Disk  fjonfigjratior,  may  be 
incorrect,  checl:  10SR 
model  numbers. 
Run  MDIs  against  Drive  A. 

CA1A 

Run  MDIs  against  Drive  A. 

CA1C 

Run  MDIs  against  Drive  A. 

CA1D 

Disk  configuration  may  be 
incorrect,  check  10SR 
model  numbers. 
Run  MDIs  agains*  Drive  A. 

CA1E 

Run  MDIs  against  Drive  A. 

CA1F 

Run  MDIs  against  Drive  A. 

CA20 

Run  MDIs  against  Drive  B. 

CA22 
CA24 

Run  MDIs  against  Drive  B. 

Run  MDIs  against  Drive  B. 

CA26 

Run  MDIs  against  Drive  B. 

CA27 

Run  MDIs  against  Drive  B. 

CA28 

Disk  configuration  may  be 
incorrect,  check  10SR 
model  numbers. 
Run  MDIs  oqainst  Drive  B. 

CA2A 

Run  MDIs  against  Drive  B 

CA2C 

Run  MDIs  against  Drive  B. 

CA2D 

Disk  configuration  may  be 
incorrect,  check  10SR 
model  numbers. 
Run  MDIs  against  Drive  B. 

A02 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CA2E 

Run  MDIs  against  Drive  B. 

CA2F 

Run  MDIs  against  Drive  B. 

CA30 

Run  MDIs  against  Drive  C. 

CA32 

Run  MDIs  against  Drive  C 

CA34 

Run  MDIs  against  Drive  C. 

CA36 

Run  MDIs  against  Drive  C. 

CA37 

Run  MDIs  against  Drive  C. 

CA38 

Disk  configuration  may  be 
incorrect,  check  10SR 
model  numbers. 
Run  MDIs  against  Drive  C. 

CA3A 

Run  MDIs  against  Drive  C. 

CA3C 

Run  MDIs  against  Drive  C. 

CA3D 

Disk  configuration  may  be 
incorrect,  check  10SR 
model  numbers. 
Run  MDIs  against  Drive  C. 

CA3E 

Run  MDIs  against  Drive  C. 

CA3F 

Run  MDIs  against  Drive  C. 

CA40 

Run  MDIs  against  Drive  D. 

CA42 

Run  MDIs  against  Drive  D. 

CA44 

Run  MDIs  against  Drive  D. 

CA46 

Run  MDIs  against  Drive  D. 

CA47 

Run  MDIs  against  Drive  D. 

CA48 

Disk  configuration  may  be 
incorrect,  check  10SR 
model  numbers. 
Run  MDIs  against  Drive  D. 

CA4A 

Run  MDIs  against  Drive  D. 
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SRC 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CA4C 

Run  MDIs  against  Drive  D. 

CA4D 

Disk  configuration  may  be 
incorrect,  check  10SR 
model  numbers. 
Run  MDIs  against  Drive  D. 

CA4E 

Run  MDIs  against  Drive  D. 

CA4F 

Run  MDIs  against  Drive  D. 

Cb20 

A-A2L2 
A-A2K2 

60 
40 

2597725 
2462228 

Tape  adaptor  card 
Data  Stor  Adapter  2  cd 

Check  tape  attach  ID. 

Cb21 

A-A2L2 
A-A2K2 
A-A2U5 
8809-C2 

50 
30 
10 
10 

2597725 
2462228 
8636630 
4733758 

Tape  adapter  card 

Data  Stor  Adapter  2  cd 

Cable 

8809  logic  card 

Check  all  latches  after 
reset. 

Cb22 

A-A2I  ? 
A-A2K2 

80 
20 

2597725 
2462228 

Tape  adapter  card 
Data  S  tor  Adapter  2  cd 

Check  status  register. 

Cb23 

A-A2L2 
A-A2K2 

80 
20 

2597725 
2462228 

Tape  adapter  card 
Data  Stor  Adapter  2  cd 

Check  control  out 
register. 

Cb24 

A-A2L2 
A-A2K2 

80 
20 

2597725 
2462228 

Tape  adapter  card 
Data  Stor  Adapter  2  cd 

Check  tag  bus  out 
register. 

Cb25 

A-A2L2 
A-A2K2 

80 
20 

2597725 
2462228 

Tape  adapter  card 
Data  Stor  Adapter  2  cd 

Check  cmd/cnti  in 
register. 

Cb26 

A-A2L2 
A-A2K2 

80 
20 

2597725 
2462228 

Tape  adapter  card 
Data  Stor  Adapter  2  cd 

Check  data  out/in 
register. 

Cb27 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Check  data  out/in 
register. 

Cb28 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Degate  tape  parity  check. 

Cb29 

A-A2I  ? 
A-A2K2 

80 
20 

2597725 
2462228 

Tape  adapter  card 
Data  Stor  Adapter  2  cd 

Check  recycle  latch. 

Cb2A 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Seq  read  chk/xfer  inactive 

Cb2b 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Seq  read  chk/xfer  active. 

Cb2C 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Seq  read  err/xfer  active. 

A04 
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1 
% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

Cb2d 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Seq  write  chk/xfer 
inactive. 

Cb2E 

A-A2L2 

99 

25977215 

Tape  adapter  card 

Seq  write  chk/xfer  active. 

Cb2F 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Sec]  write  err/xfer  active. 

Cb31 

A-A2L2 
A-A2K2 
A-A2J2 

80 

10 

5 

2597725 
2462228 
4237136 
2597763 
2597727 

Tape  adapter  card 
Data  Stor  Adapter  2  cd 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pa'is-Thru  card 

Seq  alert  intr  check. 

Cb32 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Check  end  intr  check. 

Cb33 

A-A2L2 

99 

2597725 

Tape  adapter  ccrd 

Normal  end  intr  check. 

Cb34 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Buffer  xfer  rdy  check. 

Cb35 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Data  in  parity  intr  check. 

Cb36 

A-A2L2 

99 

2597725 

Tape  adapter  card 

Data  out  parity  intr  check 

Cb81 

A-A2K2 
A-A2J2 

A-A2L2 
A-A2E2 

90 

7 

1 
1 

2462228 
4237136 
2597763 
2597727 
2597725 
2462228 

Data  Stor  Adapter  2  cd 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Tape  adapter  card 
Data  stor  adapter  1  cd 

Test  buffer  reset  command. 

Cb82 

A-A2K2 
A-A2J2 

A-A2L2 
A-A2E2 

90 

7 

1 
1 

2462228 
4237136 
2597763 
2597725 
2462228 

Data  Stor  Adapter  2  cd 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
Tape  adapter  card 
Data  stor  adapter  1  cd 

Test  DLC  address  load. 

Cb83 

A-A2K2 
A-A2J2 

A-A2L2 
A-A2E2 

90 
7 

1 
1 

2462228 
4237136 
2597763 
2597725 
2462228 

Data  Stor  Adapter  2  cd 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
Tape  adapter  card 
Data  stor  adapter  1  cd 

Buffer  latch  test. 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

Cb84 

A-A2K2 

80 

2462228 

Data  Stor  Adapter  2  cd 

Enable  DLC  interrupt. 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A-A2L2 

5 

2597725 

Tape  adapter  card 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

8809-C2 

1 

4733758 

8809  logic  card 

Cb85 

A-A2K2 

80 

2462228 

Data  Stor  Adapter  2  cd 

Disable  DLC  interrupt. 

A-A2J2 

10 

4237136 
2597763 

Data  stc    Ctrl  card 
Data  stor  Ctrl  card 

A-A2L2 

5 

2597725 

Tape  adapter  card 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

Cb86 

A-A2K2 

90 

2462228 

Data  Stor  Adapter  2  cd 

Enable/disable  tinner  test. 

A-A2J2 

7 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A-A2L2 

1 

2597725 

Tape  adapter  card 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

Cb87 

A-A2K2 

80 

2462228 

Data  Stor  Adapter  2  cd 

Buffer  #1  addressing  test. 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A-A2L? 

5 

2597725 

Tape  adapter  card 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

Cb88 

A-A2K2 

80 

2462228 

Data  Stor  Adapter  2  cd 

Buffer  #2  addressing  test. 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A-A2L2 

5 

2597725 

Tape  adapter  card 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

CbCi 

A  A2K2 

75 

2462228 

Data  Stor  Adapter  2  cd 

Wrap  buffer  1  to  buffer  2. 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A-A2L2 

10 

2597725 

Tape  adapter  card 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

Cb8A 

A-A2K2 

75 

2462228 

Data  Stor  Adapter  2  cd 

Wrap  buffer  1  to  buffer  2. 

A-A2J2 

10 

4237136 
2597763 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 

A-A2L2 

10 

2597725 

Tape  adapter  card 

A-A2E2 

1 

2462228 

Data  stor  adapter  1  cd 

A06 
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FRU  DESiCRIPTION 

SffRVICE  COMMENTS 

Cb8b 

A-A2K2 
A-A2J2 

A-A2I  ? 
A-A2E2 

75 
10 

10 
1 

2462226 
4237136 
2597763 
2597725 
2462228 

Data  Stor  Adapter  2  cd 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
Tape  adapter  card 
Data  stor  adapter  1  cd 

Buffer  1  scan  tost. 

CbSC 

A-A2K2 
A-A2J2 

A-A2L2 
A-A2E2 

75 
10 

10 
1 

2462228 
4237136 
2597763 
2597725 
2462228 

Data  Stor  Adapter  2  cd 
Data  stOT  Ctrl  card 
Data  stor  Ctrl  card 
Tape  adapter  card 
Data  stor  adapter  1  cd 

Buffer  2  scan  test. 

CbSd 

A-A2J2 

A-A2K2 
A-A2E2 
A-A2L2 

80 

15 
2 
1 

4237136 
2597763 
2462228 
2462228 
2597725 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
Data  Stor  Adapter  2  cd 
Data  stor  adapter  1  cd 
Tape  adapter  card 

Base  cycle  steal  test. 

CbSF 

A-A2K2 
A-A2J2 

A-A2I  ? 
A-A2E2 

75 
10 

10 
1 

2462228 
4237136 
2597783 
2597725 
2462228 

Data  Stor  Adapter  2  cd 
Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
Tape  adapter  card 
Data  stor  adapter  1  cd 

ExtencJed  wrap. 

CC2A 

A-A1J2 
A-A1H2 

A-/\1  N2 

90 
6 

1 

4177027 
4177036 
4237136 
2597763 

2597716 

W3  adapter  card 
WSC  Base  card  16  KW 
WSC  card  64  KW 
WSC  card  64  KW 

CSP  Stage  2 

The  A1J2  carci  failed  the 
interrupt  structure 
test.  Replace  FRUs  first. 
If  FRUs  fail  to  fix,  go  to 
MAPOIOV  Encry  Point  B. 

CC35 

A-A1J2 
A-A1H2 

60 
37 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapier  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1J2  card  failed  the 
controller  set  up  test. 
A1  H2  carJ  can  cause  this 
also.  Replace  FR Js  first. 
If  FRUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 
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FRU  DESCRIPTION 

SERVICE  COMMENTS 

CC36 

A-A1J2 
A-A1H2 

60 
37 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1J2  card  failed  the 
adapter  wrap  test.  The 
A1 H2  card  can  cause  this 
also.  Replace  FPUs  first. 
It  FRUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CC37 

A-A1J2 
A-A1H2 

95 

2 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1J2  card  failed  the 
adapter  reset  test. 
Replac3  FRUs  first. 
If  FRUs  fail  to  fix,  goto 
MAP  0101,  Entry  Point  B. 

GC38 

AA1J2 
A-A1 H2 

90 

7 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adaptei  card 
WSC  Base  card  16  KW 
WSC  oard  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1J2  card  failed  the 
set/reset  latch  test. 
Replace  FRUs  first. 
If  FRUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CC39 

A-A1J2 
A-A1H2 

90 

7 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1J2  card  failed  the 
diagnostic  serdes  test. 
Replace  FRUs  first. 
If  FRUs  fail  to  fix,  goto 
MAP  0101,  Entry  Point  B. 

CC3A 

A-A1J2 
A-A1 H2 

A-A1 L2 

90 
6 

1 

4177027 
4177036 
4177038 
4237136 
2597763 
4234069 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
CSP  Channel  card 

The  A1J2  card  faiied  the 
interrupt  structure 
test.  Replace  FRUs  first. 
If  FRUs  fail  to  fix,  go  to 
MAP  01 01,  Entry  Point  B. 

CC3b 

A-A1J2 
A-A1H2 

50 
47 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
VVSCBasfccard16KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

TheA1J2orA1H2card 

failed  the  cycle  steal 

(SICB)  test.  Replace  FRUs 

first. 

If  FRUs  fail  to  fix,  go  to 

MAP  01 01,  Entry  Point  B. 
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P/N 

FRU  DtSCRIPT:ON 

SERVICE  COMMENTS 

CC3C 

A-A1J2 
A  A1 H2 

90 
7 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1J2  card  failed  th« 
cycle  steal  byte  counter 
test.  Replace  FRUs  first. 
If  FRUs  fail  to  fix.  go  to 
MAP  0101,  Entry  Point  B. 

CC3d 

A-A1J2 
A-A1H2 

90 
7 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WSC  Base  card  1(5  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1J2  card  failed  the 
hardware  interrupt  test. 
Replace  FRUs  first. 
If  FRUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CC3E 

A-A1J2 
A-A1H2 

90 
2 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1J2  card  failed  the 
receive  mode  test. 
Replace  FRUs  first. 
If  FRUs  fail  to  fix,  goto 
MAP  0101,  Entry  Point  B. 

CC3F 

A-A1J2 
A-A1V4 
WScbl 
Display 
A-A1H2 

48 
17 
20 
10 
2 

4177027 
8636624 

4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WS  cable  assembly 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

Port  0  problem. 
The  A1J2  failed  the 
driver  and  receiver  test. 
Replace  FRUs  first. 
If  FURs  fail  to  fix,  goto 
MAP  0101,  Entry  Point  B. 
Tv/inax/IBM  cabling  system 

CC40 

A-A1J2 
A-A1H2 

90 
7 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1J2  card  failed  the 
poll  system  console  test. 
Replace  FRUs  first. 
If  FRUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CC41 

A-A1J2 
Display 
WScbl 
A-A1H2 

A-A1V4 

60 

25 

8 

2 

2 

4177027 

4177036 
4177038 
4237136 
2597763 
8636621 

WS  adapter  card 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  cable  assembly 

The  A1J2  card  failed  the 
adapter  checks  test.  The 
work  station  display  can 
cause  this.  Replace  FRUs 
first.  If  FRUs  fail  to  fix 
the  problem,  go  to  MAP 
0101,  Entry  Point  B. 
Twinax/IBM  cabling  system 

1 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CC42 

A-A1J2 
A-A1 H2 

80 
12 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  84  KW 
WSC  card  64  KW 

The  A1J2  card  failed  the 
cycle  steal  register 
select  test.  The  A1H2 
card  can  cause  this. 
Replace  FRUs  first 
If  FHUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CC43 

A-A1J2 
A-A1H2 

85 
12 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1J2  card  failed  the 
controller  interrupt 
test.  The  A1  H2  card  can 
also  cause  this. 
Replace  FRUs  first. 
If  FRUs  fail  to  fix,  goto 
MAP  0101,  Entry  Point  B. 

CC44 

A-A1J2 
Display 
WS  cbl 
A-A1H2 

A-A1V4 

50 

35 

8 

2 

2 

4177027 

4177036 
4177038 
4237136 
2597763 
8636624 

WS  adapter  card 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  cable  assembly 

The  A1J2  card  failed  the 
controller  poll  system 
console  test.  The  work 
station  display  can  also 
Ccusethis.  Replace  FRUs 
first.  If  FRUs  fail  to  fix 
the  problem,  go  to  MAP 
0101,  Entry  Point  B. 
Twinax/IBM  cabling  system. 

CC46 

A-A1J2 
A-A1H2 

50 
47 

4177027 
4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  A1H2  card  failed  the 
controller  set  up  test. 
A1J2  card  can  ca'jse  this 
also.  Replace  FRUs  fir-st. 
If  FRUs  fail  to  fix,  go  to 
MAP  01 01,  Entry  Point  B. 

CC47 

A-A1H2 

97 

4177036 
4177038 
4237136 
25977C3 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

The  1st  work  station 
controller  storage  size 
does  not  match  the 
configuration. 

CC48 

A-A1 H2 

99 

4177036 
4177038 
4237136 
2597763 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

Install  a  64K  controller 
card  in  1st  controller. 

a:o 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CC49 

A-A3S2 

97 

4177036 
4177037 
4237136 
2597763 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

Program  error. 
The  2nd  work  station 
controller  storage  size 
does  not  match  the 
configuration. 

CC4F 

A-A1J2 
A-A1V4 
WScbl 
Display 
A-A1H2 

48 
17 
20 
10 
2 

4177027 
8636624 

4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WS  cable  assembly 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

Port  1  problem. 

The  A1J2  card  failed  the 

driver  i,nd  receiver  test. 

Replace  FPUs  first. 

If  FPUs  fail  to  fix,  goto 

MAP  0101,  Entry  Point  B. 

Twinax/IBM  cabling  system 

CC5F 

A-A1J2 
A-A1V4 
WScbl 
Display 
A-A1H2 

48 
17 
20 
10 
2 

4177027 
8636624 

4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WS  cable  assembly 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  6    KW 
WSC  card  64  KW 

Port  2  problem. 

The  A1J2  card  failed  the 

driver  and  receiver  test. 

Replace  FPUs  f '•st. 

If  FPUs  fail  to  fix,  go  to 

MAP  0101,  Entry  Point  B. 

Twinax/IBM  cabling  system 

CC6F 

A-A1J2 
A-A1V4 
WScbl 
Display 
A-A1H2 

48 
17 
20 
10 
2 

4177027 
8636624 

4177036 
4177038 
4237136 
2597763 

WS  adapter  card 
WS  cable  assembly 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

Port  3  problem. 

The  A1J2  card  failed  the 

driver  and  receiver  test. 

Replace  FPUs  first. 

If  FPUs  fail  to  fix,  go  to 

MAP  01 01,  Entry  Point  B 

Twinax/IBM  cabling  system 

CC7F 

A-A1J2 
A-A1V4 
WS  cbl 
Display 
A-A1H2 

48 
17 
20 
10 
2 

4177027 
8636624 

4177036 
4177038 
4237T36 
2597763 

WS  adapter  card 
WS  cable  assembly 

WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 

Port  4  problem. 

The  A1vJ2  card  failed  the 

driver  and  receiver  test. 

Replace  FPUs  first. 

If  FPUs  fail  to  fix,  go  to 

MAP  0101,  Entry  Point  B. 

Twinax/IBM  cabling  system 

368 


n 


All 


SRC 


FRU 


% 


P/N 


FRU  DESCRIPTION 


SERVICE  COMMENTS 


CC8F 


A-A1J2 
A-A1V4 
WScbl 
Display 
A-A1 H2 


48 
17 
20 
10 

2 


4177027 
8636624 


4177036 
4177038 
4237136 
2597763 


WS  adapter  card 
WS  cable  assembly 


WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 


Port  5  problem. 

The  A1J2  card  failed  the 

driver  and  receiver  test. 

Replace  FRUs  first. 

If  FRUs  fail  to  fix,  go  to 

MAP  0101,  Entry  Point  B. 

Twinax/IB'vi  cabling  system 


CC91 


A-A1J2 
Display 
WScbl 
A-A1H2 


A-A1V4 


60 

25 

8 

2 


4177027 


4177036 
4177038 
4237136 
2597763 
8636624 


WS  adapter  card 


WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  cable  assembly 


The  A1J2  card  failed  the 
adapter  checks  test.  The 
work  station  display  can 
cause  this.  Replace  the 
FRUs  first.  If  FRUs  fail 
to  fix  tne  problem,  go  to 
MAP  0101,  Entry  Point  B. 
Twinax/IBM  cabling  system 


CC94 


A-A1J2 
Display 
WScbl 
A-A1H2 


A-A1V4 


50 

35 

8 

2 


4177027 


4177036 
4177038 
4237136 
2597763 
8636624 


WS  adapter  card 


WSC  Base  card  16  KW 
WSC  card  48  KW 
WSC  card  64  KW 
WSC  card  64  KW 
WS  cable  assembly 


The  A1J2  card  failed  the 
controller  poll  system 
test.  The  work  station 
display  can  also  cause 
this.  Replace  the  FRUs 
first.  If  FRUs  fail  to 
fix  the  problem,  go  to 
MAP  01 01,  Entry  Point  B. 
Twinax/lBM  cabling  system 


CCA/\ 


A-A3T2 
A-A3S2 


A-A1N2 


90 
6 


1 


4177027 
4237136 
2597763 

2597716 


WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

CSP  Stage  2 


The  A3T2  card  failed  the 
interrupt  structure 
test.  Replace  FRUs  first. 
If  FRUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 


CCA5 


A-A3T2 
A-A3S2 


60 
37 


4177027 
4237136 
2597763 


WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 


The  A3T2  card  failed  the 
controller  set  up  test. 
A3S2  card  can  cause  this 
also.  Replace  FRUs  first. 
If  FRUs  fail  to  fix,  gc  to 
MAP  0101,  Entry  Point  B. 


AI2 
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SRC 

FRU 

% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CCA6 

A-A3T2 
A-A3S2 

60 
37 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

The  A3T2  card  failed  the 
adapter  wrap  test.  The 
A3S2  card  can  cause  this 
also.  Replace  FPUs  first. 
If  FPUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CCA7 

A-A3T2 
A-A3S2 

95 
2 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

The  A3T2  card  failed  the 
adapter  reset  test. 
Replace  FPUs  first. 
If  FPUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CCA8 

A-A3T2 
A-AnS2 

90 

7 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

The  A3T2  card  failed  the 
set/reset  latch  test. 
Replace  FPUs  first. 
If  FPUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CCA9 

AA3T2 
A-A3S2 

90 

7 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

The  A3T2  card  failed  the 
diagnostic  serdes  test. 
Replace  FPUs  first. 
If  FPUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CCAb 

A-A3T2 
A-A3S2 

50 
47 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

The  A3T2  or  A3S2  card 
failed  the  cycle  steal 
(SICB)  test. 
Replace  FPUs  first. 
If  FPUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CCAC 

A-A3T2 
A-A3S2 

90 

7 

4177027 
4237136 
2oa/763 

WS  Adapter  card 
Ctrlr  cd  64KW 
C*rlr  cd  64KW 

The  A3T2  card  failed  the 
cycle  steal  byte  counter 
test.  Replace  FPUs  first. 
If  FPUs  fail  to  fix,  go  to 
MAP  0101.  Entry  Point  B. 

370 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CCAd 

A-A3T2 
A  A3S2 

90 

7 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

The  A3T2  card  failed  the 
hardware  intPfrupt  test. 
Replace  FRUs  first. 
If  FRUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CCAE 

A-A3T2 
A-A3S2 

90 
2 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64XW 

The  A3T2  card  failed  the 
receive  mode  test. 
Replace  FRUs  first. 
If  FRUs  fail  to  fix,  goto 
MAP  0101,  Entry  Point  B. 

CCAF 

A-A3T2 

WScbl 

A-A3V4 

Display 

A-A3S2 

48 
20 
17 
10 
2 

4177027 

2597431 

4237136 
2597763 

WS  Adapter  card 

WS  cable  asm 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

Port  6  problem. 

The  A3T2  card  failed  the 

driver  and  receiver  test. 

Replace  FRUs  first. 

If  FRUs  'ail  to  fix,  go  to 

MAP  0101,  Entry  Point  B. 

Twinax/IBiVI  cabling  system 

CCbO 

A-A3T2 
A-A3S2 

90 
7 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

The  A3T2  card  failed  the 
poll  system  console  test. 
Replace  FRUs  first. 
If  FRUs  fail  to  fix,  goto 
MAP  0101,  Entry  Point  B. 
Note:  There  must  be  a 
display  station  on  port  6 
address  0  (and  powered  on) 
or  the  2nd  controller  MDIs 
will  fail  here. 

CCbl 

A-A3T2 
Display 
WScbl 
A-A3S2 

A-A3V4 

60 

25 

8 

2 

2 

4177027 

4237136 
2597763 
2597431 

WS  Adapter  card 

'                         .          ■ 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  cable  asm 

The  A3T2  card  failed  the 
adapter  checks  test.  The 
work  station  display  can 
cause  this.  Replace  FRUs 
first.  If  FRUs  fail  to  fix 
the  problem,  go  to  MAP 
0101,  Entry  Point  B. 
Twinax/IBM  cabling  system 
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% 
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FRUDESCRIPnON 

SERVICE  COMMENTS 

CCb2 

A-A3T2 
A  A3S2 

80 

12 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

The  A3T2  card  failed  the 
cycle  steal  register 
select  test.  The  A3S2 
card  can  cause  this. 
Replace  FRUs  first. 
If  FRUs  fail  to  fix,  go  to 
MAP  0101,  Entry  Point  B. 

CCb3 

A-A3T2 
A-A3S2 

85 
12 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

The  A3T2  card  failed  the 
controller  interrupt 
test.  The  A3S2  card  can 
also  cause  this. 
Replact?  FRUs  first. 
If  FRUs  fail  to  fix,  go  to 
MAP  01 01,  Entry  Points. 

CCb4 

A-A3T2 
Display 
WScbl 
A-A3S2 

A-A3V4 

50 

35 

8 

2 

2 

4177027 

4237136 
2597763 
2597431 

WS  Adapter  card 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 
WS  cable  asm 

The  A3T2  card  failed  the 
controller  poll  system 
console  test.  The  work 
station  display  can  also 
cause  this.  Replace  FRUs 
first.  If  FRUs  fail  to  fix 
the  problem,  go  to  MAP 
0101,  Entry  Point  B. 
Twinax/IBM  cabling  system 

CCb6 

A-A3T2 
A-A3S2 

50 
4? 

4177027 
4237136 
2597763 

WS  Adapter  card 
Ctrlr  cd  64KW 
Ctrlr  cd  64 KW 

The  A3S2  card  failed  the 
controller  set  up  test. 
A3T2  card  can  cause  this 
also.  Replace  FRUs  first. 
If  FRUs  fail  to  fix,  po  to 
MAP  0101,  Entry  ,  oint  B. 

CCb7 

A-A3S2 

99 

4177036 
4177037 
4237136 
2597763 

Controller  card  16  KW 
Controller  card  32  KW 
Ctrlr  cd  64KW  stage  2 
Ctrlr  cd  64KW  stage  2 

Install  a  64K  controller 
card  in  2nd  controller. 

CCb8 

Program  error. 

CCb9 

A-A3S2 

99 

4237136 
?.597763 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

1,, stall  A64K  controller 
card  in  2nd  controller 
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SRC 
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P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CCbF 

AA3T2 
WJJ  cbl 
A-A3V4 
Display 
A-A3S2 

48 
20 
17 
10 
2 

4177027 

2597431 

4237136 
2597763 

WS  Adapter  card 

WS  cable  asm 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

Port  7  problem. 

The  AJT2  card  failed  the 

driver  and  receiver  test. 

Replace  FRUs  first. 

If  FRUs  fail  to  fix,  go  to 

MAP  0101,  Entry  Point  B. 

Twinax/IBM  cabling  systptn 

CCCF 

A-A3T2 
WS  cbl 
A-A3V4 
Display 
A-A3S2 

48 
20 
17 
10 
2 

4177027 

2597431 

4237136 
2597763 

WS  Adapter  card 

WS  cable  asm 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

Port  8  problenn. 

The  A3T2  card  failed  the 

driver  and  receiver  test. 

Replace  FRUs  first. 

If  FRUs  fail  to  fix,  go  to 

MAP  01 01,  Entry  Point  B. 

Twinax/IBM  cabling  system 

CGdF 

AA3T2 
WS  cbl 
A-A3V4 
Display 
A-A3S2 

48 
20 
17 
10 
2 

4177027 

2597431 

4237136 
2597763 

WS  Adapter  card 

WS  cable  asm 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

Port  9  problenn. 

The  A3T2  card  failed  the 

driver  and  receiver  test. 

Replace  FRUs  first. 

if  FRUs  fail  to  fix,  go  to 

MAP  0101,  Entry  Point  B. 

Twinax/IBM  cabling  system 

CCEF 

A-A3T2 
WS  cbl 
A-A3V4 
Display 
A-A3S2 

48 
20 
17 
10 
2 

4177027 

2597431 

4237136 
2597763 

WS  Adapter  card 

WS  cable  asm 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

Port  10  problem. 

The  A3T2  card  failed  the 

driver  and  receiver  test. 

Replace  FRUs  first. 

If  FRUs  fail  to  fix,  goto 

MAP  0101,  Entry  Point  B. 

Twinax/IBM  cabling  system 

CCFF 

A-A3T2 
WScbl 
A-A3V4 
Display 
A-A3S2 

48 
20 
17 
10 
2 

4177027 

2597431 

4237136 
2597763 

W3  Adapter  card 

WS  cable  asm 

Ctrlr  cd  64KW 
Ctrlr  cd  64KW 

Port  1 1  problem. 

The  A3T2  card  failed  the 

driver  and  receiver  test. 

Replace  FRUs  first. 

If  FRUs  fail  to  fix,  go  to 

MAP  0101,  Entry  Point  B. 

Twinax/IBM  cabling  system 

AI6 
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% 

P/N 

FRU  DESCRIPTION 

SERVICE  COMMENTS 

CdOl 

A-A1E2/ 
A-A2E2 

55 

2462228 

Data  itor  adapter  1  cd 

TU  TD20 1  failed  during 
wrap. 

A-A1F2/ 

40 

4247739 
4247740 

Diskette  adaptor  card 
Diskette  adapter  card 

A-A2F2 

A-A1G4/ 

5 

2462692 
8562949 

Diskette  VFO  card  72M 
Diskette  VFO  card  51 TD 

A-A2G4 

Cd02 

A-A1 F2/ 

60 

4247739 

Diskette  adapter  card 

TU  TD202  failed  during 

4247740 

Diskette  adapter  card 

wrap. 

A-A2F2 

AA1 E2/ 

40 

2462228 

Data  stor  adapter  1  cd 

A-A2E2 

Cd03 

A-A1F2/ 

95 

4247739 

Diskette  adapter  card 

TU  TD203  failed  during 

4247740 

Diskette  adapter  card 

wrap. 

A-A2F2 

Other 

5 

Cd04 

A-A1F2/ 

80 

4247739 

Diskette  adaptor  card 

TU  TD204  failed  during 

A-A2F2 

4247740 

Diskette  adapter  card 

wrap. 

DCC  =  drive  control  card. 

DCC 

15 

Drive  Co 

trol  card 

A-A1G4/ 

5 

2462692 
8562949 

Diskette  VFO  card  72M 
Diskette  VFO  card  51  TD 

A-A2G4 

CdIO 

A-A1 F2/ 

50 

4247739 

Diskette  adapter  card 

TUTD210  failed  during 

A-A2F2 

4247740 

Diskette  adapter  card 

wrap. 

DCC  =  drive  control  card. 

DCC 

15 

Drive  Co 

tro!  card 
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FRU 


Cd81 


AA1E2/ 

A-A2E2 

A-A2J2 


A-A2K2 


% 


90 


P/N 


2462228 

4237136 
2597763 
2597727 
2462228 


FRU  DESCRIPTION 


Data  sior  adaptor  1  cd 

Data  stor  Ctrl  card 
Data  stor  ctrl  card 
DS  Pass-Thru  card 
Data  S'or  Adapter  2  cd 


SERVICE  COMMENTS 


C9xx(21ED),  CAxxdf.R), 
and  CdOx  -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  shoqid  be  used 
before  usiriy  this  code. 

The  UDT  may  be  wrong. 

Reconfigure  the  system, 

then  RelPL. 

If  SRC  was  obtained  from 

Mode  0  CSIPL  then  go  to 

MAP  01 79,  A. 

If  SRC  was  obtained  from 

Mode  E  CSIPL  tlier  go  to 

MAP9500,A(21ED;or 

MAP97C0,A(10SR). 

Replace  FRU(s)  listed  only 

if  MAPs  do  not  isolate 

failure. 


Cd82 


J 


A  A2E2 
A-A2J2 


A-A2K2 


98 


2462228 

4237136 
2597763 


Data  stor  adapter  1  cd 

Data  stor  Ctrl  card 
Data  stor  Ctrl  card 
DS  Pass-Thru  card 
Data  Stor  Adapter  2  cd 


C9xx(2i-n).  CAxx(IOSR), 
and  CO'    -  Cdix  (Diskette) 
system  reference  codes, 
if  present,  should  be  used 
before  using  this  code. 

If  SRC  was  obtained  from 

Mode  0  CSIPL  then 

go  to  MAP  01 79,  A. 

If  SRC  was  obtained  from 

Mode  E  CSIPL  then  goto 

MAP9500,A(21ED)or 

MAP9700,A(10SR). 

Replace  FRU(s)  listed  only 

if  MAPs  do  not  isolate 

failure. 
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